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DISTRIBUTION OF PUBLICATIONS 


In ordering publications listed in this catalog, it should be noted that only 
those marked with an asterisk (*) are obtainable from the Superintendent of 
Documents. 

Publications marked with a farad (#) are sold by the Clearinghouse for Fed- 
eral Scientific and Technical Information, Springfield, Va. 22151. 

Where a single dagger (+) is the distribution symbol, application should be 
made directly to the department or bureau issuing the document. 


* For sale by SuPERINTENDENT OF DocUMENTS 


® For sale by Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Va. 22151 


+ Distribution made by Issuing Office. Not definitely available if 
unaccompanied by a price 


t Printed for Official Use 
(not available for distribution) 


@ Sent to Depository Libraries 


SIZES OF PUBLICATIONS 


Symbols used to designate sizes of publications listed in this catalog 


are as follows: 


gf ae ee 6-12 inches high and width more than % of height 

I cecitstincin over 12 inches high and width more than % of height 

smal] 4°______. under 6 inches high and width more than % of height 

i cceatetiatpindil 8-10 inches in height (size not given in entry except 
where publication is narrow or oblong) 

meee 6°........ 10-12 inches in height 

es 7-8 inches in height 

i vigiuidinndnuiens 6-7 inches in height 

ae 5--6 inches in height 

— 4-5 inches in height 

—_ up to 4 inches high 

a above 12 inches in height 

narrow_....... width less than 3 of height 


oblong_._.-.-- width more than height 
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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.O. 20402. PRICE 50 CENTS PER COPY 
EXCEPT DECEMBER (INDEX) ISSUE, WHICH VARIES IN PRICE 
SUBSCRIPTION PRICE $6.00 PER YEAR (INCLUDING INDEX) 
$1.50 ADDITIONAL FOR FOREIGN MAILING 


qd 


PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse of 
time before the publications will actually appear. All information in regard to 
title, series, classification, distribution, and price given in these listings is pre- 
liminary and subject to change when the publications actually come from the 
press. Those so marked will be sent to depository libraries, providing, that at 
the time of going to press, the libraries were on list to receive the items under 
which these publications will be distributed. 


Air almanac 1970, January-April. (Naval Observatory.) $3.75. ©@ 


D 213.7 : 970 

Annual survey of manufactures, 1966. (Census Bureau.) $6.25. 
C 3.24/9-2: 966 
Answers to your questions about the American Indian. [Revised 1969.] (Indian 
Affairs Bureau.) 30c. @ I 20.2: In 2/21/9698 
Antarctic highlights. (Navy Department.) 25c. @ D 201.2: An8& 
Big pond, Federal jobs for engineers, physical scientists and mathematicians. 
(Civil Service Commission, Pamphlet 48, revised.) 30c. @ CS 1.48: 74/2 
— protected by Federal law. (Fish and Wildlife Service, Wildlife leaflet nae 

7 1 49.13 
Boll weevil, a to control it. (Agriculture Department, Farmers’ bulletin 2147, 
revised.) 1 7 A1.9: 2147/3 
Burrowing eM by Tomlinson. (National Museum Bulletin 296.) Re. 25. an 
13.3: 

Chemical control of brush and trees. (Agriculture Department, a bulletin 
2158, revised.) 20c. @ A1.9: 2158/4 
Dealer and contractor guide to property improvement loans. (Housing and Urban 
Development Department, IP-75, revised.) 10c. @ HH 1.27: 75/2 
Directory of post offices. [Revised 1969.] (Post Office Department, Publication 
26.) $4.25. @ P 1.10/4: 969 


Directory of public elementary and secondary schools in large school districts, 
with enrollment and instructional staff by race, 1967-68. (Education Office, 
OE-20121.) $7.25. @ FS 5.220: 20121 

Directory of urban transportation projects. (Housing and Urban Development 
Department, MP-92.) 55¢c. @ HH 1.28: 92 

Electronics mechanic entry, suggested euide for training course. (Education 
Office, OF-87040.) 30c. @ FS 5.287 : 87040 

Exporting to the United States. [1969 edition.] (Customs Bureau.) $1.00. @ 

T 17.5/2: Ex 7/969 

Hail resistance of roofing products. (National Bureau of Standards, Building 


science series 23.) 25c. @ C 13.29/2: 23 
Housing and equipment for sheep. (Agriculture Department, Farmers’ bulletin 
.}10c. @ A 1.9: 2242 

How to buy lawn seed. (Agriculture Department, Home and garden — 169.) 
10c. @ A1.77: 169 
Human relations in small business. (Small Business Administration, Small busi- 
ness management series no. 8, revised.) 30c. SBA 1.12: 3/2 
In your service, work of Uncle Sam’s forest rangers. (Agriculture Department, 
Agriculture information bulletin 136, revised.) 25c. @ A 1.75: 136/4 
International education, inventory of Federal programs. (Education Office, 
OE-14142.) $4.00. @ FS 5.214: 14142 
Kidney disease services, facilities and programs in the United States. (Public 
Health Service, Publication 1942.) $1.00. @ FS 2.2: K 54/6 


Minimum property standards for multifamily housing. [Revised June 1969.] 
(Federal Housing Administration, FHA 2600.) $2.50. @ HH 2.17/3:M 91/969 
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Phosphate rock in Columbia, preliminary report. (Geological Survey, Bulletin 

1272-A.) $1.00. @ 1 19.3: 1272—-A 

Pictorial keys to arthropods, reptiles, birds, and mammals of public health sig- 
nificance. (Public Health Service, Publication 1955.) $2.25. @ 

FS 2.60/7: Ar 7/2 

Research in individual psychotherapy, biblography. (Public Health Service, Pub- 


lication 1944. ) $1.50. z= FS 2.22/13: P 95/2 
Scientific careers in Agricultural ~~ yy Service. (Agriculture Department, 
Miscellaneous publication 798, revised.) 55c. @ A 1.88 : 798/5 


Suicide among American Indians. (Public Health Service. ) He @ 
FS 2.22: Su 3/2 
Summary of reservoir sediment deposition surveys made in United States thru 
1965. (Agriculture Department, Miscellaneous publication 1143.) 65c. @ 
A1.88: 1143 
Surveyor, program results. (National Aeronautics and Space Administration, 
NASA SP-184.) $4.75. @ NAS 1.21: 184 
Who will take care of your child when you are in training or on the job? (Chil- 
dren’s Bureau, Publication 467.) 15c. @ FS 17.210: 467 
Your Federal income tax. [1970 edition.] (Internal Revenue Service, Publication 
17.) 6c. @ T 22.44: 970 
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Abbreviations 


CBassoncccucansns GEER, addendum, | n. d__._--_- —_ = 
addenda. “ee a no place. 
amdt., amdts .... amendment, amend- no., nos number, numbers 
ments. Lots ge CRs oe P sa 
ie: aes als page, pages. 
app-- Senile appendix, appendixes. 
bk.. bks .. book, books. 2 pages of — 
a " chapter, chapters. fae «pial eae ste Sg . = 
Cong... . Congress. ON a aa plate, plates. 
Dept---- -- Department. a Nea ee em portrait, portraits. 
doc = — document. ; pt., pts — ---- part, parts. 
SO facsimile, facsimiles. Oe ts _____ report. 
fy---------------- fiscal year. Ricca ennccccecckon Me, Gen 





fF ene Greenwich hour angle. S. Con. Res__-- _. Senate concurrent reso- 

H nenepliel House. lution. 

H. Con. Res. House concurrent reso- | §. doc___--- wal Senate document. 
lution. S. ex. doc___ Senate executive docu- 

ity Metis scepemictams House document. ment. 

H. ex. doe House executive docu- | §, ex. rp__-_- . Senate executive  re- 

ment. port. 

2 ie, .. House joint resolution. | S. J. Res . Senate joint resolution 

| = House of Representa- | S. Res. _- ... Senate resolution. 
tives, House bill. Ye US Senate report. 

H. Res_. House resolution. a section, sections. 

_ House report. sess_—— .. session, sessions. 

il. illustration, illustra- | Stat. L Statutes at large. 
tions. supp- — supplement. 

Di caihintentinal inch, inches. tab__ . table, tables. 

lat latitude. Treas Treasury. 

I sie _.... longitude. os... volume, voiumes, 

—_ : noes WR 06., V..-- suse WOE 

Common abbreviations for the names of States, months, etc., are also used. 


An explanation of the symbols used to designate sizes of publications is given on the 
inside of the front cover. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] in titles are given for information, 
but do not appear on the title pages of the publications cataloged. Place and 
printer are not given for publications printed at the United States Government 
Printing Office, Washington, D.C., or at Government departmental and field print- 
ing plants. The dates given with Senate and House documents and reports are 
the dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations, except administrative and confidential (or restricted), are entered in the 
Monthly Catalog. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
DC, is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
vill also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Bach list is arranged alphabetically by subjects, with annota- 
tions and prices, and may be obtained free upon application to the Superintendent 
of Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 
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HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Olearinghouse for Federal Scientific and Technical Information are 
indicated by a farad (#) preceding the price. A black dot (@) indicates that 
the publication has been or will be sent to depository libraries. A dagger (+) 
indicates that application should be made to the department, bureau, or agency 
issuing the document. A double dagger ({) indicates that the document is 
printed for official use and is not obtainable. Whenever additional information 
concerning the method of procuring a document seems necessary, it will be found 
under the name of the bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the ex- 
treme right; order the congressional documents and reports by the title, together 
with the document or report number and the Congress, e.g., H. Doc. 108, 88th 
Congress. 

Do not use the L.O. card number in ordering a publication from the Superin- 
tendent of Documenta. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, 
DC 20402, by coupon, postal money order, express order, or check. Publications 
cannot be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittance should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5¢ 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington, DC 
20402. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFIOCH 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used 
as a catalog number for sales stock of this office. The shilling mark (/) sep- 
arates what would ordinarily be superior or inferior numbers or letters, as it is 
not practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 


vit 








~~ Sa Se Se 


ve 


— 


New Classification Numbers 


Environmental Science Services Administration. 
8 rae Collected reprints, ESSA Institute for Oceanog- 
raphy (annual). 
Federal Communications Commission. 





GO RARs BR ccnctmnectnsinn Report R-(series), Office of Chief Engineer, 
Research Division. 
Defense Department. 
D 4.12/2 :v.nos.& nos________-. Shock and vibration digest. 
Pe Annual historical summary : Defense Construc- 
tion Supply Center. 
Engineers Corps (Army). 
BP IES EE entneieciinasepemncs Handbooks, manuals, guides. 
D 108.48 : v.nos.& nos_____---- Water spectrum (quarterly). 
Marine Corps (Navy). 
RG Is Gikteeecaten--- Lithographs. 
Naval Weather Service Command. 
SE Project Stormfury annual report. 
Federal Reserve System Board of Governors. 
ee Bis Give iccwecenne List of OTC margin stocks. 
National Institutes of Health. 
FS 2.22/22-2: date__......--_ NIH public advisory groups, authority, struc- 
ture, functions. 
Public Health Service. 
FS 2.60/16 : Reserved 
FS 2.60/17 : nos. National Communicable Disease Center rubella 
surveillance [reports]. 
Ft i mccnmeinnce National Air Pollution Control Administration 


publication, APTD (series). 
FS 2.315: Reserved 
py ee Injury Control Research Laboratory : Research 
report ICRL—-RR (series). 
Federal Credit Unions Bureau. 
FS 3.310: v.nos.& nos__...-~-- Credit union statistics (monthly). 
Federal Housing Administration. 
BE te in enccncnn seme’ FHA low cost housing trends. 
NotTs®.—Designated RR : 252. 


National Park Service. 
eT ae National Park Service governor’s books [by 
State]. 
Federal Water Pollution Control Administration. 
( ) Industrial waste guides. 
Notw.—See, for earlier class, FS 2.71:(CT). 


fa Environmental factors in coastal and estuarine 
waters, bibliographic series. 
National Aeronautics and Space Administration. 
MAS LARIOt BiRiewsccnncnnne- NASA picture sets. 
Emergency Preparedness Office. 
a I, National Resource Analysis Center, Systems 
Evaluation Division: Report R (series). 
Economie Opportunity Office. 
Betis BRIG Gr ncn ccndccs Community profiles. 
National Council on Marine Resources and Engi- 
neering Development. 
.  ¢  : e Handbooks, manuals, guides. 
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fh, eee 
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$11.28: Reserved 


Railroad Retirement Board. 


Es RRB actuarial studies. 


International Development Agency. 


... Operations of Office of Private Resources. 
_... Economic growth trends [by region]. 
_.. Public administration bulletin [for] Vietnam 


(monthly). 
Smithsonian Institution. 


SI 1.29: nos._....._.._........ Smithsonian contributions to botany. 


Transportation Department. 


TD 1.10/4: date___._.__._..__._-_... Annual report of Secretary of Transportation 


-., i |, es 


TD 4.25 : -.28: Reserved 


- 2) 3 tt ee 
I Octet crciamitsiatacinsinin 


on administration of Natural gas pipelines 
safety act of 1968. 
Public Roads Bureau. 


_.. Report on status of multiple use and joint 


development. 
Federal Aviation Administration. 


ne Addresses. 


Notr.—See, for earlier class, FAA 1.12:(CT). 
Air Traffic Service. 


... Non compulsory radio fixes. 


Flight Standards Service. 
_. Tentative airworthiness standards. 
Aircraft Development Service. 


TD 4600 : CP ..W.wnnsnncna<<., . Ae 


Y 3.M 84: 1/date____-_-~- vat 
pe tS. FTN Ly os 
ek 4 5)” 


¥ 4In 8/35: OT.............. 


FR 1.46: date____--- oo 


Mortgage Interest Rates Commission. 


seed Report. 


Pacific Northwest River Basins Commission. 


initia River mile index. 


Water Resources Council. 


... Joint hydrology-sedimentation bulletins. 


Note.—See, for earlier class, Y 3.In 8/8 : 9/nos. 
Internal Security Committee, House. 


(ite Publications. 


Discontinued Series 


Federal Reserve System Board of Governors. 


... List of stocks registered on National securities 


exchange and of securities of certain invest- 
ment companies. 


ee with issue for Dec. 31, 


Corrections for Previous Monthly Catalogs 


Feb. 1969. Entry 2317, Fort Larned National Historic Site. Correct class to read 


I 29.21: F 77 1a/968. 
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List of Government Authors 








Beginning 

entry 

LER ER LL SEAR RIE TIE IT Ae 11861 
Agricultural Research Service___________~-- Scunintiendinie annie ae 
Agricultural Stabilization and Conservation Se _ RRR esti me cet 11802 
Consumer and Marketing Service___.._...____.____._.-.-____------. 12824 
OT LLL EEE LAE L EERE IETS 12407 
Farmer Cooperative Service______-- EE Ae eR ATE CRE ae Sm a, 12578 
SY ID I s,s. rindi cuiieintipeiinaiedeind anmenmminiet 12668 
A I RENEE Lee I ee stisenimmadians 12671 
Re TS CLIO EE TET 
International Agricultural Development Service_____.._._...-..---. 12842 
RO EE eae eee em 13442 
nn Se TUN... n-nancscoainineeneenineeiinenuneee gemma aan 
Atomic Energy Commission__—_~----~~- REC ANNE PRN 
a a EIST AN EET 11981 
TOE LOLI LET scteaaimnmmaciaanaaadin 12024 
I LLL LLL LL LEELA LE ETL a 12036 
EL LN oN TI ee 12037 
CS, FI i ticicinieisinninnnenntasinnnnininnenmnn mn imeEE 12065 
Business and Defense Services Administration_____.......-.------- 11972 
LEE LLL LEAL ITE LIT EL LE 11982 
Economic Development Administration___._......___-.__-.---------- 12387 
Environmental Science Services Administration_-_-__-_-~-- sannaiaiaetiae: 
eeeeee es ny CL... sesluiiatienieiesiievediion iaapieieanaeniseenmiemnannen’ aa 
Weetner Bureat.............- -sclks da Sniipteateiatamuiiiaa aca snus cacaigeninmaan a 
International Commerce Bureau____-_------------------ ieteppihiaeaanall 12843 
Maritime Administration..........._..._.....--- siesta candace maaan 12994 
pO eee 
SON a TE EEA RETRY MS 
I I SY I. se ieetee seaepeeetieenatends ecemeneesiianeee atin 13513 
I eee acicrnintinieainnnnninniinionn git sida ahsoeubasincesetstaiateladadndbapiatineiadh sielamiada aeeidanarteds a 
DSRSTEED BOE Cie icce cnc pec gnceenannasenenennpe 12130 
I ee 12133 
I Ciena eet ie ges anenee= 12202 
Appropriations Committee_____- salsa ialahineniag inten asennad 12203 

De nn sc cs cepeetanctneineat naan A 
Banking and Currency Committee_..-.......-.--.------------- 12209 

District of Columbia Committee...............----_.._.----.-. 12211 
pS ES Be eon 12213 
TELL, 
Government Operations Committee__.....____._-.--.---------- 12221 
Interior and Insular Affairs Committee______--~- smaeene Te 

EE ET Cc ecnncenncanneccnererennnnn 12230 
Interstate and Foreign Commerce Committee__.......-....._--- 12231 
Cl Kl —>—EE eee -~ 12264 
Merchant Marine and Fisheries Committee een ecuniene esr . 12235 


xI 








XII GovERNMENT PUBLICATIONS 


Congress—Continued 


House of Representatives—Continued — 
Post Office and Civil Service Committee__......-.-----------~-- 12239 
Ware ant Means Cemttie..<ncnucncnnecesnncccccccneeewescece 12244 
ee Ra CE Te ee 12245 
Aging, Special Commmitted @0t..n..n0c20002n nena nnn n nen 12282 
Agriculture and Forestry Committee_.........---------~----~---- 12283 
DENN: Gi icicitctitinnedddnccematibinmiiintimnns 12285 
ee ee Ge etitbatinccspmdapaekncenegencecenes 12286 
Banking and Ourrency Oommittee...................................... 12287 
GES Cin cennentinminnidctiennnnamnncummescees 12289 
I Ct iierttienintinnndatncsnenptinnancsnenennamemnen 12293 
SE  Giteew tree cccccneccdncctensscesae 12298 
Government Operations Committee_......_...-....------------ 12300 
Interior and Insular Affairs Committee__..........._---------- 12302 
RR I Ee 12306 
Labor and Public Welfare Committee__..........-.-._-.------. 12310 
Nutrition and Human Needs, Select Committee on__...--------- 12316 
Post Office and Civil Service Committee__._..._._..__----------- 12317 
ee te GR aititeprtidticintiintitattenatntiententbinaiinnmennt 12319 
I i ieicsiensteecicncnenenmnncinchiinclerasitash-dinicinebalaveientatieeinaniinmanenendagueenante 12335 
a cat aac ier cdires igen dptennmtpsipeeaeanie nent aaINEE 11888 
I nT I casi cncreenenieneninabanptinetenenasmnenipantonngetn 11926 
PS FE a ee a Ne ae ea ce en a .- 11928 
RRR le Bea 89 Farr ae sae oct ea A nan 12028 
BIT IIIIIIII sos coniercenanehncsahepenenieunlionspaeconersonnineneaedbentbdedetbiengtocaminttanil 12446 
STII. CIPI TITTTIITn.coscsseeanenen aneani eabeinabinaneniniettnidaes en tbarianeninstietnabsaettemeensstetimsentidhian 12982 
me, SS Or I nn sstaencstinllidinpantaheninainemiats 13005 
RRR RRR cE: clans eee a 12873 

Navy Department 

gia + Ra ld ee em eel 12958 
BE, a ccceceneciscsrescstd iesataeneensin-ceieienennaenia theaaiadinandetstestemsaialdonninninmaneeitdl 12991 
ee I I I saat ct cheticidscitpicctsntnstigesnigintorincsiniion 12998 
Naval Facilities Engineering Command_______.__.__-.____--_-__- 13208 
Sa I To ccavieinennnesenmanantieiainamnmemanisarada 13270 
iit tinder cp ncmnagysemimepends 13210 
I __.____.scienbhcieaiepnhionsinnianisenibaniotmanas 13212 
Naval Weather Service Command_-__............._...._..__ 13307 
EE eS ENR 13271 
I Specs eniecateenitnsininsnsivencntncnsotcescingetptniocintiipantasttndgentiraidimental 13278 
Se ay UIE. ceensensipepeieeenebaiepenienennmeneinnmeenne 13306 
FR a RL TE A A LE TT NTT LE Tey eT 12577 
Federal Communication Commission_..................--._-.______-__- 12604 
Federal Deposit Insurance Corporation._................._____________ 12609 
Federal Field Committee for Development Planning in Alaska_..._._____ 12610 
Ie MR SE BE Bi cit ceich cons cotnesunciesanenparensneeebeninomainnademrannpents 12613 
ee er Se cieeetaetbeniiewenenineiceamemmencmmenn 12616 
Federal Reserve System Board of Governors._...______________-_________ 12635 
Fe ate vn a SE Ree Si eae en eye baie: 12653 
ne ee oe edie enehaianies aria tagesiaindvennieanmniemammenis 12728 
General Services Administration... nn cee ccc cco 12752 
ee ee sce uatieh mpnipancomabeindneleaiainomahnieh 12650 
National Archives and Records Service__..........__.-_____________ 13151 
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Government Printing Office  ~ a 
SE ee 13332 
Health, Education, and Welfare Department____-.___-___--------.-_---- 12803 
ee 12424 
ae a NE eT a ae meee 13333 
Consumer Protection and Environmental Health Service 
Feed and Deus Admiteiatration.....nnnsececcenecesecscenn 12667 
I I eS 13167 
a 13179 
ORE GE Tn Tine eis neininsindonneeion 13432 
Ee a 11786 
Assistance Payments Administration._._._..__..._.__-_--___------ 11958 
National Center for Social Statistics._.......................... 13162 
Rehabilitation Services Administration___.__.___.__.____-_------~- 13405 
Se ST Te a EE 13435 
I Ge, CE i snccccceesccccecssncnncneanenad 12606 
Housing and Urban Development Department______--_-.-_-------------- 12806 
ee 12614 
Interdepartmental Committee on Status of Women___-_-___------------- 12824 
ne ee ee 12825 
Fish and Wildlife Service 
CORIREEE DElRtES DOUGRG...wccsmnncatmnnnindatrasmngeenen 12072 
Sport Fisheries and Wildlife Bureau____.__.-.------------------ 13449 
Federal Water Pollution Control Administration___._._._..._.-__-_------ 12654 
CORES THO TN niewintcmtndatincwnmanmmccmmnapelipemn 12753 
a TR icin itecenteteticiinemidinaimninipmiinmiindiicinlmpiipes 12754 
EE FE BE cere enennntttenpngticnmaiipaginmiggsapiiieen 12820 
ERE TEREIEIEE, Toc cemccinitensiemeimctianitilpewe 12983 
Ee ee eT ee 13006 
NS FOG Benen cc cnecccnsmiiecintiniinaenenniolpeiinnl 13183 
ee ee 13393 
Rabesints Coestests Gen nnciitivsmcernsintnmmmubiiknintiii 12864 
i Ss ee 12875 
Justice Department 
PE ORE OE Dik cect nenmevcqnenaesnintini 12602 
Immigration and Naturalization Service__....._..--------------~-- 12819 
PRR FR iccaditneeemtindntinscnnmmunneninntin trent 13331 
EES Nn aS eT TT aT See TE EDN RT 12959 
eect eniciatiaeeisensest tine sedinciniapineiatcitebiialncshathataiaaiintnc 12961 
I Fe Be iireitcenqnecseninmnntminnnmnmmninninntgaonciontate 12963 
Manpower Administration 
I GE, Bina dentipreminntinmnwennimannmeen 12444 
Wage and Hour and Public Contracts Divisions_._.._._.____._-_--_---~- 13518 
a es 13536 
TARE 66 GIO icciwnitincnnnsincwescccnnensndatinetiinemiammnis 12989 
Ce Ge icetetectnteicniemeviiimmninniiniinnscmemmmmnmaiinnniits 12332 
Missouri Basin Inter-Agency Committee__.........-.-..-.-.----------.. 13034 
DMostynme Eabewenk Tented COR aan ett tenn encase 13035 
National Aeronautics and Space Administration..__.-.....-------------- 130389 
SRE Eee TI Tite scccnwensecemnnstindmnnitimnmmniiie 13177 
Re ae i cciitimttitiiwtititniinndmaditnnndinatininnwinnnmnees 13202 
Pacific Northwest River Basins Commission__...-_.-__-..--..---_------ 13308 


cE i IE SS 13318 











XIV GovERNMENT PUBLICATIONS 


I I A indians dmiaienaniapa 18321 
Pxecutive Office of the President 
Tiseneniiie Gupenteniiy GiO ono nnn nc eek nc iicenccccctibsbas 12397 


Emergency Preparedness Office.____-.____---------------..---. 12448 
National Council on Marine Resources and Engineering 


OVORR  ocncie ke cents Miinticanittinmmbdbliciindaoos 13164 
Railroad Retirement Board-_-_--- Pee eee es! Eee ON ne ee ee Seem 13389 
Securities and Exchange Commission___-...--.---------~-- rere Yee 13407 
Cm Gaps CNR cect scion ck etme nbdiiticsancen 13409 
Gens Weainoen AGmieietee ie on ii nnn nk ec tetisccncccsinniads 13410 
ene Dic ccc cccccsccstencenenstestlnsdiccinciniiocse 13413 
National Collection of Fine Arts__--_- leach Nic th cites cieeasiianetnaaienen 13163 
POGEGD - FO riicicinnciindcnncdtinitindscdinewntdéddauntbteteneg 13181 
RR Ts cicrcitttc cect ahi died dca bende dine 13470 
International Development Agency----------.--------------------. 12853 
I Cai titiccititd tre tattle eit ihe a eitidaniintnihiainideannen 13498 
eee FER AI onc ctccecctestmcccsciinicdnidiiidcowedtbnails 13502 
Transportation Department-__-_---_- sn ttt tte cnc avast tneaalanalches aihidiannitseihinllcae 13505 
CO I i catchers ects tne iiviatcsiaatvibibclaiesnine la haiapisaeheninaias 12061 
Pedeseh Aviatiok AGAR onc n.cncnccccaccccnsiicniicianid 12579 
Be Fe CN acrciitiinscccecsnbndietaibeclatiidnon 11917 
RERGTOES DOVER, DOT CNiscc ccccnwiciecdinicntanssctsticccan 11924 
Aviation Medicine Office_......_---- ahadiodcarecnitlcles cleaitattilndahes tab bibaniacvs 11971 
Pe Denman Beech oc ncn nnccnecnwe nth etinnente 12665 
Systems Research and Development Service____..-....-----~---- 13497 

Federal Highway Administration 
Mote? Carties GaGely BeseRGancccccsciccccsddicacdcecdsencddnus 13036 
National Highway Safety Bureau__.._.......----------------. 13166 
Ee SOUR WORD ic cccccnemsccncccccscsccnnctison Acoli 13385 
ee or Ep Urey ent 12625 
Railroad Safety Bureau____-~~- semvnmummetidtlrbidandiiaddiiienieal 13391 
National Transportation Safety Board.............-..--_---------- 13204 
OUR Oia ccticntcnmnsnanintiiackinndiuiniteicsindanlenidtiableds 13512 
DRE TOPOS ein ikcenccccenececcnsticwscosnndilaiuéieds 12828 
RD ccdittactitnctndsanccassidccéndlssncssdvtbdhnvbinkt 13032 
TD ROD sit citrdncietii LE Kaha chitin nib tan dabdbiaabeal 13515 


Se In Shs dtc nbd bsecnsecwencennnamanlidiitiian dies 13534 


321 


397 
443 


1164 


A0T 


410 
413 
163 
181 
470 
853 
498 


1061 
579 
917 
924 
971 


497 


036 


166 


391 


512 


515 
534 


Monthly Catalog 


NO. 896 @ SEPTEMBER 1969 


AGING ADMINISTRATION, Health, Education, and Welfare Dept. 
Washington, DC 20201 


11786 Designs for action for older Americans: Project report on a centralized 
comprehensive program. [May 1969.] 8 p. il. 4° ([{Publication 906.]) 
[Issued with perforations.] * Paper, 10c. @ Item 447-A-5 

FS 17.310: 0 33 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 


ARS (series). A 77.15: (nos.) 


11787 41-151. Improvements in automatic sampling equipment used to determine extent 
of pollution in runoff from agricultural watersheds; [by W. M. 
Edwards, W. W. Bentz, and L. L. Harrold]. May 1969, [1]+16 
p.il.4° ¢ 

11788  42-40-3. Publications list on tillage an traction. [Revised Apr. 1969.] [1969]. 
16 p. 4° [Prepared in cooperation with Agricultural Dxperiment 
Station of Auburn University.] + National Tillage Machinery Labo- 
ratory, P.O. Box 792, Auburn, AL 36830 
L.C. card 78—-603209 

11789 42-153. Inertial separation chamber for controlling air pollutants emitted by 
cotton gin plants; [by] Joseph B. Cocke. Feb. 1969. 15 p. il. 4¢ f 

11790 42-154. Probabilities of obtaining uniform planting depths in soils containing 
cotton plant residue, [by] J. W. Jones, F. B. Fulgham, and R. F. 
Colwick, Mar. 1969.10 p. il. 4° f¢ 

11791 42-156. Box ejector for insect distribution from helicopter; by P. A. Boving 
{and others]. May 1969. 8 p. fl. 4° ft 

11792 71-37. 5th National Conference on Wheat Utilization Research, Fargo, N. Dak., 
Nov. 1-3, 1967 [papers, with bibliographies; prepared at Northern 
Utilization Research and Development Division, Peoria, Ill.] [Apr. 
1968.] cover title, 177 p.il.4° ¢ 
L.C. card 64—-62062 

11793 {This entry number not used.] 

11794 82-6-3. List of intercepted plant pests, 1968 (pests recorded from July 1, 1967, 
through June 30, 1968) ; [compiled by David H. Girard]. July 1969. 
cover title, 86 p. il. 4° (Plant Quarantine Division.) [Table of 
contents on p.2ofcover.] ¢t @ Item 25-B 
L.C. card 60-44603 

11795 91-72. Facts about trichinosis. Apr. 1969. 16 p. il. 4° ft 
L.C. card 76—603203 


11796 Hquine piroplasmosis (EP) progress report, fiscal year 1968; [prepared by 
Animal Health Division]. Apr. 1969. 14 p. il. 4° f¢ A 77.242: 968 


11797 Laboratories and functions, Western Utilization Research & Development 
Division. [Apr. 1969.] 17 p. narrow 8° [Last page left blank for 
notes.] tf A 77.2: W 52/2/969 


11798 Plant inventory no. 175, Plant material introduced Jan. 1—Dec. 31, 1967 
(nos. 317904 to 324307). July 1969. 262 p. ¢ @Item101 A77.515:175 
For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 1 
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GovERNMENT PUBLICATIONS 


Plant quarantine import requirements of British Solomon Islands. July 28, 
1969. [2] p. (Plant Quarantine Division.) [Issued with perforations.] ft 
A 77.329: B 777s 


Plant quarantine import requirements of South Africa. July 15, 1969. 
[1969.] 27 p. (Plant Quarantine Division.) [Issued with perforations. 
Supersedes p. 1-26 of summary, Jan. 6, 1969; p. 27-34, Seeds regulations, 
to be retained.] ¢ A 77.329 : So 87 af/969-2 


Program and abstracts of papers, Citrus Research Conference, Pasadena, 
Calif., Dee, 3, 1968. [1969.] 23 p. il. 4° (Western Utilization Research 
and Development Division, Fruit and Vegetable Chemistry Laboratory, 
Pasadena, Calif.) [Includes List of publications and patents.] t 
L.C. card 74-603224 A 77.2: C 49/968 


AGRICULTURAL STABILIZATION AND CONSERVATION SERVICE, 
Agriculture Dept., Washington, DC 20250 


Alabama annual Congressional summary, 1968. [1969.] cover title, [49] p. 
4° (Alabama State Office, Montgomery, Ala.) tf 
L.C. card 74-603110 A 82.1/2: Al 1b/968-2 


Alabama ASCS annual report, 1967. [1969.] cover title, [1]+i11+-50 p. 4° 
(Alabama State Office, Montgomery, Ala.) [Some pages issued as 


leaves.] tf 
L.C. card 74-600013 A 82.1/2: Al 1b/967 


Alabama, ASCS annual report 1968. [1969.] cover title, [1]+[2] leaves+ 
53 p.4° (Alabama State Office, Montgomery, Ala.) 
L.C. card 74-600013 A 82.1/2: Al 1b/968 


Alaska annual report, 1967. [1968.] [1]-+8 leaves, 4° ft 
L.C. ecard 72-600026 A 82.1/2: Al 18/967 


Annual report and statistical summary, Kansas, 1967, ASCS. [Apr. 1968.] 
[5]+29 p. iL 4° ([{Kansas ASC State Committee, Manhattan, 
Kans.]) ft 
L.C. card 63-62400 A 82.1/2: K 13/967 


Annual report and statistical summary, Kansas, 1968, ASCS. [1969.] [5]+ 
41 p. il. 4° ({Kansas State ASC Committee, Manhattan, Kans.]) f 
L.C, card 6383-62400 A 82.1/2: K 13/968 


Arizona, annual Congressional district summary, 1968; prepared by Ari- 
zona State ASCS Office. June 1, 1969. cover title, [11] p.4° tf 
A 82.1/2: Ar 4i1/968-2 


Arizona, annual report, 1968; [prepared by Arizona State Office]. [1969.] 
[11]+70+ [17] p. il. 4° [Some pages are printed as leaves.] tf 
A 82.1/2: Ar 41/968 


ASCS summary of 1968 program operations by Congressional districts, 
Arkansas. [1969.] cover title, [16] p. oblong 8° (Arkansas State ASCS 
Office, Little Rock, Ark.) tf A 82.1/2: Ar 4k/968-2 


California, 1968 annual report. [1969.] cover title, [1]+82 p. 4° ([1968 
State ASC Committee.]) tf 
L.C. card 75-603121 A 82.1/2: C 12/968 


Delaware, ASCS 1967 annual summary. Newark, Del. [1968.] cover title, 
[7] leaves+23 p.4° ¢ 
L.C. card 68—-67268 A 82.1/2: D 37/967 


Delaware, ASCS 1968 annual summary. Newark, Del. [1969.] cover title, 


[9] leaves+27 p. 4° ft 
L.O. card 68-67268 A 82.1/2: D 37/968 


Delaware, ASCS 1969 annual summary. Newark, Del. [1969.] cover title, 
[7] leaves+27 p. 4° ¢ 
L.C. card 68-67268 A 82.1/2: D 37/969 


*For Sale by Superintendent of Documents 
*Distribution Made by Issuing Office 
2 tOfficial Use. Not Available 


SEerreMBeR 1969 


11815 1967 feed grain and wheat programs, statistical summary. [Apr. 1968.] 
cover title, 71 p. il. 4° f A 82.37/3: F 32/2/967 


11816 Florida, annual Congressional district summary, 1968. [1969.] cover title, 


[50] leaves oblong 8° f 
L.C. card 78-603111 A 82.1/2: F 66/968-2 


11817 Florida ASCS 1968 annual report. [1969.] cover title, 2+81 p. il. 4° 
({Florida State ASCS Office], Gainesville, Fla.) tf 
L.C. card 68-62259 A 82.1/2: F 66/968 
11818 Georgia ASCS annual report, 1967. [1968.] cover title, [17]+116 p. il. 4° 
(ASCS State Office, Athens, Ga.) 
L.C. card 68-67415 A 82.1/2 : G 29/967 


11819 Georgia ASCS annual report, 1968. [1969.] cover title, [17]+126 p. il. 4° 
(State ASCS Office, Athens, Ga.) f 


L.C. card 68-67415 A 82.1/2: G 29/968 
11820 Hawaii annual report, 1967. [1968.] cover title, [1]+13+[1] p. 4° ft 
L.C. ecard 79-603122 A 82.1/2: H 31/967 


11821 Hawaii annual report, 1968. [1969.] cover title, [1]+15 p. 4° [Map on 

p.3ofcover.] tf 

L.C. ecard 79-603122 A 82.1/2 : H 31/968 
11822 Idaho ASOS annual activity summary. Mar. 1969. cover title, 48 p. il. 4° 

({Idaho State ASC Committee.]) [Some pages issued as leaves.] f¢ 

A 82.1/2: Id 1/969 

11823 T}linois ASCS 1968 annual report. [Apr. 1969.] cover title, [1]+65 p. il. 4° 

(State Office, Springfield, Ill.) [Text on p. 2 of cover.] tf 

L.C. ecard 72-603123 A 82.1/2: I1 6/968 
11824 Indiana ASCS 1967 activity summary. [Mar. 1968.] cover title, [3]+61 p. 

il. 4° (State Office, Indianapolis, Ind.) ¢f 

L.C. card 68-67113 A 82.1/2: In 2/967 
11825 Indiana ASCS 1967 activity summary by Congressional districts. [Mar. 

1968.] cover title, [2] leaves+35 p. 4° (State Office, Indianapolis, 

Ind.) ft 

L.C. ecard 70-603144 A 82.1/2: In 2/967-2 
11826 Towa 1967 annual activity summary. [Apr. 1968.] cover title, [1]+52 p. 

il.4° (State Office, Des Moines, Iowa.) tf 

L.C. card 68-67112 A 82.1/2 : Io 9/967 
11827 Maryland, ASCS programs, 1968 summary of operations. [1969.] cover title, 

[4]+29 p.4° ([Maryland State ASC Committee.)] ft 

A 82.1/2: M 36/968 


11828 Michigan 1968 annual report. [Mar. 1969.] cover title, iii+73 p. 4° (State 
Office, East Lansing, Mich.) {f 
L.C. card 68-67412 A 82.1/2 : M 58/968 
11829 Minnesota agricultural stabilization conservation programs, annual re- 
port [1968]. Apr. 1969. cover title, [1]+51 p.il.4° ¢ 
A 82.1/2 : M 66/968 
11830 Mississippi annual report for 1967. [Mar. 1968.] cover title, 37 p. 4° 
({State ASCS Office], Jackson, Miss.) f 
L.C. card 67-61549 A 82.1/2: M 691/967 
11831 Mississippi annual report for 1968. [Mar. 1969.] cover title, 37 p. 4° 
({State ASCS Office], Jackson, Miss.) tf 


L.C. card 67-61549 A 82.1/2: M 691/968 
11832 Missouri 1967 ASCS activity summary. [1969.] cover title [1]+61 p. il. 

- -¢ 

L.C. card 70-601494 A 82.1/2 : M 69 0/967 


11833 New Jersey ASCS 1968 annual Congressional district summary. [1969.] 
[43] p. oblong 8° ¢f 
L.C. ecard 71-603112 A 82.1/2: N 42j/968-2 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 3 
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11834 New Jersey, ASCS 1968 annual State summary report. Somerset, N.J. 

[1969.] [16] p.4° tf 

L.C. card 74-603129 A 82.1/2: N 42j/968 
11835 North Carolina 1968 annual Congressional district summary. [1969.] 

cover title, [79] p. oblong 8° tf 

L.C. ecard 75-603113 A 82.1/2: N 81c/968-2 
11836 North Carolina 1968 annual report. [1969.] cover title, [16]+-81 p. il. 4° 

{compiled by North Carolina State ASCS Office]. 

L.O. card 68-62261 A 82.1/2: N 81¢ 968 
11837 North Dakota, ASOS 1968 annual report. Fargo, N. Dak. [1969.] cover title, 

12 p.+-[37] leaves il. 4° 

L.C. card 68-62253 A 82.1/2: N 81 4/968 
11838 Ohio annual report, 1967. [1969.] cover title, [4]+40 p. il. 4° (Ohio ASCS 

State Office, Columbus, Ohio.) [Some pages issued as leaves.] ¢ 

L.C. card 76-603124 A 82.1/2: Oh 3/967 
11839 Ohio, ASCS 1968 annual report; [compiled by Ohio State ASCS Office]. 

[1969.] cover title, [5]+48p.il.4° ¢ 


L.C. card 76-603124 A 82.1/2: Oh 3/968 
11840 Ohio ASCS 1968 Congressional district summary. [1969.] cover title, [72] 

leaves 4° tf 

L.C. card 79-608114 A 82.1/2: Oh 3/968-2 
11841 Oregon annual report, 1967. [1968.] cover title, [2] leaves+76 p. 4° t 

L.C. card 70-603125 A 82.1/2: Or 3/967 


11842 Pennsylvania annual report 1968, your interest in growth of Agriculture. 

[1969.] cover title, [1]+70 p.il.4° tf 

L.O. card 68-62255 A 82.1/2: P 38/968 
11848 Rhode Island 1968 annual report. [1969.] [2]+9 leaves 4° ([Rhode Island 

State ASC Committee.]) tf 

L.C. card 68-62251 A 82.1/2: R 34/968 
11844 South Carolina 1967 annual report. [1969.] cover title, [1]+il1+64 p. 4° % 

L.C. card 68-67133 A 82.1/2: So 8 ¢/967 
11845 South Carolina 1968 annual report. [1969.] cover title, [1]-+111+65 p. 4° t 

L.C. ecard 68—67133 A 82.1/2: So 8 ¢/968 
11846 South Dakota annual activity summary, 1968 ASCS programs. [1969.] 

cover title, [1]+10 p.+11 leavesil.4° ft 

L.C. card 68-62257 A 82.1/2: So 8 4/968 
11847 Tennessee annual report, 1968; [compiled by Tennessee State ASOS 

Office]. [Jan. 1969.] cover title, [3]+35 p. 4° ([Tennessee State ASC 


Committee.]) t% A 82.1/2: T 25/968 
11848 Tennessee, ASCS activity summary, 1967. [1968.] cover title, [1]+32 
p. 4 ¢t A 82.1/2: T 25/967 


11849 Texas ASCS 1967 annual statistical report. [Oct. 1968.] cover title, 2+-[3] 
+167 leaves, oblong 8° (Agricultural Stabilization and Conservation 
Committee, College Station, Tex.) tf 
L.C. card 68-62626 A 82.1/2: T 31/967 

11850 Texas ASCS 1968 annual statistical report. [1969.] cover title, 101 p. oblong 
8° (Agricultural Stabilization and Conservation Committee, College 
Station, Tex.) f 
L.O. card 68-62626 A 82.1/2: T 31/968 

11851 Utah, ASCS annual report, 1968 farm programs; [prepared by Utah State 

ASCS Office, 125 South State Street, Salt Lake City, Utah.] [1969.] cover 
title, [9]+87+ [9] p i. 4° ¢ 
L.C. card 73-603126 A 82.1/2: Ut 1/968 

11852 Vermont annual report, 1967; [prepared by Vermont ASCS State Office]. 
(Mar. 1968.] [3]+29 leaves, il. 4° ¢ 
L.C. card 77-603127 A 82.1/2: V 59/967 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 4 tOfficial Use. Not Available 
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11858 Virginia 1967 annual report. Richmond, Va. [1968.] cover title, [1]+-1li+-73 
p. i. 4° (Agricultural Stabilization and Conservation Service, Rich- 
mond, Va.) [Texton p.2ofcover.] {¢ 
L.O. ecard 68-67410 A 82.1/2: V 81/967-2 


11854 Virginia 1968 annual report. [1969.] cover title, [1]+iii+134 p. il. 4° 
(Agricultural Stabilization and Conservation Service, Richmond, Va.) 
[Text on p. 2 of cover.] f 
L.C. card 68-67410 A 82.1/2: V 81/968 
11855 Washington, 1968 annual report, ASCS. [1969.] cover title, [2]+34 p. 4° 
({Washington State ASC Committee, Washington State Office, Spokane, 
Wash.]) [Map on p.3ofcover.] ¢ 


L.C. card 68-62247 A 82.1/2: W 27/968 
11856 Wisconsin 1967 annual report. [1969.] cover title, [3]+70p.4° t 

L.C. card 68-67137 A 82.1/2 W 75/967 
11857 Wisconsin 1968 anual report. [1969.] cover title, [83]+75p.4° t 

L.C. card 68-67137 A 82.1/2: W 75/968 
11858 Wisconsin 1968 annual report by Congressional districts. [1969.] cover 

title, [32] leaves 4° tf A 82.1/2:W 75/968-2 


11859 Wool program, 1967 marketing year report; [prepared by Data Manage- 
ment Division]. [Jan. 1969.] cover title, 9 leaves, 4° 
A 82.2: W 88/6/967 


11860 Wyoming, ASCS 1968 annual report. [1969.] cover title, [7]+94 p. il 4° 
({Wyoming ASC State Committee.]) ft 
L.C. card 70-603128 A 82.1/2: W 99/968 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


oTs.—Requests to the Department of Agriculture for publications should 
a the USDA number if given in the entry. 


Agriculture handbooks. @ Item 3 A 1.76: (nos. ) 
75. Reg. grading manual. [Revised May, 1964, slightly revised July 1969.] 
1969.] cover rr title, sol p. il. x a _onaumer and Marketing Service.) [Table 
of contents on p. 2 ‘of cover. ] ‘aper, 4 
11862 331. 8 ted guide for use of Ma. + control insects affecting crops, 
vestock, households, stored products, forests, and forest products, 1968, 
Addendum 2, July 1969. [8] p. oblong12° f¢ 
Agricultural information bulletin. @ Item 4 A1.77:(nos.) 
11863 286. oe euttte n cagrte by Keith B. Gregory. [Revised oe. 1969.] [1969.] 
5 p. il. (Agr _— Research Service.) * Pa 
aoe 78-6051 
11864 338. Land ‘tenure in United States, development and status; [D. David Moyer, 
Marshall Harris, and Marie B. Harmon].. June 1969.] cover title, vi+38 
. il, 4° (Heonomie Research Service.) aper, 50c. 
.C. card 76-60817 


Farmers’ bulletins. © ~All 9 A 1.9: (nos. ) 


11865 2170. Roofing farm buildings; esearch: by Agricultural Engineering Researeh 
Division, Agricultu 7 search Service]. — 1961, slightly revised 
Aug. 1969. ] [1969.] 28 p. il. [Supersedes Farmers’ bulletin 1 51, Roof 
coverings for vay potcings and their repair.) * Paper, 25c. 


11861 


L.C, card 7 
11866 2215. Roisin ducks; [by wae) J. An. ee of Biology, St. Lawrence 
ber ab Canton, N.Y.]. [Mar. 1966, slightly revised Aug. 1969.] 


1969.] ii+14 p. il. (Animal , ~&.-. Research Division, Agricelturel 
mee rvice) [Supersedes Farmece’ bulletin 697, Duck raising. ]} 
‘aper, 
L.C. card 77—603064 
Home and garden bulletins. @ Item 11 A 1.77: (nos.) 
11867 66. Growing iris in home pareen [prepared by Crops Research Division and 
Entomol: Research Division, Agricultural Research Service.] [Revised 
Jan, 19 htly revised Aug. 1969.] [1969.] 8 p. il. * Paper, 
L.C. card 79-603078 


11868 105. Vegetables in family meals, guide for consumers ; iprepared Human Nutri- 
on Research Division ricultural Researc ervice]. {Sept. 1965, 


slightly rex revised July 1969. ] [1969.] 82 p. il. * Paper, 2 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, eld, Va. 22151 
@Sent to Depository Libraries Page 5 
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Leaflets. @ Item 12 A 1.85: (nos.) 

11869 219. Home fruit garden in Southeastern and Central Southern States; [prepared 
by Crops Research Division, Agricultural Research Service]. [Revised Dec. 
1951, slightly revised July 1969.] [1969.] 8p.il. * Paper, 10c. 

11870 503. Lygus bugs on cotton, how to control them; [prepared by Entomology 
Research Division, Agricultural Research Service]. [Revised June 1969.] 
[1969.] 8p.il. * Paper, 10c. 

11871 551. Docking, castrating and ear tagging lambs; [prepared by Animal Husbandry 
Research Division, Agricultural Research Service.] [Aug. 1969.] 8 p. il. 
[Supersedes Farmers’ Bulletin 1134, Castrating and docking lambs.] 
* Paper, 10c. 


Marketing bulletin. 
11872 48. Deiz inspection and grading services [Apr. 1969.] 12 p. il. oblong 24° 
(Consumer and Marketing Service.) [Text on p. 2 and 3 of cover.] * Paper, 
15c. @ Item 13-G A 1.95: 48 


Marketing research reports. @ Item 13-B A1.82:(nos.) 
11873 842. Hypobaric storage of mature-green tomatoes [with list of literature cited ; 
by W. B. Tolle}. [Aug. 1969.] [2]+9 p. il. 4° ([Market Quality Research 
Division], Agricultural Research Service.) * Paper, 15c. 
L.C. card 78—603067 
11874 854. Homemakers’ opinions about selected meats, nationwide survey ; [by Margaret 
Weidenhamer, Edward M. Knott, and Lorna R. Sherman.) [July 1969.) 
cover title, iv+156 p. il. 4° (Statistical Reporting Service.) [Prepared 
in cooperation with National Live Stock and Meat Board.] * Paper, 


$1.25. 
L.C. card 79—602902 
Miscellaneous publication. 


11875 716. Soll science career for you in SCS. [Slightly revised July 1969.] [1969.] [8] 
p. ll. narrow 8° (Soil Conservation Service) * Paper, 10c. @ Item 

13-A A 1.38: 716/4 

PA [program aid] (series). @ Item 14-A A 1.68 :(nos.) 


11876 572, Food management in national emergency, guide for food processors and 
wholesalers. [Revised July 1969.] [6] p. narrow 8° (Consumer and 
Marketing Service.) 

11877 774. Election by mail of ASC community committeemen, vote for farmers of your 
choice, election, 3rd week of Sept. [Revised July 1969.] [1969.] [6] p. il. 
narrow 8° (Agricultural Stabilization and Conservation Service.) ft 

11878 809. Packers and stockyards act as it applies to auction markets, what it is, pro- 
visions, enforcement [with list of publications]. Issued July 1967, slightly 
revised July 1969. [1969.] [8] p. il. narrow 8° (Packers and Stockyards 
Administration.) [Supersedes AMS 284.] 

11879 819. This is Cooperative Extension. [Aug. 1967, slightly revised June 1969.] 
{1969.] 8 p. il. narrow 8° (Federal Extension Service.) f 

11880 910. Gypsy moth. [June 1969.] [6] p. il. [Prepared from information supplied 
by Plant Pest Control Division, Agricultural Research Service. Some illus- 
trations are colored. Supersedes Program aid 530, Gypsy moth menaces 
our living resources.] * Paper, 15c. 

11881 913. Rural fire defense in wartime, mission, organization, coordination. [June 
1969.] 12 p. il. narrow 8° (Forest Service.) * Paper, 15c. 

11882 924. Laboratory animal act, how it protects your dog and cat. [July 1969.] 
[6] p. il. narrow 8° ([{Animal Health Division, Agricultural Research 
Service.]) f 

11883 926. Investor's opportunity in Farmers Home insured notes. Aug. 1969. 8 p. il. 

narrow 8° (Farmers Home Administration.) [Supersedes PA 566 Farm- 
ers Home Administration insured loans, information for lenders.] ft 

. Building rural America through farmers home insured notes, guaranteed by 

full faith and credit of United States, technical information for investors. 
[Aug. 1969.] 16 p. 4° (Farmers Home Administration.) f 


11885 Rice in west Africa, study. Dec. 1969. cover title, [6]+196 p. il. 4° [Pre- 
pared under agreement with Council of Entente Fund in cooperation 
with International Development Agency.] ft 
L.C. card 72-601397 A1.2:R36/2 


Statistical bulletin. 

11886 441, Revised estimates of taxes levied on farm real property, 1950-67; [by 
Thomas F., Stinson, Eleanor L. Courtney, and Ronald Bird]. [July 1969.] 
ili+15 p. 4° ({Economic Development Division, Communnity Facilities 
Branch.}) * Paper, 20c. @ Item 15 
L.C. card 73-602914 A134: 441 


11884 92 


“_ 
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.) Technical bulletin. 
ed 11887 1405. Cooperative muskmelon breeding program in Texas, 1955-67, new rating 
aC. scales and index selection facilitate development of disease-resistant 
cultivars adapted to different geographical : [with list oi literature 
gy cited; by G. W. Bohn, C. I". Andrus, and R. Correa]. [July 1969.] 
J [2] +25 p. (Agricultural Research Service.) (Pre ared : Ne) 
a Texas Agricultural Experiment Station.] aper, 20c. @ Item 
a L.C. card 77-602879 A 1.36: 1405 
J] AIR FORCE DEPARTMENT, Defense Dept. 


Washington, DC 20330 


Air Force Human Resources Laboratory; [Technical report] AFHRL-TR 
(series). (Personnel Research Division, Air Force Systems Command, 


48 Lackland Air Force Base, Tex.) ¢ D 301.45/27 : (nos. ) 
.) 11888 68-108. Compania as. prediction of job performance ratings from trait ratings for 

d mechanics and administrative airmen [with list of refer- 
d; pram by Llewellyn N. Wiley, Leland P. Cagwin. Oct. 1968. v+ 
ch 4° ([Project 7734, task 773404.]) 


26+ [2] 
11889 68-113. Officer ASR oe veness report as Glory Storia measure, research review [with 
list of references] ; ty G ") Sturiale. Dec. 1968. v+20+[2] p. 4° 


et ({ Project 7719, task 7 
.] 11890 68-117. Estimates of OER Metributions nw Air Force officers [with one refer- 
ed ence] ; b; A ay N. Kaplan, H. L. Madden, B. C. Tupes. Dec. 1968. 
ns v+224 p. 4° ([ Project 7719, task 771904. ]) 
. 11891 69-103. Interpretation dnd utilization of a on Air ree officer qualifying 
with list of references] ; by Robert DB. Miller. May 1969. vi+ 


204 2) p.il.4¢ ([Project wat ” task 771706. )}) 
Air Force manual AFM (series). 


8] 11892 67-30. See, Army Department, Technical manual 743-200. 
2m 
/4 Air Force pamphlet AFP (series). 
11893 10-1, Administrative communications: Air Force writing. July 15, 1969. 
.) cover title, 114+248 p. il. {Supersedes AFM 10-4, Apr. 1 1960 4 
nd * Paper, $1.25. @ Item 421-A 1.35 : 10- 
nd 11894 160-15-1. See Nationa Library of Medicine, Film reference a om medicine 
and allied sciences, 1969 supplement. 
- 11895 190-38. See Armed Forces Information Service, DOD pamphlet GEN-7A. 
il. Air Force Systems Command manual AF'SOM (series). 
11896 301-1. Contenster data management: Management of contractor data and reports, 
PO- Authorized data list, Change 1, July 15, 1969. [336] 4° (Air 
ly Heats Logistics Command manual A 310-1.) [Issued with perfora- 
ds tions. ] Paper, $2.75. @ Item 421 D301.45/14: 310-1/2/¥.2/eh1 
) 11897 Lithograph series, set 5, U .S. Air Force. [1969.] 12 colored prints each 
17 x 22 in. or 22 x 17 in. [Colored lithographs suitable for framing. Issued 
ed in envelope.] * Paper, $2.00 per set. D 301.76: 5 
18- 
eS OAR (series). (Office of Aerospace Research.) D 301.69/3 : (nos.) 
11898 68-003. a “new home”, brief history of establishment A ot Pine 
ne loeation for Air Force Office of Aerospace Research liam H 
Peifer. [1969.] xi+170 p. il. 4° istorical Division Office of 
).] Information.) 
ch 11899 69-0011. he of OAR Research Apolications Conference, Mar. 138, 1969 
ers, with bibliographies]. [1969.] [885] p. il. 4° Paper, 
il. 3.00 ( 692500). @ Item 422-B 
m- School of Aerospace Medicine: Technical report SAM TR (series). (Aero- 
b space Medical Division (AFSC), Brooks Air Force Base, Tex.) 
~4 D 301.26/13-6 : (nos. ) 
11900 68-103. Improved illumination of dental treatment yoome {with list of references ; 
by] Gaylord L. Hall, Mitchell Bobrick. Dec. 1968. cover title, vi+96 
e- + [2] p.il.4° ([Contract F 41609-67—C—0067, task 799601.]) 
n 11901 68-132. Physiologic mechanism : peoceens disorientation {with list of references ; $ 
D by] John Fletcher. 1968. cover title, 111+27[2] p. il. 4¢ ([Con- 
tract AF 41 (809) 2897, “task 793003.) ) 
/2 11902 69-18. Radiation mortality of .s_- under hypobaric-hypoxic conditions 
{with list of references ] George S. Melville, jr. [and 0 others]. Apr. 
1969. cover title, yaa (2) P. il. 4° ({ Project 7767, task 775702. 1) 
11903 69-19. ~~ of monoamine oxi and diamine oxidase inhibitors on — 
by — = histamine in rat heart [with list of references ; 
».] d H, ey Medina. Apr. 1969. cover title, myo + Ce 
es R th 4° (project 753, A ask 775305 5) 
11904 69-20. En a of viral quantitation by lect supplements and buffers 
41 list of references; by] Patton T, Allen, Michael A. Nash. Apr. 
368. cover title, i+6+ [2 p.il4° ([Task 775402.]) 


#For — by ecstngione U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Sepualioey ibraries Page 7 





11905 


11906 


11907 
11908 


11909 


11910 
11911 
11912 


11913 


11914 
11915 


11916 


11917 


11918 


11919 


11920 


11921 


11922 


11923 


Page 8 Official Use. Not Available 








GoveRNMENT PUBLICATIONS 


69-22. Panoramic survey of basic airmen [with list of references ; by] Charles R. 
a s al, Apr. 1969. cover title, ili4+18+ [2] p. il. 4° ([Task 

69-26. Adrenal corticosteroids in submaxillary fluid [with list of references ; by] 
Fred H. Katz [and] Ira L. Shannon. May 1969. cover title, ili+4-+ [2] 
p.4° ([{Contract F-41-609—C-—0008, task 775512.]) 


Special bibliographies. (Air University Library, Maxwell Air Force Base, 
Ala.) ¢t D 301.26/11 : (nos. ) 
77 (rev.), pt. 1. Pappen, selected unclassified references. Sept. 1968. 

D. 
156 (rev.), supp. 5, pt. 1. Asia, southeastern (excluding Vietnam), selected un- 


classified references; [compiled by Gaye Byars]. Nov. 
1968. 31 p. 4° 


156 (rev.), supp. 5, pt. 2. Asia, southeastern (Vietnam), selected unclassified 

a [compiled by Gaye Byars]. Nov. 1968. 
p. 4° 

159, supp. 8, pt. 1. Africa, selected references. Dec. 1968. 86 p. 4° 

166 (rev.), supp. 8, pt. 1. Latin America, selected references. Dec. 1968. 26 p. 

188, supp. 4, pt. 1. Hurope, western, selected Setuseness 3 [compiled by Mel- 
rose Bryant]. Nov. 1968. 124 p. 4 

190 (rev.). Art of War, selected cee: {compiled by Mary 


Louise Pitts]. Aug. 1968. 40 p. 4° [Supersedes issue 
of Aug. 1967.] 


192. South Asia, selected references; [compiled by Florine 
Oltman]. Dec. 1967. 24 p. 4° 
192, supp. 1, pt. 1. South Asia, selected unclassified references; [compiled 


by Florine Oltman], Feb. 1969. 14 p. 4° 


United States Air Force information material for guidance counselors to 
help you guide and inform your students. [1969.] 3 p. il.4° + @ Item 424 
D 301.62/2: Ai7 


AIR TRAFFIC SERVIC i Dept. 
Washington, 


Facility management [handbook]. Oct. 1, 1969. cover title, [259] p. il. 4° 
(7210.3.) [Effective Oct. 1, 1969. Cancels Facility operation, handbook 
7230.1. Issued in looseleaf form.] + @ Item 431-D-1 TD4308:F11 


Facility management handbook, Change 1. [June 11, 1969.] [56] p. il. 4° 
(7210.38 CHG 1.) [Effective Oct. 1, 1969. Cancellation date Jan. 1, 1970. 
Issued in looseleaf form.] ¢ @ Item 431-D-1 TD 4.308: F 11/ch.1 


Flight Services handbook, Change 8. [June 17, 1969.] [175] p.4° [7110.10) 
[Effective Oct. 1, 1969. Cancellation date Apr. 1, 1970. Issued in loose- 
leaf form.] * Paper, $9.00 (including basic handbook and supple- 
mentary material for an indefinite period) ; $2.50 additional for foreign 
mailing. @ Item 431-—D-1 TD 4.308 : F 64/ch.3 


Holding patterns. May 1969. cover title, [1]-+242 p. oblong 8° (Flight In- 
formation Division.) [Consolidation of Holding pattern flight proce- 
dures data, including May 29, 1969, monthly supplement.] {¢ 

TD 4.302: H 71 


IFR [instrument flight rules] off-airway routes (non part 95). May 1969. 
cover title, [1]+23 p.4° (Flight Information Division.) [Consolidation 
of Off-airway non-95 routes not published in pt. 95, including May 29, 
1969 amendment.] t¢ TD 4.302: Ai 7/969 


Non-compulsory radio fixes. Dec. 1968. cover title, [1]+104 p. 4° (Flight 
Information Division.) [Consolidation of Non-compulsory radio fixes, 
including Dec. 12, 1968, monthly amendment.] ft TD 4.311 : 968 


—— May 1969. cover title, [1]+109 p. 4° (Flight Information Division.) 


(Consolidation, including May 22, 1969, monthly amendment.] f¢ 
TD 4.311 : 969 
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AIRCRAFT DEVELOPMENT SERVICE, Transportation Dept. 
Washington, DC 20553 


Nots.—tThe Aircraft Development Service was established by the Administrator 
of Federal Aviation Administration in July 1962, with the mission to seek solutions 
to “hard core” aviation safety problems. 


11924 Listing of Aircraft Development Service reports, Mar. 1968-Mar. 1969. 
Apr. 1969. cover title, [2]+-7 leaves, 4° { TD 4.609 : R 29/968-969 


11925 Safety and 3-generation jets, 21st annual International air safety seminar, 
Oct. 7-11, 1968, Anaheim, Calif.; [by] George P. Bates, jr. [1969.] [1]+ 
wp ¢ TD 4.610: B31 


ARMED FORCES INFORMATION SERVICE, Defense Dept. 
Washington, DC 20301 
DOD pamphlet. 


11926 GBEN-7A. Armed Forces news style guide. [1969.] ere title, v+54 p. (LArmy 
Dept.] DA pam 360-509; [Navy Dept.] NAVSO P2456; Past For 

Rtishe Fe 190-38.) [Supersedes DOD GEN —7; DA pam 360-509 ; 

NAV P-2456; and AFP 190-3-2, dated "Jul 22, 1964.) ¢ 

@ Item 312-A 2.14: GEN-7A 


Poster DoD P-(series). 
11927 57. Portrait of President Richard M. Nixon saetomns poster]. [1969.} 18 x ry in. 
({[DA poster 360-106.]) [Issued in envelope.} * Paper, 50c. D 2.9: 57 


ARMY DEPARTMENT, Defense Dept. 
Washington, DC 20310 


11928 Arlington National Cemetery. [1969.] [10] p. il. ¢ @ Item 325 
ee eae 
Cold Regions Research & Engineering Laboratory, Hanover, N.H.: 
search report. (Terrestrial Sgences Center, Army Materiel Bn 
mand.) ¢ D 103.33/3 : _— 


11929 235. Formation and reduction of re fog Pe list of literature cited; by] 
Motoi Kumai. Mar. 1969. v+21 p. 4° (DA task 11061102B52A03 ) 
11930 245. Microspherules in snow and ice-fog AK {with list of literature cited ; 
by] Motoi Kumai. Mar, 1969. iv+10+[1]) p. il 4° (DA tas 
1 1102B52A02.] ) 
11931 258. “a modification studies on Greenland ice cap i list of literature cited] ; 
Motoi Kumai. Mar. 1969. iv+9+([1] p. il 4° ({DA task 
1£061102B52A02. ) 
11932 264. Attenuation and backscattering of infrared radiation by ice fog and water 
fog [with list of literature cited ; byl Motoi Kumai and Jack D. Russell. 
Apr. 1969. iv-+7+ [1] p. il. 4° ai project 1T061101A914A.]}) 


Field manual FM (series). @ Item 324 D 101.20 : (nos.) 
11933 21-26. Map reading [with = of references]. Jan. 1969. sores title, [155] p. il. 
4 maps in pocket, 4° [Supersedes FM 21-26, Mar. 25, 1965, mets 

all changes. Some a and maps are colores. - bg hg 6.7 
11934 21-76. Caner, evasion, and escape {oe list ¢. re 1p68. % cae 
tle, 431 p il. 16° [Supe es FM 2 Oct. on ii8t, including 


i hansen and FM 1-41, — 12, 1905. wy ot $3.50 

11935 31-16. Counterguerrilla operations, Change 1. July 25, 1969. 17 p. 4° [issued 
with perforations.) { 

11936. 38-5. Logistics maintenance Sanco [with list of references]. May 1969. 
cover title, [197] p. [Supersedes FM 38-5, Jan. 2, 1962.] +t 


Pamphlets. ¢~ @ Item 327 D 101.22: (nos. ) 

11937 20-555. stants, guide for U.8. Army irajaing ° centers. Aug. 1961 [published 
1 cover ee Soke fa Issued with poy Super- 
sedes 1 Pam 2 19, 1957, —¥~} all cha 

11938 87-6. Accounting and reporting procedures manual for Project --% under 
resource management systems, Change 2. Aug. 1, 1969. [8] p. 4° 
{Issued with perforations. ] 

119389 40-5. Training in first ald and emergency medical treatment [with list of 
references and training aids]. July 10, 1969. 4 4° [Issued with 
perforations, Supersedes DA Pam 50-0, Dec. 9, 1964. ] 

11940 55-5. Transportation and travel ; Worldwide cargo tran rtation costs guide, 
Change 11. July 10, 1969. [10] p. 4° (lesues in looseleaf form.] 

11941 108-2. See National Library of Medicine, Film reference guide for medicine 
and allied sciences, 1969 supplement. 

11942 360-83. Tips for dependents. May 6, 1969. [6] p. il. narrow 8° 

11943 860-240. Troop to’ row Uniformed services savings deposit program. May 1969. 
cover title, [8] p. il. 4° 


~~, Sale by Springlela, Va. 2 US. oy emer of 
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Pamphlets—Continued 
11944 360-509. See Armed Forces Information Service, DOD pamphlet GHN-7A. 
11945 700-4. Digest of supply and maintenance policies. June 1969. cover title, 
fi59) p.4° [Issued with perforations. } 


11946 Research in progress during calendar year 1968. [1969.] xxiii+331 p. 4° ! 
(Army Research Office, Durham, N.C.) [Research programs sponsored 
by Office, Chief of Research and Development, DA, Army Material Com- 
mand, DA, Advanced Research Projects Agency, OSD, Defense Atomic 


Support Agency,OSD.] ¢f 
L.C. card 65-62656 D 101.52/5 : 968 ] 
Technical manual TM (series). @ Item 329 D 101.11 : (nos.) 


11947 5856-6. Design of structures to resist effects of atomic wenpane: Multistor 
frame buildings. Jan. 1960 [published 1969]. cover title, vi+ 187 p. il. 
4° [Reprint of former EM 1110—-345—418, Jan. 15, 1960. Redesignated 
TM 5—-856-6 by DA Cir 810-28, Mar. 17, 1965.] ¢ 
11948 743-200. Storage and materials handling [Change] 21; June 17, 196%. [1969.] 1 
[62] p.il.4° ([Navy Dept.] NAVSUP 284 CH 21; [Air Force Dept.] 


AFM 67-3U ; [Marine Corps] NAVMC 1101 CH 21; [Defense Supply 1 
Agency} DSAM 4145.1 CH 21.) [Issued in looseleaf form.] * Paper, 
60c. 


United States Army, Alaska, pamphlet. 
11949 860—5. Army’s role in building of Alaska ; [prepared by Public Information Office]. 
Apr. 1, 1969. cover title, [1]+126+([3] p. il. 4° + Headquarters, 
United States Army, Alaska. APO Seattle, 98749 D 101.22/4 : 360-5 11 


USAAVLABS technical report. (Army Aviation Materiel Laboratories, 
Fort Eustis, Va.) ¢ D 117.8/2:(nos.) 
11950 68—57. Installation of high-reduction-ratio transmission in UH-—1 helicopter [with 
bibliography] ; by C. W. Bowen, C. E. Braddock, R. D. Walker. May 11 
1969. cover title, [1]+xiv+300+ [2] p. il 4° (Contract DA 44— 
177—-AMC-411(T) ; Bell Helicopter Company, Division of Bell Aero- 
space Corporation, Fort Worth, Tex.) [Errata, 1 p. 4°, issued also.] 
11951 69-3. Maximum load prediction for sandwich plates; by J. Mayers, Yuanshan 
Chu. Apr. 1969. cover title, [1]+xi+41+[2] p. il. 4° (Contract 11 
DAAJ02-68—C—0035 ; Stanford University, Stanford, Calif.) 
11952 69-5. Feasibility of detecting impending fatigue failure in metals by observation 
of surface chemical and physical phenomena [with list of literature 
cited] ; by Phillip J. Joseph. Apr. 1969. cover title, [1] + vili+48+ [2] 
p. il. 4° (Contract DAAJ02—68—C—0025 ; Cornell Aeronautical Labora- 
tory, Inc., Buffalo, N.Y.) [Erratum, 1 p., issued also.} 119 
11953 69-9. Static and fatigue test properties for woven and nonwoven S-glass fibers ; 
by Martin B. Cutler, Robert L. Pinckney. Apr. 1969. cover title, [1] 
+xviil+165+([2] p. il. 4° (Contract DA 44-177—-AMC-440(T) ; Vertol 
Division, The Boeing Company, Philadelphia, Pa.) 
11954 69-11. Evaluation of advanced gear-forging techniques [with list of literature 
cited] ; by “ester R. Burroughs, Paul C. FitzGerald. Apr. 1969. cover 119 
title, [1]+-xili+64+[2] p. fl. 4° (Contract DAAJ02—67-C-0014: 
Sikorsky Aircraft, Division of United Aircraft Corporation, Stratford, 119 
Conn.) [Errata, 1 p. 4°, issued also.] 
11955 69-16. Conceptual design study of demulsification of fuel emulsions by coalesence 
process ; by William J. Asher. Apr. 1969. cover title, [1] +ix+33-+ [2] 
p. il. 4° (Contract DAAJ02—68—C—0011 ; Government Research Labora- 
tory, ESSO Research and Engineering Company, Linden, N.J.) 119 
11956 69-17. Reliability evaluation of mechanical stability augmentation system for 
helicopters [with list of references]; by Mario M. George, Bugene 


Kisielowski, Edmund M. Fraundorf. June 1969. (Contract DAAJ02—67— 
C0029 ; — Corporation, Blue Bell, Pa.) ([Brrata, 1 p. 4°, 1197 
issued also. 


11957 69-19. Feasibility of using optical correlation technique for detecting impending 
fatigue failure; by K. C. Chuang, B. Marom. Apr. 1969. cover title, 
{1]+vii+48+[2] p. il. 4° (Contract DAAJO2-68—C-0024; Bendix 
Research Laboratories, Southfield, Mich.) 


ASSISTANCE PAYMENTS ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 
1197 


11958 Temporary assistance for repatriates. [1968.] [6] p. il. narrow 8° + 
FS 17.402: R 29 
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ATOMIC ENERGY COMMISSION 
Washington, DC 20545 


AEO research and development reports. Y 3.At 7 : 22/(letter—nos. ) 
11959 NSEC-4010-1. ay spectrometry 5 | analysis of iron compounds a 7 
list of w-= i ; by Cc. Koch, H. K, Chow, and L 


Bogner. Oct. 1967. vit 46-4 (16) p. il, 4° (Nuclear Science 
Division, International Chemical and Nuclear Corporation, 
Pittsburgh, Pa.; contract AT—(30—1)-—3673, phase 1.) 
Paper, $3.00. 
11960 PNE-—1103. Plowshare, civil, industrial and scientific uses for nuclear ex- 
we re ws Project Pre-Gondola I, Fort Peck Reservoir, Mont. : 
ecologic rn and engineerin ng properties of craters 
with list of references; by] P: sher, Ronald J. Kley, 
arold A. Jack. May 1969. cover Mitie vili+ 77 'p. il. 4¢ (U.S. 
Army Engineer Nuclear Cratering ae Sevpeaser, Calif., 
-_— District, Corps of Engineers, Omaha, Nebr.) $ Paper, 


11961 TID 3319 (suppl. 1). Nuclear medicine, wie sir from Nuclear science 
abstracts, v. 22. June 1969. [3 2 778+ (1) 4° (Di- 
vision of Technical acetals Apbuaeden ) aper, $3.00. 

11962 WARD-—2000—-20. 1000 MWe LMFBR liquid metal fast breeder reactor follow-on 
study: Westinghouse Electric, task 1 report, topical report, 
Moisture separation or steam reheat vs. sodium reheat plant 
eycle technical and economic evaluation [with list of refer- 
ences; by I. M. Keyfitz]. [Apr. 1968, reissued Jan. 1969.] 
{2208.3 cover title, vili+58 p. il. 4° ‘(Division of Technical 
nformation.) [Prepared for Argonne National Laboratory ; 
contract 31—109-—38-—200.] Paper, $3.00. 

11963 WARD-2000-—33. 1000 MWe LMFBR liquid metal fast breeder reactor follow-on 
study: Westinghouse Electric, task 1 report [with lists of 
references]. [June 1968, revised Jan. 1969.] }1900.) cover 
title, [674] p. il. 4° (Division of Technical Information.) 
[Prepared f for + Aigonne N a Laboratory; contract 31-— 

aper, $3.00 

11964 WASH-—1088. Civilian aa power, a % of steam-cooled fast-breeder 
reactors [with lists of references; prepared by Oak Ridge 
National Laboratory] for Division of Reactor Development 
and Technology. éth 1969. cover title, xiv+360 p. il, 4° 
* Paper, $3.25. tem 1051-C 


11965 Atom’s expanding role in industry, remarks by Glenn T. Seaborg, Chair- 
man, Atomic Energy Commission, at dedication ceremony for Radiation 
Machinery Corporation’s Headquarters and Development Center, Han- 
over, N.J., July 31, 1969. 1969. 26 leaves, 4° (S-24-69.) f+ 

Y 3.At 7: 34 Se 1/180 


11966 Emergency handling of radiation accident cases: Ambulance-rescue 
squads, 1969. cover title, [2] leaves+8 p. il. [Prepared in cooperation 

with American Public Health Association.] ~¢ @ Item 1051 
Y¥3.At7:2R11/381 





11967 —__ Hospital administrators. 1969. cover title, [2] leaves+8 p. il. ¢ 
@ Item 1051 Y 3.At 7:2 R11/32 
11968 Nurses. 1969. cover title, [2] leaves-+-8 p. il. [Prepared in cooperation 
with American Medical Association and American Association of Indus- 
trial Nurses.] + @ Item 1051 Y 3.At 7:2R11/33 
11969 —— Physicians. 1969. cover title, [2] leaves+7 p. il. [Prepared in coopera- 


tion with American Medical Association.] + @ Item 1051 
Y3.At 7:2R11/30 


11970 Nuclear science abstracts, cumulative report number index with public 
availability citations, v. 16-20. Revised [Dec. 31, 1968.]. [1969.] [7]+ 

662 p. 4° (Division of Technical Information.) [Appendix A contains 

report codes with corporate listing.] * Paper, $5.50. @ Item 1051-A 

Y 3.At 7: 16-2/16-20/ind.rp.nos./rev. 


AVIATION MEDICINE OFFICE, Transportation Dept. 
Washington, DC 20553 


[Aviation medical reports] AM (series). 


11971 68-28. Adaptation to vestibular disorientation: 10, modification of vestibular 
nystagmus and vertigo by means of visual stimulation [with list of 
references ; is°3d. William B. Collins. Oct. 1968. [4] +1 ix ea :: il, 4° 

Paper, 68-28 
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BUSINESS AND DEFENSE SERVICES ADMINISTRATION, Commerce 
Dept., Washington, DC 20230 


Anti-friction bearings, manufacturers’ shipments and unfilled orders, 1968. 
[1969.] [2] p. narrow f°, folded into 4° size. (General Industrial Equip- 
ment and Vomponents Division.) Paper, 10c. C 41.2: B 38/968 


BDSA publications for business. [July 1969.] cover title, 24 p. narrow 8° 
+ @ Item 215-BD C 41.12: P 96/4/969 


Industrial gas cleaning equipment shipments and end use, 1967; [prepared 
by Joseph H. Broome]. [1968.] 6 p. 4° + Paper, 10c. C 41.2: G 21/967 


Patterns of industrial growth: Shipments of airconditioning and refrig- 
eration equipment, 1958-67. June 1969. 16 p. 4° + Paper, 10c. 
© 41.90/5 : Ai 7/958-67 


—— Shipments of fans, blowers and unit heaters, 1958-67. July 1969. [3] 
p. 4° + Paper, 10c. C 41.90/5 : F 21/958-67 


Printing machinery trends, 1964-68; [prepared by T. J. Jackson]. [July 
1969.] iv+21 p. il. 4° ([{General Industrial Equipment Division.]) 
* Paper, 35c. @ Item 215 C 41.2: P 93/3/964-68 


Salad dressing, mayonnaise & related products, 1968; [prepared by Edward 
Leslie Herbert]. July 1969. iv+12 p. il. 4° * Paper, 25c. @ Item 215-F 
C 41.88 : 968 


United States lumber exports, 1968. July 1969. 9 p. 4° (Forest Products 
and Packaging Division.) + Paper, 10c., Commerce Department, Sales 
and Distribution Section, Washington, DC 20230. C 41.101 : 968 


United States lumber imports, 1968. July 1969. 7 p. 4° (Forest Products 
and Packaging Division.) + Paper, 10c., Commerce Department, Sales 
and Distribution Section, Washington, DC 20230. 

L.C. card 64-65576 C 41.101/2 : 968 


CANAL ZONE GOVERNMENT 
Washington, DC 20004 


Annual report of insurance business transacted in Canal Zone during 
calendar year 1968, including laws concerning licensing of insurance 
companies. [1969.] [1]+21 p. f¢ CZ 1.9: 968 


CENSUS BUREAU, Commerce Dept. 
Suitland, MD 20233 


1967 census of business: Retail trade [area statistics] BC67-RA (series). 
[Prepaid from v. 2, Retail trade, area statistics.] C3.202/2:967/(nos.) 


2. Alabama. [Aug. 1969.] iv+66 p. il. 4° * Paper, 75c. @ Item 132—A-2 


3. Alaska. [July 1969.] iv+28+[1) p. il. 4° * Paper, 45c. @ Item 132—A-4 
6. California. [Aug. 1969.) ye! Pp. 7 ‘Vv * Paper, $1. 50. @ Item 132-A-6 
8. Connecticut. [Aug. 1969.] iv+66 p 4° °® Paper, 75ce. @ Item 132-—A-8 
10. District of Columbia. [ aly 1969.) vty} 28-411} D. il. 4° * Paper, 45c. 


@ Item 132-A-34 
20. Louisiana. bus: 1969.1 vi+64 p. il. 4° * Paper, 70c. @ Item 132—A-21 
22. Maryland. [July 1969.] iv+50 p. il. 4° * Paper, 60c. @ Item 132—A-23 
23. Massachusetts. [July 1969.) iv+88 p. il. 4° * Paper, $1.00. @ Item 


132—-A-24 
86. a Oe [Aug. 1969.] iv+34+[1] p. il. 4° * Paper, 50c. @ Item 


1967 census of business: Wholesale trade area statistics BC67-WA 
(series). [Preprint from v. 6, Wholesale trade, area statistics.] 
C 3.202/3 : 967/ (nos. ) 
21. Maine. [Aug. 1969. +o Pp S 4° * Paper, 50c. @ Item 132—-A-—22 
47. Vermont. [July 1969.] i424 . ll. 4¢ * Paper, 45c. @ Item 132—A-48 
Census of governments of 1967: v. e Government finances. ( [Governments 
Division.]) @ Item 148-A C 3.145/4 : 967/v.4/no. (nos. ) 
2. Finances of special districts. [Aug. 1969.] [3]+81 p. 4° * Paper, $1.00. 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing Office 
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11994 4, sy of By mmm and township governments. [July 1969.] [4] +255 
e a 
C. card A 68-7301 
11995 Confidential, census confidentiality, how it grew. [1969.] [16] p. il. narrow 
8 + @ Item 146 C3.2:C 76 


Construction reports: Building permits, C 42 (series). 
11996 68S. Housing authorized by building permits and auie ne contracts, pratee, om and 


meee ote gg oun, See > May 140A ‘aioe. i 
rrat ., issu also ‘aper, -, ev. 3 
: r 2 215/6:C4 8 


—— Residential alterations and repairs, C50 (series). 
11997 68A, Expenditures for additions, alterations, maintenance and repairs, and re- 
placements, 1968 annual report: pt. 1, All residential properties. July 
1969. 31 p. 4° [Issued with perforations.) a 50c. @ Item 
140-A (Rev.) 8.215/8 : 68A/pt.1 
Current housing reports: Series H-111, Housing vacancies. * Paper, $1.50 
(including Series H-111 and H-121 for one year), 50c. additional for for- 

eign mailing ; single copy prices vary. 

11998 56. eo housing units in United States, Ist quarter 1969. ws} 1969. 18+-[1] 
4° * Paper, 20c. @ Item 141- A 215 : H-111/56 
11999 einen industrial reports: Closures for containers, summary for 1968. 
June 20, 1969. 7 p. 4° ([{Series M34H(68)-13.) + Paper, 15c. @ Item 


142-A © 3.158: M 34 H(68)-13 
12000 —— Fluorescent lamp ballasts, summary for 1968. July 29, 1969. 3 p. 4° 
(Series MQ-36C0 (68)-5.) + @ Item 142-A C 3.158 : MQ-36C (68)-5 
12001 —— Footwear production by manufacturer's selling price, 1968. July 1, 


1969. 4 p. 4° (Series MA-310(68)-1.) Paper, 25c. @ Item 142-A 
C 3.158 : MA-31 C(68)-1 
12002 —— Home-type radio receivers and television sets, automobile radios, 
phonographs, and record player attachments, 1968. July 23, 1969. 3 p. 4° 
(Series MA-36M(68)-1.) Paper, 25c. @ Item 142-A 
C 3.158 : MA-36M (68)-1 


Manmade fiber broadwoven goods, Change sheet. July 8, 1969. 2 p. 
4° (Series MQ-22T.2.) + @ Item 142-A 
C 3.158 : M22T.2 (67)-5/ch.-2 


12004 —— Salad dressing, mayonnaise and related products, 1968. July 15, 1969. 
4p. 4 (Series MA-20F(68)-1.) + Paper, 25c. @ Item 142-A 
© 8.158 : MA-20F (68)-1 


Selected atomic energy products, 1968. July 17, 1969. 4 p. 4° (Series 
MA-38Q(68)-1.) + Paper, 15c. @ Item 142-A 
C 8.158 : MA-38Q (68)-1 


12006 —— Steel shipping barrels, drums, and pails, summary for 1968. July 25, 
1969. iii+30 p. 4° (Series M34K(68)-13.) ¢ @ Item 142-A 
C 3.158 : M34K (68)-13 


Woolens and worsted machinery activity, 1968. June 24, 1969. 5 p. 
4° (Series MA-22E(68)-1.) + Paper, 15c. @ Item 142-A 
C 3.158 : MA-22B (68)-1 


12008 ——- Woven fabrics, production, stocks, and unfilled orders, 1964-68; [pre- 
pared in Industry Division]. July 18, 1969. [3]+24 p.4° (Series M22A- 
supp.) + Paper, 15c. @ Item 142-A C 3.158 : M 22A/supp.-2 


Current population reports: Series Census-ERS P-27, Farm population. 

* Paper, $8.50 (including Series P-20, P-23, P-25, P-26, P-27, P-28 sum- 

maries, P-60 and P-65 for one year), $2.50 additional for foreign mail- 

ing; single copy, prices vary. @ Item 142-C C 3.186 : P-27/( nos.) 

12009 40. ai pepatatien of United States, 1968. July 81, 1969. 11 p. il. 4° 
per, 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
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GovERNMENT PUBLICATIONS 


Current population reports: Series P-20, Population characteristics. 
* Paper, $8.50 (including Series P-20, P-23, P-25, P-26, P-27, P-28 
summaries, P-60, and P-65 for one year), $2.50 additional for foreign 
mailing; single copy, prices vary. @ Item 142-C ©C©3.186: P-20/(nos.) 
12010 182. ea 1 1988 13h ae — 1968, issued Apr. 28, 1969, Hrrata sheet. 
uly 
12011 186. Meee ”fertlty oa childspacing, June 1965. Aug. 6, 1969. cover title, 
1i+7 ext on i 2 of cover. Illustration on cover.] * Paper, 75c. 
12012 187. Martial” States on family status, Mar. wy {prepared by Arthur J. 
Norton. Aug. 11, 1969. cover title, 1+ 33 p. il. 
12013 188. Mobility of po ulation of United States, iy 1967 ar. {oes ; (prepared 
by Carolyn R. Hay]. Aug. 14, 1969. cover title, i+46 p. 4° ° Paper, 55c. 
Current population reports: Series P-25, Population estimates and pro- 
jections. * Paper, $8.50 (including Series P-20, P-23, P-25, P-26, P-27, 
P-28 summaries, P-—60, and P-—65 for one year), $2.50 additional for for- 
eign mailing; single copy, prices vary. @ Item 142-C 
© 3.186 : P-25/ (nos. ) 
12014 426. Estimates of population of United States to June 1, 1969. July 21, 1969. 
.4° * Paper, 
12015 427. Estimates of pepelation of counties and metropolitan areas, July 1, 1966, 
comenaey report; [by Donald DB. Starsinic, cpacren 8. Baucom, and 
David L. Word. July 31, 1969. cover title, {i+ 5H il. 4° ([{Population 
Division. ]) [Text on p. 2 of cover. U3, oe tes given in reports 
401, 404, 407, and 409.]) * Paper, 75c. 
Government finances, GF 68 (series). @ Item 146-B 
C 3.191/2 : 968/nos. ) 
12016 4, City government finances in 1967-68. [July 1969.) [3]+68 p. 4° ([Govern- 


ment Division.) ) ‘aper, 65c. 
12017 5. Gorersmental finances in 1967-68. [ Aug. 1969.] 111+56 p. 4e ([Government 


Division. ] * Paper, 60c. 
L.C. card A59—10097 
Series ISP 3, New Florencia, case study for 1970 censuses of population 
and housing. (International Statistical Training and Workshop Office.) 
12018 Unit2. Administrative requirements and mapping: Chap. 3, Administrative con- 
trol ayotem ; , PF i tir by Richard R. Storm. Feb. 1969. cover title, 
i+ 60 p. reliminary.} ¢ C 3.205/3:3/unit 2/chap.3/prelim. 
State and local ccd Al. special studies GSS (series). 
12019 62. Prov eet y assessemnt ratio studies [with assessment ratio bebiiesraphy 
([1969.] 23 p. il. 4° t Paper, 25c. @ Item 148-A 
12020 1969 technical notes on new census method for seasonal adjustment of 
foreign trade data. [Aug. 1969.] 25 p. 4° (Foreign Trade Division.) 
* Paper, 35c. @ Item 146 C 3.2: F 76/3 


Technical paper. 
12021 20. Correlation between United States and international standard industrial 
classifications, a comparison with particular wwe, for Bureau of 
enens i prepared under direction of Harold T. Goldstein. [July 1969.] 


3) +24 4° i ,40c. @ Item 151-A 
L.C, car “79-6030 5 C 8.212: 20 
12022 Understanding the 1970 census. Mar. 1969. [1]+20 p. narrow 12° ¢ 
C3.2: 0 33/22 

Working paper. 

12023 28. Metropolitan area definition, re-evaluation of my t gad statistical prac- 
tice [with list of selected references; by] B Berry with Peter 
G. wy and Harold Goldstein. [Revised uly 4 1969. ] M1060. vi+45 p. il. 


4° + Paper, 50c. @ Item 151-B 


L.C. ca “68-7588 C 8.214 : 28/2 
CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


12024 Address by John H. Crooker, jr., Chairman of Civil Aeronautics Board, 
before International Air Transportation Symposium, Stanford Univer- 
sity, Stanford, Calif., July 18, 1969. [1969.] 13 p. 4° + ©31.215:C 87/9 
12025 Address by John H. Crooker, jr., Chairman of Civil Aeronautics Board 
before Public Utility Law Section of American Bar Association, at its 


annual meeting in Dallas, Tex., Aug. 11, 1969. 1969. 11 p. 4° 
0 81.215 : © 87/10 


*For Sale by Srosrtntendent of eneate 
tDistribution Made by Issuing O 
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12026 Local service air carriers’ unit costs, year ended Mar. 31, 1969, issued pur- 
suant to rule 1109 of Rules of practice in economic proceedings. [1969.] 
[286] p. narrow f° + C 31.253 : 969 


12027 Regulations of Civil Aeronautics Board, Sept. 1968 edition [new and re- 
vised pages]. May 15, 1969. [218] p. 4° [Includes transmittal sheet 
no. 1. Issued in looseleaf form.] * Paper, $12.00 (including basic 
manual and supplementary service for an indefinite period) ; $3.00 addi- 
tional for foreign mailing. @ Item 186 C 31.206/7 : 968/trans.1 


CIVIL DEFENSE OFFICE (Army), Defense Dept. 
Washington, DC 20310 


[Leaflet] L (series). @ Item 857-D-5 D 119.13 : (nos. ) 


12028 48. Partners in defense, Veterans of Foret Wars. May 1969. [6] p. fl. narrow 
8° [Supersedes L—48, May 1968 i 
12029 56. Retired Officers Association and ‘Att defense. May 1969. [6] p. il. oblong 


48° f¢ 
12080 57. Catholic War Veterans and civil defense. May 1969. (6) p. il. narrow 8° f 
12031 58. B'nai hy : trae B’rith women and civil defense. [May 1969.] [6] p. il. 
narrow 8° 
12082 59. DAV and civil defense. May 1969. [2] 4°, folded into oblong 48° size. ft 
12083 =s 60. —"? Officers Association and civil Eeeanse. May 1969. [6] p. il. narrow 


12034 63. [Port preparedness, borrow this film from nearest Maritime Administration 
Office.] [May 1969.] [6] p. il. narrow 8° [Prepared in cooperation with 
Maritime Administration, Commerce Dept. Illustrations are colored 
[Miscellaneous publication] MP (series). 


12035 46. Status of civil defense program, Apr. 1969. cet {1]+13 p. 4° [Super 
sedes MP-46, Apr. 1968.] + @ Item 857- D119. 11: 46/3 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


12036 For all the people, by all the people, report on equal opportunity in State 
and local government employment, report of United States Commission 
on Civil Rights. 1969. xiv+277+ [16] p. * Paper, $1.50. @ Item 288-A 
L.C. card 79-603043 CR 1.2: P39 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


12037 Amendment to announcement WA-7-05, Minerals industries safety officer, 
grades GS-9 to GS-12. Aug. 12, 1969. 1 p. oblong 48° (Interagency 
Board of U.S. Civil Service Examiners for Washington, D.C.) [Amends 
issues 190 of AN 2279.] 7 CS 1.26/4 : 967/WA-7-05/amdt. 


12038 Amendment to announcement WAS-—908, Job Corps teacher, grades GS-5 
to GS-11, Job Corps guidance counselor, GS-7 to GS-11. July 29, 1969. 
1 p. oblong 48° (Interagency Board of U.S. Civil Service Examiners 
for Washington, D.C.) [Amends issue 190 of AN 2279.] 
CS 1.26/4: 969/WAS—908/amdt. 


12039 Amendment to announcement WAW-909 (local), motor vehicle operators 
WG-5, through WG-8, Engineering Equipment Operators, WG-8 through 
WG-11. July 30, 1969. 1 p. oblong 24° (Interagency Board of U.S. Civil 
Service Examiners for Washington, D.C.) + 

CS 1.26/4: 969/W A W-909/amdt. 


12040 Clerk grades GS-2 and GS-3 for Washington, D.C. area, apply to Inter- 
agency Board of U.S. Civil Service Examiners for Washington, D.C., 
1900 EB Street NW., Washington, D.C., announcement WAO 919. Aug. 19, 
1969. 4 p. 4° [For early consideragion apply by Sept. 22, 1969. Closing 
date Oct. 23, 1969.] + @ Item 292 CS 1.26/4: 969/WAO-919 


12041 Federal career directory, guide for college students. [July 1969.] [6]+87 
p.il. * Paper, $1.25. @ Item 296-B 
L.C. card 63-603883 CS 1.7/4: C 18/969 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, ——— Va. 22151 
@Sent to Depository Libraries Page 15 








GoveRNMENT PUBLICATIONS 


12042 Federal careers in Northwest, Alaska, Washington, Oregon, Montana, Idaho. 
[1968.] cover title, 96 p. fl. 4° [Published by Federal agencies in North- 


west, coordinated by Seattle Region, Civil Service Commission.] tf 
CS 1.2:N 81 


12043 Federal careers in Northwest, Alaska, Washington, Oregon, Montana, Idaho. 
Community & Technical College edition. [1969.] cover title, 16 p. 4° 
[Published by Federal Agencies in Northwest, coordinated by Civil 
Service Commission, Seattle Region.] ¢ C8 1.2: N 81/2 


Federal employee facts. @ Item 293-A CS 1.59: (nos. ) 


12044 8. Civil service retirement poten. May 1969. [6] p. fl. narrow 12° * Paper, $5.00 
per 100; single copy, 

12045 65. Federal merit Sremmetion policy. June 1969. [8] p. fl. narrow 8° * Paper, 
$5.00 per 100 ; single copy, 


Federal personnel manual FPM supplements. @ Item 294 
CS 1.41/4:(nos.) 


12046 335-1. Evaluation of byte) ey for promotion and internal placement. June 1969. 
{2]+18 ® [Issued in loose-leaf form. * Paper, $6.50 (in- 
cluding an wanuel and supplementary material issued irregularly 
for an indefinite period) ; $1.75 additional for foreign mailing. 

12047 512-1. Job- grading system for trades and labor occupations ; transmittal sheet 7. 

am. 1969. [16] p. [Transmits job prema standards for: Electrician, 

G-—2805; Elevator Operator, WG—5438. Issued in looseleaf form.] 

° hs per, $13.00 (transmittals for an indefinite period) ; $5.00 addi- 
tional. for foreign mailing. 


12048 Job grading standard for electrician, WG-—2805. [1969.] cover title, 5 p. 
{From Federal personnel manual, FPM supplement 512-1, TS-7, Apr. 


1969. Issued with perforations.] * Paper, 10c. 
OS 1.41/4: 512-1/trans.7/W G-2805 


12049 Job grading standard for elevator operator, WG-5438. [1969.] cover title, 
4p. [From Federal personnel manual, FPM supplement 512-1, TS-7, Apr. 

1969. Issued with perforations.] * Paper, 10c. 
CS 1.41/4: §12-1/trans.7/WG-5438 


12050 Job qualification system for trades and labor occupations, handbook 
X-118C. May 1969. cover title, [83] p. 4° (Bureau of Policies and 
Standards, Standards Division.) [Issued in looseleaf form. Accompanied 
by dividers. Includes Transmittal sheet 1.] * Paper, $1.00. @ Item 
296-B CS 1.45 : X-118C/2/trans.sh.1 


12051 Librarian $7,639 and $9,320 a year, grades GS-7 and GS-9, for duty in 
Veterans Administration installations, announcement 197B. Revised 

June 1969. [1969.] 7 p. narrow 8° [Noclosing date.) ¢ @ Item 292 
CS 1.26 : 959/197B/rev.—7 


12052 Medical officer, dental officer in establishments of U.S. Government, an- 
nouncement WAH-—902. [Sept. 2, 1969.] [2]+10 p. 4° ([Interagency 
Board of U.S. Civil Service Examiners for Washington, D.C.]) f¢ 
@ Item 292 CS 1.26/4 : 969/W AH-902 


12053 Opportunities for college students, participate as trainees in vacation work- 
study programs leading to professional careers, engineering, physical 
sciences, mathematical sciences, GS-3 and GS-4, apply to Interagency 
Board of U.S. Civil Service Examiners for Washington, D.C., 1900 E 
Street, NW., Washington, D.C. 20415, announcement WAP-915. Aug. 5, 
1969. 4 p. 4° [Closing date for GS-3 Jan. 9, 1970; GS-4, Apr. 15, 1970.] 


+ @ Item 292 CS 1.26/4: 969/WAP-915 
Pamphlets. @ Item 299 CS 1.48 : (letters—nos. ) 
12054 BRE-10. Your first job... a key to your future; Remember Uncle Sam when 


it comes to choosing an employer. May 1969. [2] p. oblong 8° folded 
into oblong 32° size. + 
12055 SM 33-68. wey. raha of '-— civil service ; geepares by Manpower Sta- 
tistics Division]. June 30, 1968 toublich 1969}. cover title, ili+ 
$ a 9 4° (Bureau of Manpower Information Systems.) 
‘a 
L.c, aa “Se-40254 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing Office 
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12056 T-11. Instructional systems and technology: Introduction to the fleld and 
its use in i training [with bibliography}. June 1969. [3] + 
18 p. 4° ({Training systems and technology series, no. 1) ; Bureau 

ss. Training, Training Systems and Technology Division.) * Paper, 


12057 Resident in hospital administration for duty in Veterans Administration, 
apply to Interagency Board of U.S. Civil Service Examiners for Wash- 
ington, D.C., announcement WAH-917. Aug. 12, 1969. 6 p. narrow 8° 
[No closing date.] {+ @ Item 292 CS 1.26/4: 969/WAH-917 


COAST AND GEODETIC SURVEY, Commerce Dept. 
Washington, DC 20230 


12058 List of seismological publications. June 1969. cover title, 8 leaves, 4° (Na- 
tional Earthquake Information Center.) f C 4.50: Se4 


12059 Tide tables, high and low water predictions, Europe and west coast of 
Africa, including Mediterranean Sea, 1970. 1969. 211 p. il. [Index map 
of Tide table coverage on p. 2 of cover. Includes list of publications re- 
lating to tides and tidal currents.] { Paper, $2.00. @ Item 198 

C 4.15/7 : 970 


12060 United States nautical chart catalog no. 1, June 1969, Atlantic and Gulf 
Coasts including Puerto Rico and Virgin Islands, tide tables, coast pilots, 
current tables, tidal current charts. [1969.] 2 p. oblong f° folded into 
8° size. f C 4.5: 1/969 


COAST GUARD, Transportation Dept. 
Washington, DC 20591 


12061 Great Lakes pilotage regulations. Dec. 1, 1968. viii+31 p.4° (CG-403.) ¢ 
TD 5.6: G 79 


Oceanographic reports. = @ Item 940-B TD 5.18: (nos.) 
12062 23, Oceanographic observations north Atlantic Ocean Station DELTA, 44°N 
41°W, July 1966—Aug. 1967; [by] David M. Husby. [1968.] vi+161 p. il. 
4° (CG 373-23.) 

12063 24. Report of oceanographic cruise, USCGC Northwind, nozthern Bering Sea, 
Bering Strait, Chuckchi Sea, July 1967 [with bibliography]; by David 
M. Husby. June 1969, vil+75 p. il. 4° (CG 373-24; Oceanographic Unit.) 

L.C. card 78-603241 
12064 United States Coast Guard Academy, New London, Conn., catalogue of 
courses, 1969-70. [1969.] cover title, 110 p. iL. [Text on p. 2 of cover.] 
+ @ Item 930-B TD 5.16 : 969-70 


COMMERCE DEPARTMENT 
Washington, DC 20230 


oTa.—Requests to the Commerce Dasertment for  yeitientions should give the 
tuld “title and the date of the publication. include Monthly Catalo 
entry numbers or Superintendent of Documents dsssitication numbers, which shoul 
be used only when ordering from the Superintendent of Documents, 

12065 Address by Robert A. Podesta, Assistant Secretary of Commerce for 
Economic Development, scheduled for delivery before Greater San 
Francisco Chamber of Commerce, San Francisco, Calif., July 16 [1969]. 
[1969.] 9 p. 4° Tf C118: P 7 


12066 Address by Robert McLellan, Deputy Assistant Secretary of Commerce 
for Business Development, prepared for delivery before Joint session 

of Texas House and Senate, Austin, Tex., Aug. 19, 1969. 1969.5 p. 4° + 

01.18: M 22 


12067 Heonomic outlook for 1969, address by William H. Chartener, Assistant 
Secretary of Commerce for Economic Affairs, prepared for delivery at 
meeting of Los Angeles Society of Financial Analysts, Los Angeles, 
Calif., Jan. 2, 1969. [1969.] 1l p. 4° f C 1.18: 038/22 


#For Sale by Clearinghouse, US. snares of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 17 








GoveRNMENT PUBLICATIONS 


Overseas business reports OBR (series). [Issued irregularly.] * Paper, 
$16.00 a yr., $5.00 additional for foreign mailing; single copy, 15c. (1-3 
yr. subs.). @ Item 231-B C 1.50: (nos.) 

12068 69-34. Market profiles for Africa; [prepared in Africa Division, Office of 
International Regional Economics. July 1969. 44 p. 4° (Bureau of 
ar meee Commerce.) [Issued with perforations. Supersedes OBR 

12069 69-37. Basic data on economy of Chad [with bibliography] ; prepared by Stephen 
w Worrel. July 1969. 12 p. il. - (Bureau of International Com- 

erce.) [Issued with perforations 

12070 69-39. Basle data on economy of Poland ‘yes, pameers hy]; by Leon Lewins 
and Robert Krattli. June 1969. ureau of International 
Commerce.) [Issued with F- BFK, pm. OBR 65—65.] 


12071 Patent Office in age of information, address by Myron Tribus, Assistant 
Secretary of Commerce for Science and Technology, prepared for de- 
livery before Patent, Trademark and Copyright Law Section, American 


Bar Association, Dallas, Tex., Aug. 12, 1969. 1969. 9 p. 4° 
C1.18: T 73/3 


COMMERCIAL FISHERIES BUREAU, Interior Dept. 
Washington, DC 20240 


Circulars. ¢ @ Item 609 I 49.4: (nos.) 
12072 316. a ». Bureau of Commercial Fisheries Technological Laboratory, Seattle, 
by John A. Dassow. [3] +12 p .il. 
12073 322. Federal “aia programs activities, 1969 Twith list of pepmeations! ; prepared 
by Division of Federal Aid Staff. July 1969. iv-+76 p. 4 
12074 Cost per portion of recipes in fish and shellfish buying guide and quantity 
recipes for type A. school lunches card file. Feb. 1969. 15 p. 4° + 
I 49.49/2 : 5/cost 


Fishery bulletin. 
12075 ~—sv«. 67_-— zno.. 3. [Western Atlantic ering of genus Penaeus, with list of re ee 


c ; by Isabel Perez Farfante.] Aug. 1969. x+ 461-591 p. il. 
a Paper, $1.75. @ Item 611 1 49.27: v6/n08 
CONGRESS 


Congressional record, proceedings and debates of 90th Congress, 2d ses- 
sion, v. 114. [Permanent edition.] 1968. @ Item 993 
L.C. card 12-36438 X.90/1 : 114/pt. (nos. ) 
Notg.—In the — rmanent bound edition, the paging differs from that of the daily 
on ey the text being revised, rearranged, and printed without break. 
12076 t. 9. Apr. oy ak 1969. C2) + eeees 2808 B 4° * Cloth, $6.50. 
1 t. 10. May 8-15, 1968. [1] + ST oeee 4° * Cloth $6.25. 
12078 Hy 11, May 16—24, 1968. {1] pia * Cloth, $6.75. 
12079 pt.12. May 27-June 6, 1968. 114 1501116 80 p. 4° * Cloth, $6.50. 


= 


Congressional serial set 


Norse.—During each session of Congress the House and Senate documents and 
reports are accumulated into bound volumes comprisi ng the Congressional serial set. 
No catalog entry is made for the volumes of the Serial set since the documents and 
reports contained therein have been previously listed in the Monthly Catalog. 

e ted as bound volumes were sent to depository libraries during the period 
1) catalog: 


House document : 


12080 no. 83. 9lst Congress, ist sess., 50th National Convention, American Legion, 
1968 [Serial 12851-4]. @ Item 995-I 


Laws 


Norts.—The Federal laws are first published separately and in this form are 
known as “slip laws.” Later, these laws are compiled, edited, indexed, and published 
in the volumes of the Statutes at large. 

Private laws, 91st Congress. + House or Senate Document Rooms, Capitol. 
12081 5. BB, So. act for relief of Roberto de la Caridad Miquel. Approved May 15, 
yy 
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tDistribution Made by Issuing Office 
Page 18 tOfficial Use. Not Available 


12 
12 
12 
12 
12 
12 
12 
121 


12 
121 
121 
121 
12¢ 


121 


121 
121 
121 


1211 


121] 
1211 


1211 


er, 
1-3 
a.) 
of 
of 
BR 
hen 
om- 
yins 
ynal 


ant 
de- 
can 


3/3 


DS.) 
ttle, 


ared 
tity 
cost 


ture 
4° 


'no.3 


108. ) 
daily 


} and 
1 set. 
s and 
talog. 
eriod 


gion, 


m are 
lished 


pitol. 
ay 15, 


12082 
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12084 
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12086 
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12088 
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12090 
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82. 


. H.R. 2940, act for relief o 


SEPTEMBER 1969 


ap. 4064, act for relief of Ana Mae Yap-Diangco. Approved May 15, 1969. 
p. 

H.R. 1368 1 act for relief of Maria Prescilla Caramanzana. Approved May 28, 
H. ik 3464, act for relief of Maria Balluardo Frasca, Approved May 28, 1969. 


8. 1B, act to confer U.S. citizenship P38 1960 te. upon Lance Cpl. Theodore 
Daniel Van Staveren. Apgreves May 28, 1969. 1 
Henry E. Dooley. 7 June 13, 1969. 1 p. 
S. wees act for relief of Noriko Susan Duke (Nakano). Approved June 13, 
1 p. 
- ae act Se for relief of New Bedford Storage Warehouse Co. Approved 
une 
8. — act for ‘Peltier of Thi oy | serene and her minor child, Minh Linh 
—. Approved June 30, 1969. 
S. 1531, act for relief of Chi Jen Ferg. Approved June 30, 1969. 1 y 


5. HR. 6607, act to confer U.S. i; posthumously upon Klaus Josef 


Strauss. Approved June 30, 1969. 


. H.R. 1437, act for relief of eoetes “buastere. Approved June 30, 1969. 1 p. 
. H.R. 1939, act for relief of Marjorie J. Hottenroth. Approved July 1, 1969. 


1 


Dp. 

. H.R. 1960, act for relief of Mario Santos Gomes. Approved July 1, 1969. 1 p. 
. H.R. 2005, act for relief of Lourdes M. Arrant. Approved July 1, 1969. 1 p. 
. H.R. 5136, act for relief of George Tilson Weed. Approved July 1, 1969. 1 p. 
. S. 1010, act for relief of Aili Kallio. Approved July 11, 1969. 1 p 

2. H.R. 1828, act to confer U.S. <; ies posthumously doen James F. 


Wegener. Approved July 22, 1969. 1 


. H.R. 1948, act to confer U.S. citizenship posthumously upon Joseph Anthony 


Bnitko. ‘Approved July 22, 1969. 1 


; a ary 224, act for relief of F want iy Jacinto Antonio. Approved July 22, 1969. 
p. 
, a Ee act for relief of Francesca Adriana Millonzi. Approved July 22, 
1 . 2 


. H.R. 2890, act for relief of Reuben Rosen. Approved July 22, 1969. 1 p. 
. H.R. 3166, act for relief of Aleksander Zambeli. Approved July 22, 1969. 1 p. 
» BE. ir 3167, act for relief of Ryszard Stanislaw Obacz. Approved July 22, 1969. 


1 p. 
. H.R. 3172, act for relief of Yolanda Fulgencio Hunter. Approved July 22, 


1969. 1 


Pp. 

\ as ey act for relief of Maria da Conceicao Evaristo. Approved July 22, 
1969. 1 p. 

. H.R. 10060, act for relief of Lance Cpl. Peter M. Nee (2465662). Approved 


July 22, 1969. 1 p 
S. 648, act for relief of Ernesto Alunday. Approved July 22, 1969. 1 p. 


Public laws, 91st Congress. @ Item 575 


Note.—Public laws in slip form in the first prints may be obtained from the 
Superintendent of Documents, Washington, D.C. 20402, at a subscription price of 
$20.00 per session, $2.00 additional for foreign mailing; single copies vary in 


price. 
24. 


29. 


30. 


31. 


32. 


33. 
34. 


H.R. 684, act to amend title 38 of United States Code in order to make certain 
technical acepegene om, and for other purposes. [Approved June 11, 
an 13p. *Pa 

10016, act to Sentinee until close of June 30, 1971, existing suspension 
ad duties for metal scrap. Approved June 13, 1969. 1 p. * Paper, 5c. 


. H.R. 10015, act to extend through Dec. 31, 1970, suspension of duty on 


electrodes for use in producing aluminum. Approved une 13, 1969. 1 p. 
* Paper, 5c. 


. S.J. Res. 13, joint resolution to provide for reappointment of John Nicholas 


Brown as citizen regent of Board of Regents of Smithsonian Institution. 
Approved June 13, 1969.1 p. * Paper, 5c. 


. H.R. 2718, act to extend for additional temporar: M period existing suspension 


of duties on certain classifications of yarn of silk. Approved June 13, 1969. 
1p. * Paper, 5c. 

S. 1995, act to provide for striking of medals in commemoration of 150th 
anniversary of meme of State of Alabama. Approved June 17, 1969. 

* Paper, 5 

S.J. Res. 35, joint resolution to provide for appointment of Thomas J. 
Watson, jr. as citizen regent of Board of Regents of Smithsonian Institu- 
tion. Approved June 17, 1969.1 p. * Paper, 5c. 

H.J. Res. 782, joint resolution making further continuing appropriations for 
fiscal your 1969, and for other purposes. Approved June 18, 1969. 1 p. 
* Paper, 5c. 

H.R. 4623, act to amend sec. 110 of title 38, United States Code, to insure 
preservation of all disability com =. evaluations in effect for 20 or 
more years. Approved June 23, 1969. * Paper, 

H.J. 790, joint resolution making pak. ae appropriations 1 for fiscal year 
1970, and for other purposes. [Approved June 3' * Paper, 5c. 

H.R. 2667, act to revise pay structure of police force of National Zoological 
Park, and for other purposes. Approved June 30, 1969. 1 p. * Paper, 5c. 
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Public Laws, 91st Congress—Continued 


35. 


36. 


37. 


38. 


39. 


40. 


41, 
42. 


43. 


44. 


S.J. Res. 122, joint resolution to provide for temporary extension of ooo tw 

conferred by Export control act of 1949. Approved June 30, 1969. 
‘aper, 

H.R. 4229, act to continue for temporary period existing suspension of oy 
on heptanoic acid, and to continue for one month existing rates of with- 
holding of income tax. Approved June 30,1969.1p. * Paper, 5c. 

H.R. 4600, act to amend act entitled Act to incorporate National Education 
Association of United States, 7 June 30, 1906 (34 Stat. 804). 
[Approved June 30, 1969.] 2 p. aper, 5c. 

S.J. Res. 123, joint resolution to extend time for making of final r ie by 
Commission to Study Mortgage Interest Rates. Approved July 1, 1969 
* Paper, 5c. 

a ee to amend Act of Nov. 8, 1966. Approved July 8, 1969. 1 p. 
* Paper, 5c. 

H.R. 265, act to amend sec. 502 of Merchant Marine Act, gees, relating to 
construction-differential subsidies. Approved July 8, 1969. p. * Paper, 
5e. 

H.R. 8644, act to make permanent existing temporary suspension of duty on 
erude chicory roots. Approved July 9, 1969. 1p. * Paper, 5c. 

H.R. 11069, act to authorize appropriation of funds for Padre Island National 
Seashore in State of Texas, and for other purposes. Approved July 11, 1969. 
lp. * Paper, 5c. 

S. 1011, act to authorize apgnceriotions for saline water conversion program 
for fiscal year 1970, and for other purposes. Approved July 11, 1969. 1 p. 
* Paper, Se. 

H.R. 12167, act to authorize a apuecenietions to Atomic Energy Commission 
in accordance with sec. 261 of Atomic ener i. of 1954, as amended, and 
for other purposes. [Approved July 11, 1969. ad Paper, 5e 


ECONOMIC JOINT COMMITTEE 
Washington, DC 20510 


Guidelines for estimating benefits of public expenditures, hearings before 
Subcommittee on Economy in Government, Yist Congress, 1st session, 
May 12 and 14, 1969, 1969. iv+259 p. il. * Paper, $1.00. @ Item 1000 
L.C. card 74-602846 Y 4.Ec 7: Ex 7/6 


Proposal to link reserve creation and development assistance, report of 
Subcommittee on International Exchange and Payments, Aug. 1969. 
1969. v+15 p. (Joint committee print, 91st Congress, 1st session.) 
* Paper, 15c. 

L.©. card 71-603104 Y¥4Ec7:R31/3 

Review of Federal statistical programs, hearings before Subcommittee on 
Economic Statistics, 91st Congress, Ist session, Apr. 30-May 15, 1969. 
1969. v+208 p. il. * Paper, $1.00. @ Item 1000 
L.O. card 75-602987 ¥4.Ec7: St 2/6 


HOUSE OF REPRESENTATIVES 
Washington, DC 20515 


House documents 


Nors.—All House Documents, entries for which are followed by a {+, may be 
obtained from the House Document Koom or from the issuing office. 


House documents, 79th Congress. 
779, pt. 7. Foreign relations of United States, diplomatic papers, 1945: v. 7, Far 


Hast, China. 1969. vi+1506 p. ([ Publication 8442, Historical Oflice, 
Bureau of Public Affairs. })) *(Available in departmental edition, 
cloth, $7.25, S 1.1: 945/v. 7, and sent to depositories in that form. 
See Entry no. 13473.) 


779, pt. 9. Foreign relations of United States, fiolomate papers 1945: v. 9, 


American Republics, 1969. x+1466 p. ([Publication 8452, His- 
torical Office, Bureau of ~—, rr rryme *(Available in depart- 
mental edition, Cloth, $7.00, S 1.1: 945/v. 9, and sent to depositories 
in that form. See Entry no. iga74) 


House documents, 91st Congress. 
83. Proceedings , a tg pettenel convention of American Legion, New Orleans, 


La., Sept. 968. [1969.] xv+419 p. 7 (To be sent to depository 
libraries in Serial on binding. ) 


104, won P peace, 1968 annual report on > law 480. [1969.] cover title, 


1,4° * Paper, $1.75. @ Item 
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title, 


SepremsBer 1969 


121387 109. Administration of Highway safety act of 1966, message from President of 
nited States transmitting 2d annual report on . oe; of wey 
safety act of 1966 [for period Jan. 1—Dec. 31, 1968], 1, 2; Apr. 29, 
1969. 1969, (2) +ix+121+ [174] p. il. 4¢ [Errata sheet, 1 p. iL, Secned 
also.] * Paper, $2.25. @ Item 996 
12138 110. Administration of National traffic and motor vehicle safety act, message 
from President of United States transmitting 2d annual y ore on adminis- 
tration of National traffic and motor vehicle safety act o! 66 [for period 
Jan. 1—Dec. 31, 1 968], v. 1, 2; Apr. 29, 1969. 1969. (oy hie ean ri7t) 
p. il. 4° {Errata sheet) 1 p. il., "issued also.] * Paper, $2.25. @ Item 996 
12139 119. Examination of financial statements, Virgin Islands Corporation (in Rguite 
tion), fiscal years 1967-68, letter from Comptroller General of United 
States transmitting report ; May 26, 1969. 1969. v+26 p. 4° @ Item 996 
12140 120. Audit of Federal Deposit Insurance Corporation for year ended June 30, 
1968, letter from Comptroller General transmitting report, limited by 
egeacy re eeeemee on access to bank examination records, May 27, 1969. 
v+31 p. 4 + @ Item 996 
12141 123. [As the seed is ll annual report of Office of Economic Opportunity, mes- 
sage from President of United States renee e 4th annual report, 
fiscal year 1968; May 28, 1969. (i908) [2] +{[1] p. il. 4° [Also 
issued in departmental edition, Pr Ex 10.1: 968, 8 sent to depositories 
in that form. See Entry no. 12397.] 
12142 124. Audit of Export-Import Bank of United States, fiscal year 1968, letter from 
Comptroller General of United States transmitting report; June 2, 1969. 
1969. vi+55 p.4° + @ Item 996 
12143 125. Report of refunds and credits of internal revenue taxes, fiscal year 1966, 
letter from Chairman, Joint Committee on Internal Revenue Taxation, 
transmitting report; June 2, 1969. 1969. xv+88 p. 4° ft @ Item 996 
12144 127. How our laws are made, [by] Charles J. Zinn; June 9, 1969. 1969. vi+57 p. 
* Paper, 35c. @ Item 996 
12145 128. Our American government: what is it? how does it function? 175 questions 
and answers, comprehensive story of history and functions of our Amer- 
ican government interestingly and accurately portrayed, questions and 
answers relative to our American government; June 9, 1969. 1969 edition. 
1969. xvi+44p. * Paper, 35c. @ Item 996 
12146 129. i= and change in antipoverty programs], annual report of National 
Advi oat Council on Economic Opportunity, message from President of 
United ty transmitting 2d annual report; June 11, 1969. 1969. [5] 
+- vili+ +33 p. * (Available in departmental edition, 30c., Prbx 
10.22: “obo! pe sent to depositories in that form, See Entry no. 9532, 
Monthly catalog, July 1969.) 
12147 135. Unemployment insurance system, message from President of United States 
ee mer >| proposals relative to unemployment insurance. July 8, 1969. 
@ Item 
12148 136. Panel on Science and Technology, 10th meeting, Science & technology and 
the cities, proceedings before Committee on Science and Astronautics, 
House of Representatives, 91st Congress, Ist session, Feb. 4—6, 1969. 1969. 
ix+301 p. iL 1 pl. [Also issued as Science and Astronautics Committee 
Paper, no. 1. See Entry 6730 May 1969 Monthly catalog.] ¢ @ Item 996 
12149 187. Technical information for Congress, report to Subcommittee on Science, 
Research, and Development of Committee on Science and Astronautics, 
91st Congress, 1st session, prepared by Science Policy Research Division, 
Legislative Reference Service, Library of Congress; Apr. 25, 1969. 1969. 
xvi+521 p. (Available as a Committee print; Serial A, Paper, $2.25, 
Y4.Sci 2: 91-1/A. See Entry no. 7975, June 1969 Monthly Catalog. To 
be sent to depository Libraries in Serial set binding. Information incorrect 
in this publication as to sale by Superintendent of Documents.) 
12150 138. Combating drug abuse, message from President of United States yyy | 
proposals for combating drug abuse. July 14, 1969.6 p. t @ Item 996 
12151 139. Established Population Growth Commission, message ey President of 
United States relative to population growth. July 21, 1969. 9 p. f 
@ Item 996 
12152 140. Supplemental appropriations for various agencies and District of Columbia. 
July 22,1969.5p. + @ Item 996 
12153 141. Relating to Interstate Commerce Commission, message from President of 
United States transmitting reorganization plan no. 1 of 1969, relative to 
Interstate Commerce Commission. July 22, 1969. 4 p. ¢t @ Item 996 
12154 148. 54th annual report of Atlantic-Pacific Interoceanic Canal Study Commis- 
sion, fiscal year 1969; Aug. 6, 1969. 1969. [57] p. ll. t @ Item 996 
L.C. card 65—62676 


House reports 


Notge.—For titles of bills which these reports accompany, see Congressional 
record index. 
House reports on private bills, 91st Congress. + House Document Room, 
Capitol. @ Item 1008-B 
12155 405. Alfredi Caprara. Report from Committee on Judiciary to accompany H.R. 
1695. July 30, 1969. 13 p. 
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House reports on public bills, 91st Congress. + House Document Room, 
Capitol. (Nos. 387 and 413, pts. 1 and 2 are sold by Superintendent of 
Documents.) @ Item 1008-A 


324. Continuing appropriations, 1970. Report from Committee on Appropria- 
tions to accompany H.J. Res. 790. June 24, 1969. 7 p. 

829. Relating to administration of national park system. Report together with 
ye way and dissenting views from Committee on Interior and Insular 
Affairs to accompany H.J. Res. 247. June 26, 1969. 9 p. 

345. Consideration of House Joint Resolution 247. Report from Committee on 
Rules to accompany H. Res. 461. July 1, 1969. 1 p. 

349. Extending sec. 104 of Clean air act. Report from Committee on Interstate 
and Foreign Commerce to accompany H.R. 12085. July 7, 1969. 6 p. 

350. Motor vehicle safety act amendments. Report from Committee on Inter- 
state and Foreign Commerce to accompany H.R. 10105. July 8, 1969. 23 p. 

351. Establishing Committee on House Restaurant. Report from Committee on 
Rules to accompany H. Res. 472. July 8, 1969. 1 p. 

352. Consideration of H.R. 4018. Report from Committee on Rules to accompany 
H. Res. 473. July 8, 1969. 1 p. 

353. Consideration of H.R. 8261. Report from Committee on Rules to accompany 
H. Res. 474. July 8, 1969. 1 p. 

354. Consideration of H.R. 10878. Report from Committee on Rules to accompany 
H. Res, 475. July 8, 1969. 

355. Consideration of H.R. 7491. Report from Committee on Rules to accompany 

H. Res. 476. July 8 ,1969. 1 p 

356. Second supplemental enh) 1969. Conference report to accompany 
H.R. 11400. July 8, 1969. 14 p. 

357. Amending act of Sept. 9, 1963. authorizing construction of entrance road 
at Great Smoky Mountains National Park in North Carolina, and for 
other purposes. Report from Committee on Interior and Insular Affairs 
to accompany H.R. 11609. July 8, 1969. 6 p. 

358. Authorizing Secretary of Interior to engage in feasibility investigations of 
certain water resources developments. Report from mateee on Interior 
and Insular Affais to accompany S. 574. July 9, 1969. 15 p 

359. Consenting to upper Niobrara River compact between Pa States of Wyoming 
and Nebraska. Report from Committee on Interior and Insular Affairs to 
accompany S. 38. July 9, 1969. 3 p. 

860. Increased educational assistance under VA education law. Report from 
Committee on Veterans’ Affairs to accompany H.R. 11959. July 10, 1969. 

361. Department of Interior and related agencies appropriations bill, 1970. 
Report from Committee on Appropriations to accompany H.R. 12781. 
July 10, 1969. 59 p. 

862. Prohibiting picketing in District of Columbia within 500 feet of any ge 
Report from Committee on District of Columbia to accompany H.R. 257. 
July 10, 1969. 6 p. 

363. Pensions for widows of retired D.C. policemen and firemen. Report from 
Sr og on District of Columbia to accompany H.R. 4183. July 10, 
1969 Pp. 

364. — retirement benefits for totally disabled D.C. policemen and firemen. 

Report from Committee on District of Columbia to accompany H.R. 4184. 
July 10, 1969. 3 p. 

865. Amend grandfather clause regarding locations of chanceries. Report from 
oo on District of Columbia to accompany H.R. 6947. July 10, 
1969. 6 p 

366. Exemptions from attachment and certain other process in case of persons 
not residing in District of Columbia. Report from Committee on District 
of Columbia to accompany H.R. 9548. July 10, 1969. 3 p. 

367. Amend act regulating practice of podiatry in D.C. Report from Committee 
on District of Columbia to accompany H.R. 9549. July 10, 1969. 5 p. 

868. Metropolitan Police Department Band. Report from Committee on District of 
Columbia to accompany H.R. 9551. July 10, 1969. 6 p 

869. Amending District of Columbia minimum wage act. a from Committee 
on District of Columbia to accompany H.R. 9553. July 10, 1969. 8 p. 

370. Amend statute of limitations in certain civil oattons, Report from Committee 
on District of Columbia to accompany H.R. 4181. July 10, 1969. 8 p. 

872. Authorizing additional congressional tag to Members of Congress. Report 
from Committee on District of Columbia to accompany H.R. 5967. July 11, 
1969. 3 p. 

373. Adoption of interstate compact on juveniles by District of Columbia. Report 
from Committee on District of Columbia to accompany H.R. 8868. July 11, 
1969. 9 p. 

375. Interest on certain installment loans in District of Columbia. Report from 
Committee on District of Columbia to accompany H.R. 255. July 11, 1969. 
8 p. 

376. Vacation work permits for minors in District of Columbia. Report from Com- 
mittee on District of Columbia to accompany H.R. 12671. July 11, 1969. 9 p. 

378, [pt. 1]. Council on Environmental Quality. Report from Committee on Mer- 
chant Marine and Fisheries to accompany H.R. 12549. July 11, 1969. 27 p. 
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SEPTEMBER 1969 


12186 3878, pt. 2. Council on Environmental Quality. Supplemental report from Com- 
pies Eg mame Marine and Fisheries to accompany H.R. 12549. 
uly 0p 

12187 379. Temporary emergency assistance to provide meals to needy children. Report 
from Committee on Education and Labor to accompany H.R. 11651. 
July 14, 1969. 16 p. 

12188 380. Canal Zone Government, cash relief. Report from Committee on Merchant 
Marine and Fisheries to accompany H.R. 7517. July 15, 1969. 8 p. 

12189 381. Consideration of H.R. 2. papatt from Committee on Rules to accompany 
H. Res. 483. July 15, 1969. 

12190 382. Endangered species. Report from Committee on ro Marine and 
Fisheries to accompany H.R. 11363. July 18, 1969. 34 
L.C. card 72—603174 

12191 383. Interest equalization tax extension act of 1969. Report from - es on 
Ways and Means to accompany H.R. 12829. July 21, 1969. 22 

12192 384. Departments of State, Justice, and Commerce, the po dg “and related 
agencies appropriation bill, fiscal year 1970. Report from Committee on 
Appropriations to accompany H.R. 12964. July 21, 1969. 45 p. 

12193 385. New directions for the 1970’s: Toward a strategy of inter-American develop- 
ment. Report by Subcommittee on Inter-American Affairs, Committee on 
a Affairs, House, pursuant to H. Res. 143; July 22, 1969. 1969. 
x+17 p. 

12194 386. Military construction authorization, fiscal year 1970. Report from Committee 
on Armed Services to accompany H.R. 123018. July 23, 1969. 104 p. 

12195 387. Bank holding companies. Report together with prevailing views, additional 
views, and individual views from Committee on Banking and Currency 
to accompany H.R. 6778. July 23, 1969.37 p. * Paper, 20c. 

12196 388. Designating Ventana Wilderness, Los Padres National Forest, in California. 
Report from Committee on Interior and Insular Affairs to accompany 
H.R. 3687. July a" — 5 p. 
L.C. card 75-603 

12197 391. Departments of nw and Health, Education, and Welfare, and related 
agencies appropriation bill, 1970. Report from Committee on Appropria- 
tions to accompany H.R. 13111. July 24, 1969. 61 p. 

12198 392. Act temporarily continuing interest equalization tax. Report from Com- 
mittee on Ways and Means to accompany H.R. 13079. a 24, 1969. 3 p. 

12199 393. Extension of surcharge withholding tax rates for 15 days. Report from 
Committee on Ways and Means to accompany H.R. 13080. July 24, 1969. 


4 p. 

12200 413, pt. 1. Tax reform act of 1969. Report of Committee on Ways and Means to 
accompany H.R. 13270, with separate and supplemental views; Aug. 2, 
1969. 1969. vi+226p. * Paper, $1.00. 

12201 413, pt. 2. Tax reform act of 1969. owe report of Committee on Ways 
and Means to accompany H.R. 13270; Aug. 4, 1969. 1969. v+[1]+143 p. 
* Paper, 60c. 


Agriculture Commitiee, House 
Washington, DC 20515 


[Committee hearings] serial, 91st Congress. 
12202 K. Honey research and promotion program, hearings before Subcommittee on 
Domestic Marketing and Consumer Relations, 91st Congress, 1st session, on 
H.R. 9655, H.R. 9948, H.R. 11049, and H.R, 11790, June 10 and 11, 1969. 
1969.iv+107 p. + @ Item 1010 
L.C, card 75-602865 Y 4.Ag 8/1: H 75/3/969 





Appropriations Committee, House 
Washington, DC 20515 


12203 Department of Defense appropriations for 1970, hearings before subcom- 
mittee, 91st Congress, 1st session. 
L.C, card 61-60926 
pt. 2. Operation and maintenance. 1969. ehh aie, “y p. ff 8 Item 1011 
Y 4.Ap 6/1: D 36/5/970/pt. 2 
12204 Public works appropriations for 1970 for water and power resources devel- 
opment and Atomic Energy Commission, hearings before subcommittee, 
91st Congress, Ist session. * @ Item 1011 
L.C. card 60—-61219 Y 4.Ap 6/1: P 96/14/970/pt. (nos. ) 
pt. 2. Civil functious, Department of Army, Atlantic-Pacific Interoceanic Canal 
Study Commission, Delaware River Basin Commission, National Water 
Commission, Panama Canal, Water Resources Council. 1969. ii+1255— 
2456+ xxii p. il. 
pt. 3. Alaska Power Administration, Bonneville Power Administration, Bureau of 
Reclamation, Federal Water Pollution Control Administration, South- 
eastern Power Administration, Southwestern Power Administration, 
Tennessee Valley Authority. 1969. 1i+1153-+-xiii p. il. 
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12208 


12209 


12210 


12214 


Page 


GovERNMENT PUBLICATIONS 


Armed Services Committee, House 
Washington, DC 20515 


[Papers], 91st Congress. @ Item 1012 Y 4.Ar 5/2a : 969-70/ (nos.) 


Notge.—These papers consist largely of hearings. te A are paged continuously 
for binding at the end of session of Congress under title “Hearings before Com- 
mittee on Armed Services of the House of Representatives on sundry legislation 
affecting the naval and military establishments.” Title page, contents, and index 
are issued for each volume. 


10. Inquiry into U.S.S. Pueblo and EC-121 plane incidents, hearings before Spe- 
cial Subcommittee on U.S.S. Pueblo, 91st Congress, 1st session, Mar. 4— 
Apr. 28, 1969. so cover title, 629-1170+vi p. * Paper, $2.25. 
L.C. card 72-602883 

11. Military construction authorization, fiscal year 1970, hearings before Sub- 
committee on Military Construction, 91st Congress, Ist session, pursuant 
to H.R. 12171, June 19-July 1, 1969. 1969. cover title, 1171-1617+ xiv 


Pic. ‘cara 72-602832 
12. Inquiry into U.S.S. Pueblo and EC—121 plane incidents, report of Special 
Subcommittee on U.S.S. Pueblo, 91st Congress, 1st session, July 28, 1969. 
1969. v-+ 1619-96 p. il. 
L.C. card 79—-602866 
Sinking of U.S.S. Guitarro (SSN 665), hearings before Armed Services 
Investigating Subcommittee, 91st Congress, 1st session, under authority 
of H. Res. 105, May 26-28, 1969. 1969. iii+254 p. ¢ @ Item 1012 
L.C. card 78-602977 Y 4.Ar 5/2: G 94/2 


Banking and Currency Committee, House 
Washington, DC 20515 


Investigation of increase in prime interest rate, rearings, 91st Congress, 
1st session, June 19-July 1, 1969. 1969. iv+379 p. il. ¢ @ Item 1013 
Y¥ 4.B 22/1: In 8/19 


National housing goals, hearings before Subcommittee on Housing, 91st 
Congress, 1st session, May 12-June 12, 1969, including model cities, 
May 12, 1969. 1969. v-+-607 p. il.4° ¢ @ Item 1013 
L.C. card 7T0-602842 Y 4.B 22/1: H 81/48 


District of Columbia Committee, House 
Washington, DC 20515 


Interest on installment loans, hearing before subcommittee no. 4, 91st Con- 
gress, Ist session, on H.R. 255, Apr. 29, 1969. iii+65 p. + @ Item 1014 
L.C. card 74-602838 Y 4.D 63/1: L 78/4/969 


Radiation control, hearing before Subcommittee 2, 91st Congress, Ist 
session, on H.R. 668, Apr. 28, 1969. 1969. iii+80 p. + @ Item 1014 
L.C. card 72-602840 Y 4.D 63/1: R11/2 


Education and Labor Committee, House 
Washington, DC 20515 


Comparison of State mining laws. [1969.] [2] p. oblong f° folded into large 
4° size. [Considered a companion piece to Coal mine health and safety, 
hearings.] f @ Item 1015 Y 4.Ed 8/1: C 63/4/add. 


National science research data processing and information retrieval sys- 
tem, hearings before General Subcommittee on Education, 91st Congress, 
1st session, on H.R. 8809, Apr. 29 and 30, 1969. 1969. iv+405 p. il. + 
@ Item 1015 
L.C. card 70-603231 Y 4.Ed 8/1: N 21 sc 


Situs picketing, hearings before Special Subcommittee on Labor, 91st 
Congress, 1st session, on H.R. 100, Apr. 22-29, 1969. 1969. v-+205 p. il. 
7 @ Item 1015 
L.C. card 77-602844 Y 4.Ed 8/1: P 58/2/969 
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12216 Youth camp safety survey, hearing before Select Subcommittee on Labor, 
91 Congress, 1st sessien, on H.R. 768, May 15, 1969. 1969. iii+48 p. 
+ @ Item 1015 
L.C. card 70-602837 Y¥ 4.Ed 8/1: Y 8/4 


Foreign Affairs Committee, House 
Washington, DC 20516 


12217 Diplomatic and strategic impact of multiple warhead missiles, hearings 
before Subcommittee on National Security Policy and Scientific Devel- 
opments, 91st Congress, 1st session, July 8-Aug. 5, 1969. 1969. v+-302 p. 
il. ¢ @ Item 1017 


L.C. card 70-603101 Y 4.F 76/1: M 69/2 
12218 Foreign assistance act of 1969, hearings, 91st Congress, 1st session, on H.R. 

11792. 

L.C. card 70-602763 

pt. 2. June 16-19, 1969. 1969. iv-+307-460 p. !l. * Paper, 65c. @ Item 1017 


Y 4.F 76/1: F 76/28/969/pt.2 


12219 Peace Corps act amendments of 1969, hearing, 91st Congress, 1st session, on 
H.R. 11089, July 24, 1969. 1969. iii+-42 p. ¢ @ Item 1017 
L.C. card 78-602985 Y 4.F 76/1: P 31/7/979 


12220 1.8. assistance to Central American regional organizations, briefing 
papers; [prepared by] Subcommittee on Inter-American Affairs, July 
1969. 1969. vi+43 p. il. pl. (Subcommittee print, 91st Congress, 1st 


session.) ¢ 
L.C. card 70-603109 Y4.F 76/1: C 33/2 


Government Operations Committee, House 
Washington, DC 20515 


12221 Environmental dangers of open-air testing of lethal chemicals, hearings 
before subcommittee, 91st Congress, Ist session, May 20 and 21, 1969. 


1969. v+260 p. il. * Paper, $1.00. @ Item 1016 
L.C. card 79-602988 Y4G 74/7: En8 


12222 Government procurement and contracting, hearings before subcommittee, 
91st Congress, Ist session, on H.R. 474. + @ Item 1016 
L.C. card 74-601751 Y 4.G 74/7: G 74/2/pt. (nos.) 
pt. 6. May 15-21, 1969. 1969. iv-+-1551-1750 p. 
pt. 7. May 22—28, 1969. 1969. v+-1751-—2020 p. 
pt. 8. July 17 and 18, 1969. 1969. iv-+ 2021-2375 p. 
pt. 9. June 19-27, 1969. iv-+2377-—2619 p. il. 1 pl. 

12223 Nation’s estuaries, San Francisco Bay and Delta, Calif., hearing before 
subcommittee, 91st Congress, Ist session, May 15, 1969. 1969. v+-251 p. il. 
+ @ Item1016 
L.C. card 78-603154 Y4.G 74/7: Es 8/3 


12224 Office of Economic Opportunity and Medical Foundation of Bellaire, Ohio, 
hearings before subcomittee, 91st Congress, 1st session, May 20-22, 1969. 
1969. v+275 p.il. + @ Item 1016 
L.C. card 77-602990 Y4G 74/7: Ec7 


12225 Transfering environmental evaluation functions to Environmental Quality 
Council, hearing before subcommittee, 91st Congress, 1st session, on H.R. 
11952, July 9, 1969. 1969. iii+-56p. * @ Item 1016 
L.C. card 76-603002 Y 4.G 74/7: En 8/2 


12226 U.S. aid operations in Latin America under Alliance for progress, hearings 
before subcommittee, 90th Congress, 2d session, Jan. 24—-Feb. 15, 1968. 
1969. xi+878 p.il. * Paper, $3.75. @ Item 1016 
L.C. card 72-603158 Y 4.G 74/7: L 34/968 


12227 Use of postal service for unsolicited advertisement of hard-core 
pornographic or otherwise obscene material, hearing before subcommit- 
tee, 91st Congress, 1st session, July 8, 1969. 1969. iii+41 p. ¢ @ Item 
1016 
L.C. card 75-603077 Y 4G 74/7: P 82 
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Interior and Insular Affairs Committee, House 
Washington, DC 20515 


[Committee hearings] 91st Congress. 


12228 2. Policies, programs, and activities of Department of Interior, hearings, 91st 
Congress, Ist session. ¢ @ Item 1023 
L.C. card 70—-602845 Y 4.In 8/14 : 91—2/pt.(nos.) 


pt. Feb. 18-25, 1969. 1969. vil+ 88 p. 

pt. Apr. 22—May 15, 1969. 1969. vii+146 p. il. 
pt. Apr. 14—June 12, 169, 1969. ix+ 270 p. il. 

pt. Apr. 17 [and] 21, 1969. 1969. vii-+ 9 p. il. 

pt. Mar. 25—May 1, 1969. 1969. vii+178 p. il. 
pt. 6. Mar. 19 [and] ‘Apr. 29, 1969. 1969. vil+ 68 p. 


12229 5. Point Reyes National Seashore, Calif., hearing before Subcommittee on National 
Parks and Recreation, 91st Congress, Ist session, on H.R. 3786 and related 
bills, May 13, 1969. iv-+-100 S Ff 

.C.' card 75-602979 ¥ 4.In 8/14: 91-5 


Sot D9 toe 


Internal Security Committee, House 
Washington, DC 20515 


Notr.—The name of the Un-American Activities Committee has been changed to 
the Internal Security Committee. 


12230 Subversive involvement in disruption of 1968 Democratic Party National 
Convention, hearings before Committee on Un-American Activities, 90th 
Congress, 2d session. 

L.C. card 78—-602524 
pt. 3. Dec. 4 and 5, 1968. iv+2689-2820+ vi p. ll. * Paper, 55c. @ Item 1026 
Y 4.Un 1/2: D 39/pt.3 


Interstate and Foreign Commerce Committee, House 
Washington, DC 20515 


[Committee hearing] serial, 91st Congress. ¢ @ Item 1019 
Y 4.In 8/4: 91—(nos.) 
12231 19. Railroad retirement supplemental annuities, 1969, hearing, 91st Congress, 
pat segtion, on H.R. 11607, H.R. 12216, and H.R. 12324, July 10, 1969. 1969. 
v 
L. at cand 72-602867 
12232 20. Hours of service act amendments of 1969, hearings, 91st Congress, Ist session, 
on H.R. 8449, H.R. 84, and H.R. 9515, June 24—July 9, 1969. 1969. vi+278 
il 


Ec. card 71-602968 

12233 21. Review of electronic products radiation hazards, hearing before Subcommittee 
on Public Health and Welfare, 91st Congress, Ist session; May 23, 1969. 
1969. iv +303 p. il. 
L.C. card 75-603105 


Judiciary Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 91st Congress. 
12234 3. Voting rights act extension, hearings before Subcommittee no. 5, 91st Congress, 
Ist session, on H.R. 4249, H.R. 5538, and similar proposals, May 14—July 1, 

1969. 1969. 111+458 p. +t @ Item 1020 
L.C. card 72—602989 Y 4.J 89/1: 91-3 


Merchant Marine and Fisheries Committee, House 
Washington, DC 20515 


{Committee hearings] serial, 91st Congress. ¢ @ — 1021 
4.M 53: 91-—(nos.) 
12235 5. National oceanographic program, 1969, hearings before Subcommitete on 


Oceanography, 91st Congress, 1st session, on report by Commission on 
Marine Science, Engineering and Resources entitled Our Nation and the 


sea. 
L.C. card 75-602881 
pt. 1. Jan. 27—June 3, 1969. 1969. vil+-511 p. 


12236 6. mi X12 quality, hearings before Subcommittee on Fisheries and Wild- 
life Conservation, 91st Congress, 1st session, on H.R. 6750 [and other] 
bills, May 7—June 27, 1969. 1969. vi+472 p. il. 
L.C. card 73-602843 
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12237 7. U.S. fishing fleet improvement act, hearings before Subcommittee on Fisheries 
and Wildlife Conservation, 91st Congress, 1st session, on H.R. 2359 [and] 
H.R. 4813, June 18, 19, 1969. 1969. iv-+-90 p. 
L.C. ecard 79-602831 

12238 8. Botulism outbreak in California, hearings before Subcommittee on Fisheries 
and Wildlife Conservation on recent outbreak of botulism in Tulare Lake 
Basin of California’s San Joaquin Valley, July 31, 1969. 1969. 111+ 33 p. il. 
L.C. card 71-602978 


Post Office and Civil Service Committee, House 
Washington, DC 20515 


[Committee hearings] serial, 91st Congress. ¢— @Item 1022 
Y 4.P 84/10 : 91-(nos.) 


12239 7. Posal labor relations and employee morale, hearings before Subcommittee 
on Postal Operations, 91st Congress, Ist session, Apr. 23—-May 22, 1969. 
1969. v+228+ A140 p. 
L.C. card 76—6028338 

12240 8. 1970 census and legislation related thereto, hearings before Subcommittee on 
Census and Statistics, 91st Congress, Ist session, pt. 1, Apr. 1—June 17 
1969. 1969. vi+ 1-435 p. il. 1 pl. r 
L.C. card 72—603001 

12241 9. 1970 census and legislation related thereto, hearings before Subcommittee 
on Census and Statistics, 91st Congress, 1st session, pt. 2, May 16-26 
1969. 1969. a) Sicoan Ve | Hearings held in Los Angeles and San Fran- 
cisco, Calif., and Vienna, Va.] 
L.C. card 72—603001 

12242 10. 1970 census and le islation related thereto, communications received from 
State and local governments, associations, universities, businesses and in- 
dustry, and the public, hearings before Subcommittee on Census and Sta- 
tistics, 91st Congress, Ist session, pt. 3. 1969. x+631-814 p. 
L.C. card 72—603001 

12243 11. Compensation in classified and postal salary systems, hearings before Subcom- 
mittee on Compensation, 91st Congress, Ist session on various bills related 
to comounenten in classified and postal salary systems, June 16—July 19, 
1969. vi+429 p. il. 1969. 
L.C. card 78-603091 


Ways and Means Committee, House 
Washington, DC 20515 


12244 Tax reform studies and proposals, Treasury Department, joint publication, 
Committee on Ways and Means, House, and Committee on Finance, 
Senate. 1969. (Committee print, 91st Congress, 1st session.) 
pt.4. Mar, 11, 1969. [393] p. il. [Includes Economie factors affecting level of 

domestic petroleum reserves, Dec. 27, 1968, with bibliography, prepared 
by Robert Byrne and Robert Karg, CONSAD Research Corporation, for 
Office of Tax Analysis, Treasury Department, contract TAS 68~-8.] 
* Paper, $1.50. @ Items 1028 and 1038 

L.C. ecard 76—-600717 Y¥ 4.W 36: T 19/42/pt.4 


SENATE 
Washington, DC 20510 


12245 Presidential vetoes, record of bills vetoed and action taken thereon by Sen- 
ate and House of Representatives, Ist Congress through 90th Congress, 
1789-1968, compiled by Senate Library. 1969. viii+252 p. * Paper, $1.00. 
@ Item 998 
L.C. card 70-602991 Y1.3: V 64/2/789-968 


Senate documents 


Nots.—All Senate documents, entries for which are followed by a ¢, may be 
obtained from the Senate Document Room or from the issuing office. 


Senate documents, 91st Congress. 

12246 23. Report on modification of land purchase plan for Oahe Dam and Reservoir, 
Missouri River, N. Dak., letter from chief of engineers, Army, submitting 
report; June 9, 1969. 1969. ix+36 p. il. 2 pl. 4° [Also issued in depart- 
mental edition and sent to depositories in that form. See entry no. 12548.] 

12247 29. Proposed amendment to 1970 budget. July 22, 1969.3 p. ¢ @ Item 996 
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Senate reports 


Notg.—For titles of bills which these reports accompany, see Congressional record 


index. 


Senate reports on public bills, 91st Congress. + Senate Document Room, 
Capitol. @ Item 1008-A 


240. 


242. 


287. 
288. 
289. 
290. 


291. 


292. 
293. 


296. 
297. 


299. 
300. 
319. 


320. 


$21. 


325. 


326. 


Commission to study bankruptcy laws of United States. Report from Com- 
mittee on Judiciary to accompany S.J. Res. 88. June 18, 1969. 6 p. 

Amending act entitled Act to incorporate National Education Association of 
United States. Report wy Committee on the Judiciary to accompany 
H.R, 4600. June 18, 1969. 4 


. Authorizing eee Folat Ca thr Atomic Energy Commission for fiscal year 


1970. Repo oint —— on Atomic Hnergy to accompany S. 2414; 


June 18, Toe. 1969. t 


8 p. 
. Authorizin pt Fe a funds for Padre Island National Seashore in 


State of Texas, and for other purposes. Report from Committee on Interior 
and Insular Affairs to accompany H.R. 11069, June 19, 1969. 4 p. 


. Fiscal 1970 food stamp authorization. ‘Report from Committee = Agricul- 


ture and Forestry to —- any S.J. Res. 126. June 20, 1969. 


. Continuing appro a 970. Report et Committee on Teceinetibtns 


to accompan 90 June 25, 1969 


. Department o jo X.. and related a mates appropriation bill, 1970. 
11612. 


eport from pgm on Appropriations to accompany H.R. 
June 25, 1969. 5. 

Strengthening Distr ct of Columbia Bail A pee act. Re pest | from Committee 
on District of Columbia to accompany 8. uly 3,1 4p. 

Prohibiting business of debt adjustin ng in in Pe ey of Sgombie. Report from 
District of Columbia to accompany 3, 1969. 4 

National Capital transportation act Ay tr rt from Committee on 
District of Columbia to accompany S. 2185. July % » 1969. 16 p. 

Authorizing Sp eA eel for fiscal year 1970 for military procurement, 
research an a. and for construction of missile test facilities at 
Kwajalein Missile nge, and reserve component strength. Report togther 
with minority and supplemental May from Committee on Armed Services 
to accompany 8. 2546. uly 3, 1969. 70 p. 

Regional economic development legislation. Extension and revision of Appa- 
lachian regional a act of 1965, as amended, and of titles 1-5 of 
Public works and ec ic devel t act of f 1965, as mone. Report of 
Committee on Public Works to accompany S. 1072. 1969. 1i+ 87 p. 

Food stamp pocepees. Report together with individual views = Committee 
on Agriculture and Forestry to yoyo! 8S. 2547. July 7, 1969. 30 p. 

Joint labor-management trust funds for scholarships and child care centers. 
= ort from Committee on Labor and Public Welfare to accompany S. 2068. 


uly 17, 1969. 5 p. 





> Protesting rights bs American 060. 5 Report from Committee on Judiciary 


to accompany 8. 2173. July 8, 1 


. Relating to age limits in connection with appointments to U.S. Park Police. 


Report from Committee on Interior and Insular Affairs to accompany 
S. 1686. July 9, 1969. 4 p. 

National environmental policy act of 1969. Report from Committee o In- 
terior and Insular Affairs to accompany 8. 1075. July 9, 1969. 48 

Authorizing Secretary of Interior to convey to Tennessee certain “lands 
within Great Smoky Mountains National Park and certain lands com- 
prising Gatlinburg Spur of Foothills Parkway, and for other purposes. 
Report from Comenntese on Interior and Insular Affairs to accompany H.R. 
2785. July 10, 1969. 4 

American Revolution Bicentennial Commission. Report from Committee on 
Judiciary to accompany S. 2462. July 10, 1969. 3 p. 

National yg Week. Report from Committee on Judiciary to accompany 
S.J. Res. 85. July 10, 1969. 2 p. 

U.S. Diplomatic ourier Service commemorative medals. Report from Com- 
mittee on Banking and Currency to accompany H.R. 7215. July 14, 1969. 


3 

Promotion of health and safety in building trades and construction industry. 
Report from Committee on Labor and Public Welfare to accompany H.R. 
10946. July 15, 1969. id 

Act temporarily continuing surcharge and excises, repealing investment 
eredit, etc. agate from Committee on Finance to accompany H.R. 12290. 


July 17, 1969. 45 p. 

Revision and codifiration {of Statutes of United States]. Report of Com- 
mittee on Judiciary, Senate, made by its Subcommittee on Revision and 
Codification, pursuant to S. Res. 244, 90th Congress, 2d session; July 18, 
1969. 1969. ii+2 p. 

Antitrust and monopoly activities, 1968. Report of Committee on Judiciary, 
Senate, together with minority views, made by its Subcommittee on Anti- 
trust and Monopoly, Prete i to 8S. Res. ae 90th Congress, 2d session 
(as extended) ; July 18, 1969. 1969. 1i+12 


. John F. Kennedy Center. Report from Committee on Public Works to ac- 


company H.R. 11249. 9 p. 
Hydroelectric power development at Tocks Island dam, Delaware River 
basin. Report together with individual views from Committee on Public 


Works to accompany 8S. 2678. July 22, 1969. 14 p. 
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12275 329. Authorizing printing of additional copies of Senate hearings on Utility 
consumers’ counsel act of 1969. Report from Committee on Rules and 
Administration to accompany S. Res. 215. July 23, 1969. 2 p 

12276 330. Authorizing printing for use of Committee on Government Operations of ad- 
ditional copies of pt. 18 of its hearings entitled Riots, civil and criminal 
disorders. Report from Committee on Rules and Administration to ac- 
company S. Res. 218. July 23, 1969. 2 p. 

12277 331. Authorizing printing for use of Committee on Government Operations of 
additional copies of pt. 17 of its hearings entitled Riots, civil and criminal 
disorders. Report from Committee on Rules and Administration to ac- 
company 8. Res. 219. July 23, 1969. 2 p. 

12278 332. Authorizing printing of additional copies of hearings entitled Subversive in- 
fluences in riots, looting, and burning. Report from Committee on Rules 
and Administration to accompany H. Con. Res. 208. July 23, 1969. 2 p. 

12279 833. Authorizing printing of additional copies of committee print Analysis and 
evaluation of public expenditures, PPB system, Report from Committee 
oan and Administration to accompany H. Con. Res. 209. July 23, 

9. 2 p. 

12280 335. Adjusting legislative jurisdiction over lands, Ethan Allen and Underhill, Vt. 

Po map from Committee on Armed Services to accompany S. 59. July 24, 
9. 6 p. 

12281 351. Amending Federal water pollution control act, as amended, and for other 
purposes. Report of Committee on Public Works to accompany S. 7; 
Aug. 7, 1969. 1969. ili+ 120 p. 


Aging, Special Committee on, Senate 
Washington, DC 20510 


12282 Availability and usefulness of Federal programs and services to elderly 
Mexican-Americans, hearings, 90th Congress, 2d session. @ Item 1009 
L.C. card 71-602994 Y 4.Ag 4: M 57/pt. (nos.) 
pt. 1. Los Angeles, Calif., Dec. 17, 1968. 1969. iv+107 p. * Paper, 45c. 
pt. 2. El Paso, Tex., Dec. 18, 1968. 1969. fii+ 109-217 p. * Paper, 50c. 
pt. 3. San Antonio, Tex., Dec. 19, 1968. 1969. iv-+219-329 p. fl. * Paper, 50c. 
Availability and usefulness of Federal programs and services to elderly 
Mexican-Americans, hearings, 91st Congress, 1st session. 
pt. 4. Washington, D.C., Jan, 14-15, 1969. 1969. iv+331-495 p. * Paper, 65c. 


Agriculture and Forestry Committee, Senate 
Washington, DC 20510 


12283 Tulelake area durum wheat acreage allotments, hearing before Subcom- 
mittee on Agricultural Production, Marketing, and Stabilization of 
Prices, 91st Congress, Ist session, on S. 858, July 24, 1969. 1969. iii+-35 p. 
+ @ Item 1032 
L.C. card 74-602992 Y 4.Ag 8/2: T 82 


12284 Uniform standards and procedures for certifying seed, hearing before Sub- 
committee on Agricultural Research and General Legislation, 91st Con- 
gress, Ist session, on S. 1836, July 17, 1969. 1969. iii+30 p. + @ Item 
1032 
L.C. card 71-602880 Y 4 Ag 8/2: Se 3/3 


Appropriations Committee, Senate 
Washington, DC 20510 


12285 Independent offices and Department of Housing and Urban Development 
appropriations for fiscal year 1970, hearings before subcommittee, 91st 
Congress, 1st session, on H.R. 12307. + @ Item 1033 
L.C. card 77-603151 Y 4.Ap 6/2: In 2/970/pt.1 


[pt.1.] [Appalachian ~~ Commission, a regional development 
programs (funds appropriated to President), Civil Defense, Department 
of Defense, Civil Service Commission, Commission on Executive, Legis- 
lative, and Judicial Salaries, disaster relief (funds seeerer tates to 
President), emergency health and welfare activities, DHEW, Federal 
Communications Commission, Federal Home Loan Bank Board, Federal 
Power Commission, Federal Trade Commission, General Services Ad- 
ministration, National Aeronautics and Space Administration, National 
Aeronautics and Space Council, National Science Foundation, Office of 
Emergency Preparedness, Office of Science and Technology, Renegotia- 
tion Board, Securities and Exchange Commission, Selective Service 
System, Veterans Administration, testimony of Members of Congress, 
other interested individuals and organizations.] 1969. 11+1098+xxxi 
p. il 
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Armed Services Committee, Senate 
Washington, DC 20510 


12286 Nominations of Fox, Schedler, and Lindjord, hearing, 91st Congress, 1st 
session, on J. Ronald Fox to be Assistant Secretary of Army (installa- 
tions and logistics), Spencer J. Schedler to be Assistant Secretary of 
Air Force (financial management), Haakon Lindjord to be Assistant 
director of Office of Emergency Preparedness, June 19, 1969. 1969. iii+-18 
p. + @ Item 1034 
L.C. card 76-602868 Y¥4Ar5/3: F83 


Banking and Currency Committee, Senate 
Washington, DC 20510 


12287 Cargo preference provision of Export expansion and regulation act, hear- 
ing, 91st Congress, 1st session, July 10, 1969. 1969. iv+128 p. + @ Item 
1035 


L.C. card 77-602836 Y 4.B 22/3: C19 


12288 Federal Government’s disaster loan programs, hearing before Subcom- 
mittee on Small Business, 91st Congress, Ist session, on programs of 
Small Business Administration, Office of Defense Preparedness, and 
Department of Agriculture, Feb . 6, 1969. 1969. iii+73 p. il. + @ Item 
1035 
L.C. card 74-602984 Y 4.B 22/3: D 63/7 


Commerce Committee, Senate 
Washington, DC 20510 


[Committee hearings] serial, 91st Congress. + @ Item 1041 
Y 4.C 73/2: 91—(nos.) 
12289 9. Maritime appropriation authorization, hearing before Merchant Marine Sub- 
coupenstees, 9ist Congress, ist session, on S. 1283, May 14, 1969. 1969. 
Dp. 
L.C. card 75-602830 
12290 10. Endangered species, hearings before Subcommittee on Energy, Natural Re- 
sources, and Environment, 91st Congress, 1st session, on 8S. 335, S. 671, 
and 8. 1280, nog 56-0, 1969. 1969. vi+ 222 p. il. 


L.C. card 70—60 
12291 11. Toy safety act of 1969, hearing before Cnosumer Subcommittee, 91st Congress, 
st session, on S. 1590 and S. 1689, Apr. 16, 1969. 1969. 1ii+69 p. il. 


L.C. card 76—603108 
12292 12. Coast Guard appropriations authorization, heoging, before Merchant Marine 
Subcommittee, 91st Congress, 1st session, on S. 1284 and H.R. 4153, May 9, 


1969. 1969. 1114-42 p. 
L.C. card 70-60298 


Finance Committee, Senate 
Washington, DC 20510 


12293 Canadian automobile agreement, 3d annual report of the President to Con- 
gress on operation of Automotive products trade act of 1965; July 17, 
1969. 1969. v+46 p. (Committee print, 91st Congress, Ist session.) 
* Paper, 25c. Y 4.F 49: C 16/8/969 


12294 Nomination of Carl J. Gilbert to be Special Representative for Trade 
Negotiations, hearing, 91st Congress, ist session, June 25, 1969. 1969. 
iii+44p. ¢ @ Item 1038 
L.C. card 73-602835 Y4.F 49: G37 


12295 Summary of H.R. 13270, Tax reform act of 1969, as passed by House of 
Representatives; prepared by Staffs of Joint Committee on Internal 
Revenue Taxation and Committee on Finance, Aug. 18, 1969. 1969. 
v+114 p. (Committee print, 91st Congress, Ist session.) * Paper, 55c. 
@ Item 1088 
L.C. card 79-603106 Y 4.F 49: T 19/25 

12296 Survivor benefits and insurance, hearing before Subcommittee on Vet- 
erans’ Legislation, 91st Congress, 1st session, on S. 1471 [and other bills], 
July 10, 1969. 1969.iv+111p. ¢ @ Item 1038 
L.C. card 78-602993 Y4.F 49: Su 7/3 
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12297 Tax reform studies and proposals, Treasury Department, joint publication. 
See Ways and Means Committee, House. 


Foreign Relations Commitées, Senate 
Washington, DC 205 


12298 Psychological aspects of foreign policy: hearings, 91st Congress, 1st session, 
June 5-20, 1969. 1969. iii+138 p. ¢ @ Item 1039 
L.C. card 79-602882 Y 4.F 76/2: P 95 


12299 United States military policies and programs in Latin America, hearings 
before Subcommittee on Western Hemisphere Affairs, 91st Congress, 1st 
session, June 24 and July 8, 1969. 1969. iii+89 p. + @ Item 1039 
L.C. card 78-602871 Y 4.F 76/2: L 34/7 


Government ,2perations Committec, Senate 
Washington, DC 


12300 Riots, civil and criminal disorders, hearings before Permanent Subcom- 
mittee on Investigations, 9ist Congress, Ist session, pursuant to S. Res. 
26, 91st Congress. @ Item 1037 
L.C. card 68-60271 Y 4.G 74/6: R 47/pt. (nos. ) 
pt. 17. May 27 and 28, 1969. 1969. iv+3119-—3304 p. il. * Paper, 75c. 
pt. 18. June 16 and 17, 1969. 1969. vi+ 3305-3720 p. il. 1 pl. * Paper, $1.75. 
12301 Utility consumers’ counsel act of 1969, hearings before Subcommittee on 
Intergovernmental Relations, 91st Congress, 1st session, on S. 607. 
pt. 5. a 12-15. 1969. 1969. iv+1161-1388 p. il. * Paper, $1.00. @ Item 


L.C. card 78—600877 Y 4.G 74/6: Ut 3/2/pt.5 


Interior and Insular Affairs Committee, Senate 
Washington, DC 20519 


12302 Florissant Fossil Beds National Monument, hearing before Subcommittee 
on Parks and Recreation, 91st Congress, 1st session on 8. 912, May 29, 
1969, Colorado Springs, Colo. 1969. vii+121 p. il. ¢ @ Item 1040 
L.C. card 70-602834 Y 4.In 8/18 : F 66/2 


12303 Golden eagle program, hearings before Subcommittee on Parks and Recrea- 
tion, 91st Congress, 1st session, on 8S. 2315, S. 2331, and S. 2197, July 17 
and 18, 1969. 1969.iv+77 p. + @ Item 1040 
L.C. ecard 70-602980 Y 4.In 8/13: G 56/7 


12304 National mining and minerals policy, hearing before Subcommittee on 
Minerals, Materials, and Fuels, 91st Congress, Ist session, on S. 719, 
July 9, 1969. 1969. v+155p.il. + @ Item 1040 
L.C. card 78-603103 Y 4.In 8/13 : M 66/33 


12305 Santa Barbara oil spill, hearings before Subcommittee on Minerals, Ma- 
terials, and Fuels, 91st Congress, 1st session, on S. 1219, May 19 and 20, 
1969. 1969. iv-+186 p.il. + @ Item 1040 
L.C. card 77-602982 Y 4.In 8/13: Sa 5b 


Judiciary Committee, Senate 
Washington, DC 20510 


12306 Aircraft crash litigation, hearings before Subcommittee on Improvements 
in Judicial Machinery, 91st Congress, 1st session, on S. 961. 
L.C. card 70-600343 
pt. 2. Mar. 18, 1969. 1969. li11+199-320 p. +t @ Item 1042 
Y 4.J 89/2 : Ai 7/pt.2 
12307 Credit industry, hearings before Subcommittee on Antitrust and Monopoly, 
90th Congress, 2d session, pursuant to S. Res. 233; Dec. 10 and 11, 1968. 
1969. iii+250 p. + @ Item 1042 
L.C. card 71-603092 Y 4.3 89/2: C 86/9 
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12313 
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2314 


12315 


12316 


12317 


12318 


Page 


GOVERNMENT PUBLICATIONS 


Federal judges and courts, hearings before Subcommittee on Improve- 
ments in Judicial Machinery, 91st Congress, Ist session, on S. 952 [and 
other bills], Apr. 15-May 7, 1969. 1969. vi+-727 p. il. * @ Item 1042 
L.C. card 79-603094 Y 4.J 89/2: J 89/19 


Nomination of Roger Robb, hearing before subcommittee, 91st Congress, 
lst session, on nomination of Roger Robb of District of Columbia, to be 
U.S. circuit judge for District of Columbia, May 2, 1969. 1969. ii+9 p. 
+ @ Item 1042 
L.C. card 73-602981 Y 4.J 89/2: R53 


Labor and Public Welfare Committee, Senate 
Washington, DC 20510 


Coal mine health and safety, hearings before Subcommittee on Labor, 91st 
Congress, 1st session, on S. 355 [and other bills]. 
pt. 3. Feb. 27-May 2, 1969. 1969. v+1015-1535+-A129 p. il. =f @ Item 1043 
L.C. card 70-601935 Y 4.L.11/2: C 63/2/pt.3 
Emergency student loan act of 1969, hearing before Subcommittee on Edu- 
cation, 91st Congress, Ist session, on S. 2422 [and] S. 2721, Aug. 7, 1969. 
1969. v+58p.il. ¢ @ Item 1043 
L.C. card 75-603093 Y¥4.L11/2: St9/4 
National Science Foundation authorization, 1970, hearing before Special 
Subcommittee on National Science Foundation, 91st Congress, 1st ses- 
sion, on 8. 1856 [and] 8S. 1857, May 7, 1969. 1969. iv+189 p.il. = @ Item 
1043 
L.C. ecard 71-602592 ¥ 4.L11/2: N 21 se/2/970 


Nomination, hearing, 91st Congress, Ist session, on Hubert B. Heffner of 
California, to be Deputy Director of Office of Science and Technology, 
July 9, 1969. 1969. ii+9 p. + @ Item 1043 
L.C. card 71-603155 Y¥4.L11/2:H36 


Nomination, hearing, 91st Congress, Ist session on Roger O. Egeberg to be 
Assistant Secretary of Health, Education, and Welfare; July 9, 1969. 
1969. ii+56 p. + @ Item 1043 
L.C. card 70-603097 Y¥4.L 11/2: N 72/5/969-12 


Nomination, hearing, 91st Congress, 1st session, on William David Mc- 


Elroy, of Maryland, to be Director of National Science Foundation ; 
July 9, 1969. 1969.ii+-10 p. ¢ @ Item 1043 
L.C. card 73-—603098 ¥4.L 11/2: N 72/5/969-13 


Nutrition and Human Needs, Select Commitics on, Senate 
Washington, DC 20510 


Note.—The Select Committee on Nutrition and Human Needs was established 
as a select committee of the Senate by S. Res. 281 of the 90th Congress, 2d session, 
which was considered, amended, and agreed to July 30, 1968. 

Nutrition and human needs, hearings, 90th Congress, 2d session, and 91st 


Congress, 1st session. 

pt. 8. Nixon administration program, May 7, 1969. 1969. iv+2437-2718 P. 
* Paper, $1.25. @ Item 1009 
L.C. card 76-600776 Y¥ 4.N 95: N 95/pt.8 


Post Office and Civil Service Committee, Senate 
Washington, DC 20510 


Retirement, hearings before Subcommittee on Retirement, 91st Congress, 
1st session, on 8. 2326, July 10 and 11, 1969. 1969. iv+126p.il. + @ Item 
1044 
L.C. card 74-602870 ¥ 4.P 84/11: R31/16/969 


Supergrades, hearings before Subcommittee on Civil Service, 91st Congress, 
ist session, on S. 2326. July 10 and 11, 1969. 1969. iv+-126 p. il. 7 
@ Item 1044 
L.C. card 74-602870 Y¥ 4.P 84/11: Su 7/2/969 


*For Sale by Superintendent of Documents 
?Distribution Made by Issuing Office 
32 tOfficial Use. Not Available 


prove- 
. [and 
042 

89/19 


gress, 
to be 
+9 p. 


:R53 


r, 9ist 


n 1043 
2/pt.3 


1 Edu- 
, 1969. 
St 9/4 
special 
st ses- 


» Item 
(2/970 


ner of 
ology, 


:H36 


r to be 
1969. 


G9-12 


d Me- 
ation ; 


969-13 


blished 
session, 


d 91st 


718 P. 
95/pt.8 


ngress, 
» Item 


16/969 


ogress, 
™» FF 


/2/969 


SerremBer 1969 


Public Works Committee, Senate 
Washington, DC 


[Committee publication] serial, 91st Congress. + @ Item 1045 
Y 4.P 96/10: 91-—(nos.) 


12319 2. Water pollution, 1969, hearings before Subcommittee on Air and Water Pollu- 
tion, 91st Congress, ist session, on S. 7 and S. 544. 
pt. 4. Appendix. Feb. 27-—June 4, 1969. 1969. vii-+919-—1584 p. Il. 

.C. card 72—601259 

12320 12. Nomination of Aubrey J. Wagner to be Member of Board of Directors, Ten- 
sesese 48 p. Authority, hearing, 91st Congress, 1st session, May 21, 1969. 
L.C. card 77-603099 

12321 14. Highway beautification, peastans Subcommittee on Roads, 91st Congress, ist 
session, on S. 561 and 8. 442, June 17 and 18, 1969. 1969. fi +106 p. 
L.C. card 72-608095 

12322 15. Nomination of Orville H. Lerch for alternate Federal cochairman, Appa- 
lachian Regional Commission, hearing, 91st Congress, 1st session, on 
nomination of Orville H. Lerch for alternate Federal cochairman, Appa- 
lachian Regional Commission, July 15, 1969. 1969. 1i+4 p. 
L.C. card 78—-602839 

12323 17. John F. Kennedy Center, hearing before Subcommittee on Public Buildings and 
fiw. 91st Congress, Ist session, on H.R. 11249, July 14, 1969. 1969. 
L.C. eatd 76603096 


CONSUMER AND MARKETING es Agriculture Dept. 
Washington, DC 20250 


C&MS (series). ¢ A 88.40/2: (nos. ) 
12324 14. Fresh fruit and vegetable seiomen’* by commodities, States, months, calendar 
ear 1968. July 1969. 4° (C&MS-14 (1968) ; Fruit and ‘Vegetable 


ivision, Market News Brakch’) 
L.C. card 57-60682 
12325 52. Codex Alimentarius Commission, international standards for food products, 
who speaks for U.S.? [Revised July 1969.] [1969.] [6] p. narrow 8® 
12326 67. Jimmy has more fun, [1969.] [12] p. il. oblong 16° [Issued in comic book 
form.] @ Item 19-A 
12327 Cotton varieties planted, 1965-69. July 1969. cover title, 28 p. il. 4° (Cotton 
Division.) [Table of contents on p. 2 of cover.] + Consumer and Mar- 
keting Service, Market News Section, Cotton Division, P.O. Box 17723, 
Memphis, TN 38117 A 88.11/13 : 965-69 


12328 Manual of meat inspection procedures, Change 6. Mar. 7, 1969. [82] p. 
(Consumer Protection Programs.) * Paper, $9.25 (including basic 
manual and supplementary material for an indefinite period); $3.25 
additional for foreign mailing. @ Item 24-P A 88.6/4: M 46/968/ch.6 


12329 Regulations governing inspection and certification of processed fruits and 
vegetables and related products, effective July 13, 1969. [1969.] [2]+14 
xa & A 88.6 : F 94/969 


12330 [This entry number not used.] 


12331 United States standards for grades of frozen okra, effective Aug. 20, 1969. 
3d issue. [1969.] [2]+5p.il.4° [Published in Federal Register June 21, 
1969. Supersedes standards which have been in effect since Mar. 16, 
1959.] 7+ A 88.6/2 : Ok 6/2 


COPYRIGHT OFFICE, Library of Congress 
Washington, DC 20540 


Bulletin. 
12332 14. Copyright law of United States of America (revised to July 1, 1969). 1969. 
iv 3p. * Paper, 45c. @ Item 790 
L.C, ecard 12-35200 LC 3.3 : 14/969 
Circulars. + @ Item 802-A LC 3.4/2 : (nos. ) 


12333 22. How to investigate copyright status of work. [June 1969. J M4 +7 p. 
12334 38. International copyright protection. [June 1969.) [2]+7 
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12340 


12341 


12342 
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Page 


GovERNMENT PUBLICATIONS 


DEFENSE DEPARTMENT 
Washington, DC 20301 


Annual historical summary: Defense Construction Supply Center, Colum- 
bus, Ohio, July 1, 1966—June 30, 1967. [1969.] cover title, [134] p. il. 4° 
(RCSDD-DSA (A)216(L) ; Defense Supply Agency.) tf 
L.C. card 75-602002 D 7.1/9 : 966-67 

——- Defense Construction Supply Center, Columbus, Ohio, July 1, 1967- 
June 30, 1968. [1969.] cover title, [162] p. il. 4° (RCS DD-—DSA (A)216 
(L); Defense Supply Agency.) [Issued in looseleaf form.] tf 
L.C. card 75-602002 D 7.1/9 : 967-68 

—— Defense Contract Administration Services, Atlanta Region, fiscal year 
1968. [1969.] cover title, iv+63 p. 4° (RCS: DD-DSA (A)216(L); 
Defense Supply Agency.) ft 
L.C. card 76-603116 D 7.1/4: At 6/967-68 


38 —— Defense Contract Administration Services Region, Boston, Mass., 


July 1, 1967-June 30, 1968. [1969.] [4] leaves+63+xx p. il. 4° (RCS: 
DD-DSA (A)216(L) ; Defense Supply Agency.) [Some pages are issued 
as leaves.] ft 

L.C. card 70-603117 D 7.1/4: B 65/967-68 


Defense Contract Administration Services Region, Chicago, July 1, 
1966—June 30, 1967 [with bibliography]. [1969.] cover title, 70 leaves 8 pl. 
4° (RCS: DD-DSA (A)216(L); Defense Supply Agency.) tf 

L.C. card 75-602518 D 7.1/4: C 43/966-67 


—— Defense Contract Administration Services Region, Chicago, July 1, 
1967—June 30, 1968. [1969.] cover title, ii+57 leaves [9] pl. 4° (RCS: 
DD-DSA (A)216(L) ; Defense Supply Agency.) f 
L.C. ecard 72-603115 D 7.1/4: C 43/967-68 


—— Defense Contract Administration Services Region, Dallas, July 1, 
1967-—June 30, 1968; by Historian, DCASR. Sept. 1968. [6]+51 leaves 4° 
(RCS: DD-DSA (A)216(L); Defense Supply Agency.) f 
L.C. card 73-603118 D 7.1/4: D 16/967-68 


Defense Contract Administration Services Region, Los Angeles, July 1, 
1967-June 30, 1968. [1969.] cover title, [1]+100 p. 4° (RCS: DD- 
DSA (A)216(L) ; Defense Supply Agency.) f 

L.C. card 71-603120 D 7.1/4: L 89/967-68 








3 ——— Defense Contract Administration Services Region, Philadelphia, Pa., 


July 1, 1967-June 30, 1968; prepared by Office of Planning and Man- 
agement Control Division. [1969.] [3]+100 leaves il. 4° (RCS: DD- 
DSA (A)216(L); Defense Supply Agency.) tf D 7.1/4: P 53/967-68 


—— Defense Contract Administration Services Region, St. Louis, July 1, 
1967—June 30, 1968. [1969.] cover title, 38 p.+[9] leaves, il. 4° (RCS: 
DD-DSA (A)216(L); Defense Supply Agency.) [Some pages issued as 
leaves.] tf 
L.C. card Sa 2/967-68 D 7.1/4: Sa 2 1/967-68 


5 —_— Defense Contract Administration Services Region, San Francisco, 


July 1, 1967-—June 30, 1968. [1969.] cover title, [84] p. il. 4" (RCS: 
DD-DSA (A)216(L) ; Defense Supply Agency.) tf 
L.C. card 71-602001 D 7.1/4: Sa 5 £/967-68 


——— Defense Depot Memphis, Memphis, Tenn., July 1, 1966—June 30, 1967. 
(1968.] cover title, iv-+40+[14] leaves, 4° (RCS: DD-DSA 
(A)216(L).) t 
L.C. card 79-602519 D 7.1/7: M 51/966-67 


— Defense Depot Tracy, Defense Supply Agency, Tracy, Calif., July 1, 
1966—June 30, 1967. Sept. 1967. iv+62 p. il. 4" (RCS: DD-DSA (A) 
216(L).) tf 

L.C. card 77-601993 D 7.1/7 : T 67/966-67 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing Office 
34 tOfficial Use. Not Available 


Colum- 
». il, 4° 


966-67 
, 1967- 
(A)216 
967-68 
al year 
16(L) ; 
967-68 
Mass., 
(RCS: 
issued 
967-68 
July 1, 
es 8 pl. 
‘966-67 
July 1, 
(RCS 

967-68 
luly 1, 
aves 4° 
967-68 
July 1, 
: DD- 
967-68 
a, Pa., 
| Man- 


: DD- 
967-68 


July 1, 
(RCS: 
ued as 
967-68 


nciseco, 
(RCS 


967-68 


, 1967. 
)-DSA 


966-67 


July 1, 
A (A) 


966-67 


12348 


12349 


12350 


12354 


12355 


12357 


12358 


12360 


12361 


12362 


12363 


12264 


SEPTEMBER 1969 


—— Defense Depot Tracy, Defense Supply Agency, Tracy, Calif., July 1, 
1967—June 30, 1968. Sept. 1968. iv+47 p. il. 4° (RCS: DD-DSA (A) 
216(L).) ft 
L.C. card 77-601993 D 7.1/7: T 67/967-68 


—— Defense Electronics Supply Center, July 1, 1967—June 30, 1968. [1969.] 
vi+133 p. il. 4° (RCS: DD-DSA_ (A)216(L); Defense Supply 
Agency.) tf 
L.C. card 79—-602003 D 7.1/5 : 967--68 

Defense Supply Agency manual DSAM (series). {~ @ Item 314-A 

D 7.6/8: (nos.) 
4140.3. Materiel management manual. we 1, 1969.] cover title, [128] p. il. 
4° [Supersedes DSAM 4140.3, Oct. 1963 Fa changes 1—20.] 
4145.1. See Army Department, Technical manu: il 743— 
5020.1. Correspondence, Change 5. July 3, 1969. (44) = fl, 40 [Issued in loose- 
leaf form.] 

Defense supply procurement regulation, July 1969. [1969.] cover title, 
[160] p. 4° (Defense Supply Agency; DSAR 4105.1) [Issued in loose- 
leaf form. Supersedes DSAR 4105.1, June 1966 and interim revisions 
1-14.] * Paper, $1.50. @ Item 303 D 7.6/5 : 969 


DoD ammunition and explosives safety standards [with list of references]. 
Mar. 1969. cover title, [58] p. il. 4° (DoD 4145.27M; Office of Assistant 
Secretary of Defense (Installations & Logistics).) [Issued with perfora- 
tions.] ~ @ Item 314-A D 7.6/4: Am 6/2 


Federal item identification guides: Antenna. July 18, 1969. cover title, 
[50] p. il. 4° (FIIG AO74; Defense Supply Agency, Defense Logistics 
Services Center, Battle Creek, Mich.) [Issued with perforations.] 
* Paper, 65c. @ Item 314-A D 7.6/4: An8 


—— [Cabinets and racks], Change 1; July 25, 1969. [1969.] [57] p. il. 4° 
(FIIG AO55; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 60c. @ Item 
314-A D 7.6/4: C 11/ch.1 


—— Connector, electrical. July 25, 1969. cover title, [185] p. il. 4° (FIIG 
A039; Defense Supply Agency, Defense Logistics Services Center, Battle 
Creek, Mich.) [Issued in looseleaf form.] * Paper, $1.75. @ Item 
314-A D 7.6/4: C 76/3 

—— Furnaces and space heaters, May 26, 1967, Change 2; July 25, 1969. 
[1969.] [8] p. 4° (FIIG AO13; Defense Supply Agency, Defense Logis- 
tics Service Center, Battle Creek, Mich.) [Issued with perforations. ] 
* Paper, 10c. @ Item 314-A D 7.6/4: F 98/ch.2 


9 —— Jacks and plugs, Apr. 25, 1969, Change 1; July 25, 1969. [1969.] [32] 


p. il. 4° (FIIG AOQ34; Defense Supply Agency, Defense Logistics Serv- 
ices Center, Battle Creek, Mich.) [Issued with perforations.] * Paper, 
30c. @ Item 314-A D 7.6/4: J 13/ch.1 


—— Washers, June 23, 1967, Change 1; July 25, 1969. [1969.] [36] p. il. 4° 
(F1LIG AO22; Defense Supply Agency, Defense Logistics Services Center, 
Battle Creek, Mich.) [Issued with perforations.] * Paper, 35c. @ Item 
314-A D 7.6/4: W 27/ch.1 


Industrial security manual for safeguarding classified information, Change 
2 {effective Sept. 1, 1969.] Sept. 1, 1969. [166] p. il. 4° (DoD 5220.22-M.) 
{Issued in looseleaf form.] * Paper, $1.50. @ Item 319 

D 2.6/3 : Se 2/966/ch.2 


Military standard MIL-STD (series). [Issued with perforations.] f 
@ Item 314-J D 7.10: (nos. ) 
0022B (ships). Welded joint design. May 8, 1969. viil+72 p. il. 4¢° (FSC- 

THJM.) {Used in lieu of MIL-STD-22A, Oct. 24, 1956.] 
168B. Visual inspection guide for all-rubber gloves except im 
May 26, 1969. iv+33 P: il. 4° (FSC 8415.) [Supersedes MIL— 
STD 168A, Dec. 31, 1957.] 
199A. Resistors, selection and use of, notice 3. May 19, 1969. [52] p. il. 
4° (FSC 5905.) 
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12376 


12383 


12384 


GovERNMENT PUBLICATIONS 


Military standard MIL-STD (series) —Continued 
332(MU). Fuze, Army, oem | safety, criteria for, May 14, 1969. iv+84+4-[1] 


p.4° (FSC 13 


797B (SHIPS). Damage control books for submarines, preparation and revision 


of. Apr. 25, 1969. vi+26 p. il. 4° t 7 TMSS.) [Supersedes 


MIL-STD-797A (SHIPS), Nov. 30, 1966.] 

1211. Indicators. June 18, 1969. v+10 p. 4° | (FSC 6850.) 

1216. Preventive compounds, phosphate coatings and inhibitors. 
June 16, 1969. vil+24p.4° (FSC 6850.) 

1311. Test methods for electron tubes, notice 2. May 26, 1969. [157] 
p.fl.4° (FSC 5960.) 

1344. Test methods for electrical connectors. May 19, 1969. [40] p. il. 
4° (FSC 5935.) 

1451. Resolvers, electrical, selection of, July 7, 1969. 111+9+[1] p. 4° 
(FSC 5990.) 


MILSTRIP, Military assistance program address directory, supp. 2, Nov. 1, 
1968, Change 5. July 1, 1969. 2+-[59] p. 4° (DoD 4140.17-M; Defense 
Supply Agency.) [Issued in looseleaf form.] * Paper, 60. @ Item 
314-A D 7.6/4: M 59/supp.2/rev.-2/ch.5 


MILSTRIP, Military assistance program address director, supp. 2, Nov. 1, 
1968, Change 5A. July 11, 1969. 11 p. 4° (DoD 4140.17-M; Defense 
Supply Agency.) [Issued in looseleaf form.] * Paper, lic. © Item 
314-A D 7.6/4: M 59/supp.2/rev.-2/ch.5 A 


Modernizing military pay, report of 1st quadrennial review of military 
compensation: v. 4, Military estate program. Jan. 15, 1969. [351] p. il. 


4° 


* Paper, $4.25. @ Item 306 


L.C. card 78-600187 D1.2: P 29/v.4 





v. 5, Military estate program (appendices) [with bibliography]. 


Jan. 15, 1969. [282] p. 4° [Accompanied by dividers for appendices. ] 
* Paper, $5.00. @ Item 306 
L.C. card 78-600187 D 1.2: P 29/v.5 


Plastics Technical Evaluation Center, Picatinny Arsenal, Dover, N.J.: 
PLASTEC report. 


37. 


Polyurethane foams, technology, properties and applications [with bibliog- 
raphies] ; by Arthur H. Landrock. Jan. 1969. vili+ 246+ [3] p. ‘. ¢. [Is- 
sued with perforations.] Paper, $15.50 (AD 688132). 4.11: 37 


Quality and reliability assurance handbook (H series). D 7.6/2 : (nos.) 


56. 


x7 


vot. 


Materials and material processes series: Are welding [with bibliography]. 
July 1, 1968. cover title, [1]+xv+344 p. fil. 4¢ (Office of Assistant Sec- 
retary of Defense (Installations and Logistics).) [Issued with perfora- 
tions.}] * Paper, $3.00. 

L.C. card 70-603176 

Procurement quality assurance. June 1969. cover title, vili+131 p. il. 4° 
(Office of Assistant Secretary of Defense (Installations and Logistics).) 
{Issued with perforations.] * Paper, $1.25. @ Item 314-A 


Shock and vibration bulletin, publication of Shock and Vibration Infor- 
mation Center, Naval Research Laboratory, Washington, D.C. (Office 
of Director of Defense, Research and Engineering.) 


39, 


39, 


39, 


t 
D 4.12 :39/pt. (nos. ) 
pt. 2. [39th Symposium on Shock and Vibration, Pacific Grove, Calif., Oct. 
22-24, 1968, papers; with bibliographies.] Feb. 1969. ix-+ 232 p. il. 4° 
pt. 3. [39th Symposium on Shock and Vibration, Pacific Grove, Calif., Oct. 
22-24, 1968, papers ; with bibliographies.] Jan. 1969. ix +252 p. il. 4° 


, pt. 4. (89th a aeenem on Shock and Vibration, Pacific Grove, Calif., Oct. 


1968, papers ; with bibliographies.] Apr. 1969. x+273 p. fl. 4* 
5 [39th eotigoaiein on Shock and Vibration, Pacific Grove, or. Oct. 
22-24, 1968, papers; bibliographies. ] Dec. 1968. ix+96 p. 4° 


, pt. 6. oe Symposium on Shock and Vibration, Pacific Grove, Cali, Oct. 


22-24, 1968, papers; bibliographies.] Mar. 1969. ix+156 p. il. 4° 
supp. [39th Symposium on Shock and Vibration, Pacific Grove, Calif., Oct. 
22-24, 1968, papers; with bibliographies.] Apr. 1969. 1ii+79 p. il. 4° 


12385 Shock and vibration digest, publication of Shock and Vibration Informa- 
tion Center, Naval Research Laboratory, Washington, D.C.; [Ronald L. 
Eshleman, technical editor]. (Office of Director of Defense Researc h and 
Wngineering.) [Published 12 times a year between April and December. ] 
+ Paper, $10.00 a yr., $2.50 additional for foreign mailing: Director, 
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12387 


12288 


12389 


12390 


12391 


12392 


12393 


12394 


12395 


12396 


12397 


12398 


12399 
12400 


SEPTEMBER 1969 


Navy Publications and Printing Service Office, Naval District Washing- 
ton, Bldg. 157-2, Washington Navy Yard, Washington, DC 20390 


v. 1, no. 1—1969 — D 4.12/2 :(v.nos.& nos. ) 
Shock and vibration monograph. (Shock and Vibration Information 
Center. ) 


3. Programming and analysis for digital time series data [with list of references ; 
by] Loren D. Enochson, [and] Robert K. Otnes. 1968. vii+277 p. il. ([{Con- 
tract N0014—67—C-0073.]) Cloth, $8.00, Navy Publication and Printing 
Service Office, Naval District Washington, Bldg. 157-2, Washington Navy 
Yard, Washington DC 20390. @ Item 310—-A D 1.42:3 


ECONOMIC DEVELOPMENT ADMINISTRATION, Commerce Dept. 
Washington, DC 20230 


Address by Robert A. Podesta, Assistant Secretary of Commerce for 
Economic Development, scheduled for delivery before National Urban 
League Conference, Washington, D.C., July 30, 1969. [1969.] 7 p. 4° 7 


C 46.11: P 75 
EDA business development loans, who can borrow, how to apply. [July 
1969.] 16 p. narrow 8° + @ Item 130-D C 46.2: B 96/969 
EDA economic development districts, job-creating program. [July 1969.] 
8 p. narrow 8° {+ @ Item 130-D C 46.2: Ec 7/3/969 
EDA grants and loans for public works and development facilities. [July 
1969.] 12 p. narrow 8° f @ Item 130—D C 46.2: G 76/2/969 
EDA planning grants for economic development. [July 1969.] 20 p. narrow 
8° + @ Item 130-D C 46.2: G 76/969 
EDA publications. [July 1969.] 8 p. narrow 8° ¢ @ Item 130-K 
C 46.18: P 96/969 
EDA technical assistance, what it is, how to apply. [July 1969.] 16 p. 
narrow 8° {+ @ Item 130-D C 46.2: T 22/969 


New York State economic development planning: Status report of role of 
economic research [paper], John Edward Smith, Bureau of Planning 
Research, Office of Planning Coordination, State of New York, pre- 
sented at seminar on State Planning and Economic Development, Wash- 
ington, D.C., Jan. 11, 1968. June 1969. [2] leaves+17 p. 4° (States 
Desk.) ¢ C 46.2: N42y 


Remarks by Robert A. Podesta, Assistant Secretary of Commerce for 
Economic Development, at dedication of West Oakland Health Center, 
Oakland, Calif., Aug. 10, 1969. [1969.] 3 p. 4° + C 46.11: P 75/2 

Uses of input-output analysis in State Policy Planning for Economic 
Development [paper], Kenneth C. Olson, State Planning Coordinator, 
State of Utah, presented at Seminar on State Planning and Economic 
Development, Denver, Colo., Mar. 13, 1968. June 1969. [2] leaves+9 p. 4° 
(States Desk.) ¢ C 46.2: In7 


ECONOMIC OPPORTUNITY OFFICE, Executive Office of the 
President, Washington, DC 20506 


As the seed is sown, 4th annual report, Office of Economic Opportunity 
[fiscal year 1968]. [1969.] [2]-++3-96+[1] p. il. 4° [Also issued as H. doc. 
123, 91st Cong., 1st session.] + @ Item 857-H-10 
L.C. card 66-61494 Pr Ex 10.1: 968 

C/HS pamphlet. 

22-1. Dentist and Project Head Start. Oct. 1967.14 p. narrow 8° ft 
Pr Ex 10.9/4: C HS 22-1 


Community profiles. (Information Center.) {f 


Izard C ty, Ark. [1969.] cover title, 47 p. 4° Pr Ex 10.9/5: Iz1 
Kent Counts, Del. fisea? cover title, 48 p. 4° Pr Ex 10.9/5: K 41 
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12401 Mobilization of non-poor volunteers in community action. June 1969. cover 
title, iii+34 p. il. 4° (CAP mission guide, OBO guidance 6015-1; Com- 
munity Action Program.) [Issued with perforations. + @ Item 


857-—H-2 Pr Ex 10.8: C 73/6 

OEO pamphlets. Pr Ex 10.23: (nos.) 

12402 6015-1. Destacts and x0, porter a iy poverty. [June 1969.] cover 
title, 24 p. il. 4¢ m £57 “fi 


12403 6108-2. Puysidan and Protect ai “Start, 7. action program. Dec. 1968 
{published 1969.] 12 p. narrow 8° 
12404 6108-9. See, below, Project Head Start (series) 3. 


Project Head Start (series). 

12405 3. Nutrition, better eating for head start. [Dec. 1968, published 1969.] cover 
title, 12 p. il. ({OBO pamphlet 6108-9; Project Head Start, Community 
action program.)) [Includes list of pamphlets. ] 

L.C. card 72—601492 PrEx 10.12: 3/2 


12406 Rural community action through economic development. Apr. 15, 1969. 
29 p. 4° (OEO guidance 6160-1.) [Issued with perforations.] ¢ 
@ Item 857-H-2 PrEx 10.8: R 88 


ECONOMIC RESEARCH SERVICE, Agriculture Dept. 
Washington, DC 20250 
ERS (series). 7 A 93.21 : (nos. ) 
12407 386. Evaluating economic structure of a rural area, demonstration of an input- 
output analysis. [Mar. 1969.} iv-+ 27 p. il. 4° 
L.C. card 77-603080 
12408 400. Domestic wool marketing system [with bibliography ; by Charles A. O'Dell]. 
[Mar. 1969.] cover title, vi+ 68 p. il. 4° 
L.C. card 70—603070 
12409 402. Econometric model for predicting water-oriented outdoor recreation demand 
{with list of selected references; by Glenn A. Gillespie and Durward 
Brewer. [Mar. 1969.] iv+15 p. il. 4° [Prepared in cooperation with 
Missouri Agricultural Experiment Station.] 
L.C. card 74-603058 
12410 407. Costs of commercial drying, storing, and handling rough rice, 1965-66; [by 
Dale L. Shaw [and others]. [May 1969.] iv+24 p. 4° 
L.C. card 73-—603063 
12411 408. Distribution of rice in United States, 1966-67; [by J. C. Eiland]. [Apr. 
1969.] iv+27 p. il. 4° 
L.C. ecard 70-603062 
12412 409. Marketing woody ornamentals: practices and trends of nurseries in 
Louisiana; [by Stephen M. Raleigh, jr. and Jules V. Powell]. [May 
1969.] vi+18 p. il. 4° 
L.C. card 76-603061 
12413 410. Farm population, estimates for 1967. May 1969. 4 p. 4° [Supersedes 
PRS-375.} 


ERS-foreign (series). f A 93.21/2 : (nos. ) 

12414 249. Mozambique’s agricultural economy in brief; by Edmond Missiaen. Feb. 
1969,12p.il.4° (Foreign Regional Analysis Division.) 
L.C. ecard 73-603055 

12415 250. Peruvian agricultural situation, a look ahead; by John Earl Hutchinson. 
Mar. 1969.8 p. il. 4° (Foreign Regional Analysis Division.) 
L.C. card 72-603060 

12416 251. Israel's agricultural economy in brief; by Michael Kurtzig. Feb. 1969. 11 p. 
il.4¢ (Foreign Regional Analysis Division.) 
L.C. card 70-603065 

12417 254. Survey of agriculture in Ethiopia [with bibliography; by Omero Sabatini 
and Louise N. Samuel]. [Mar. 1969.] iv+44 p. il. 4° (Foreign Regional 
Analysis Division.) 
L.C. card 70-603057 

12418 257. Latin American farmer [with list of literature cited; by John A. Hopkins]. 
{ Aug. 1969.] cover title, x+138 p.il.4° @ Item 76-G 
L.C. ecard 73—603134 

12419 266. Indices of agricultural production in Western Europe, 1969-68. [July 1969.] 
cover title, iv+44 p. 4° ([{Europe and Soviet Union Branch, Foreign 
Regional Analysis Division.)]) @ Item 76—-G 

12420 270. Agric ultural prospects in Central America; by Francis S. Urban. May 1969. 

8 p. 4° (Foreign Regional Analysis Division. ) 

LA . ecard 78-603059 

12421 275. Impact of new grain varieties in Asia [with bibliography; by Joseph W. 
Willett]. [July 1969.] 26 p. 4° (Foreign Regional Analysis Division.) 
@ Item 76-G 
L.C. card 70—-602913 

12422 276. Agricultural situation in Western Europe, midyear review. Aug. 1969. 

4° (Foreign Regional Analysis Division.) @ Item 76-G 
12428 277. Agricultural situation in Communist areas, midyear review. Aug. 1969. 
8 p. 4° (Foreign Regional Analysis Division.) @ Item 76-G 


a 
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SEPTEMBER 1969 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 
Washington, DC 20202 


Automotive mechanic entry (D.O.T. occupational code 620.281), suggested 
guide for training course [with list of textbooks and references]. [1969.] 
v+21 p. il. 4° (OE~-87041; Bureau of Adult, Vocational, and Library 
Programs, Manpower Development and Training Program.) * Paper, 
35c. @ Item 460—A-87 FS 5.287 : 87041 


Directory of consultants on migrant education. Aug. 1969. vi+87 p. 4° 
[Page 87, last page of text, on p.3 of cover.] f 
L.C. card 77-603048 FS 5.2: M 58/7 
Doctor’s degree conferred by U.S. Institutions: by State, by institution, 
and by field, 1957-58 through 1966-67; by John L. Chase. Jan. 1969. 
[1]+12 p. 4° (OE-54044; Research and Analysis Staff, Division of 
Graduate Programs, Bureau of Higher Education.) ft 
L.C. card HEW 65-133 FS 5.254: 54044 


Harned degree conferred, 1967-68 : pt. B, Institutional data; by Mary Evans 
Hooper and Marjorie O. Chandler. [June 1969.] viii+263 p. 4° (OE- 
54013-68-B; National Center for Educational Statistics.) * Paper, 
$2.00. @ Item 460—A-54 
L.C. card 65-65600 FS 5.254: 54013-68-B 


Education in province of Quebec [with selected bibliography]; by Roger 
Magnuson. [1969.] ix+[1]+81 p. il. (OE-14138; Institute of Interna- 
tional Studies.) * Paper,45c. @ Item 460-A-14 
LC. card 75-603050 FS 5.214: 14138 


Eligible institutions guaranteed student loan program, Higher education 
act of 1965, as amended, Apr. 30, 1969. [1969.] [143] p. 4° (Bureau of 
Higher Education, Division of Student Financial Aid.) + 

FS 5.2: In 7/4 


Emphasis on excellence in school media programs, descriptive case studies, 
special-purpose grant programs, title 2, Elementary and secondary educa- 
tion act of 1965, school library resources, textbooks, and other instruc- 
tional materials. May 1969. v-+227 p. 4° ([OE~-20123.]) * Paper, $1.75. 
@ Item 460—A-20 
L.C. card 76-603045 FS 5.220: 20123 


Exploring world around us; [by Francene Sabin]. [1969.] [8] p. il. large 
4° (OE-29069.) [Reprinted trom American education, June—July 1969. ] 
* Paper, 20c. FS 5.229 : 29069 


Financial statistics of institutions of higher education: Current funds, 
revenues, and expenditures, 1966-67; by Paul F. Mertins. [June 1969.] 
vi+81 p.4° (OE 52010-67; National Center for Educational Statistics.) 
(Highlights on p.2 of cover.] * Paper, 75c. @ Item 460—-A-52 
L.C. card 79-603027 FS £.252 : 52010-67 


—— Student financial aid, 1966-67 ; by Paul F. Mertins. [June 1969.] vi+-66 
p. 4° (OE-52011-67; National Center for Educational Statistics.) 
[Highlights on p. 2 of cover; list of related NCS publications on p. 3 
of cover.}| * Paper, 65c. @ Item 460-A-52 
L.C. card 74-6038066 FS 5.252 : 52011-67 

Higher education salaries, 1966-67; by Theodore H. Drews. [June 1969.] 
vi+53 p. il. 4° (OE-53015-67; National Center for Educational Sta- 
tistics.) * Paper,60c. @ Item 460-A-53 
L.C. card 7T8—603083 FS 5.253 : 538015-67 

Higher education, upper division enrollment, Fall 1967; [by Ralph BE. 
Dunham]. [1969.] [12] p. 4° (OE-54047; National Center for Educa- 
tional Statistics.) * Paper, 15c. @ Item 460-A-54 FS 5.254 : 54047 


Lifetime of learning, adult basic education, community service and con- 
tinuing education, civil defense education. [1969.] [16] p. ([OE-13034.] ) 
* Paper, 30c. @ Item 460-A-13 FS 5.213: 13034 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 39 












































12443 


12444 


Page 40 


GovERNMENT PUBLICATIONS 


12437 Progress in education through research, development, demonstration, dis- 


semination, training, summary of educational research projects and 
programs administered by Office of Education, submitted under title 
4, sec. 2(d), of Public law 89-10, fiscal year 1968 annual report, Coop- 
erative Research. [1969.] v+54 p.4° (OE-—12043; Bureau of Research. ) 
* Paper, 60c. @ Item 460-A-12 FS 5.212: 12043 


12438 Research in education, semi-annual index, Jan.—June 1969 ([reports]). 


[1969.] cover title, [2]+495+[4] p. 4° (Educational Resources Infor- 
mation Center, ERIC; [Bureau of Research].) [Includes accession nos, 
ED 021 152-ED 026 544.] * Paper, $3.50. @ Item 466-A 

FS 5.77 : 969/ind. 


12489 The state of State Departments of Education, 4th annual report of Advisory 


Council on State Department of Education. [1969.] xi+166 p. il. 4° 
(OE 23050-69.) * Paper, $2.00. @ Item 460—A-23 
L.C. card HEW 66-164 FS 5.223 : 23050-69 


12440 [Status of education legislation], report from Mexican American Affairs 


Unit. Aug. 1969. [8] p.4° 7 @ Item 461 (Rev. 1965) FS 5.2: M 57/3 


12441 Strengthening educational research and development, remarks by James E. 


Allen, jr., Assistant Secretary for Education and U.S. Commissioner of 
Education, at conference on American Education, sponsored by National 
Network of Regional Educational Laboratories, Washington, D.C., 
July 17, 1969. [1969.] 7 leaves, 4° f FS 5.8: Al 53/4 


12442 Voeational education and occupations. [July 1969.] xv-+292 p. oblong 8° 


(OE-80061.) [Prepared by Division of Vocational and Technical Educa- 
tion, Bureau of Adult, Vocational, and Library Programs, Office of Edu- 
cation, and Branch of Occupational Analysis, Training and Employment 
Service, Manpower Administration.] * Paper, $2.25. @ Item 460—A-80 
L.C. card 75-603219 FS 5.280: 80061 


EMERGENCY PREPAREDNESS OFFICE, Executive Office of 
the President 
Washington, DC 20504 


Nore.-—The name of the Emergency Planning Office has been changed to the 


Emergency Preparedness Office. 
Natural Resource Analysis Center, Systems Evaluation Division: Report 


R (series). 

1. Design of economical offshore natural gas pipeline systems, study [with list 
of references; by Bill Rothfarb, Kenneth Steiglitz, and Daniel Kieitman]. 
Nov. 1968. [9]+142 p.+[4] leaves, il. 4° [Prepared for Federal Power 
Commission.] tf 
L.C. card 70-601994 Pr Ex 4.19:1 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 
Washington, DC 20210 


BES (series). 


U-—141. Comparison of State unemployment insurance laws, comparison revision 
series 2, no. 3, July 6, 1969. [1969.] [123] p. * Paper, $1.00. @ Item 
752-B L 7.61 : U-141/965/rev.series 2/3 


12445 Unemployment insurance tax rates by industry, 1966. Aug. 1968. cover title, 


iv+35 p.4° ([Unemployment Insurance Service.]) 7 
L.C. ecard L 54-56 L 7.70 : 966 


ENGINEERS CORPS (Army), Defense Dept. 


Note.—Orders or requests for publications of the Engineers Corps, other than 


those sold by the Superintendent of Documents or by offices of the Engineers Corps 
in other cities, should be addressed to Chief of Engineers, U.S. Army, Washington, 
DC 20310. Attention Publications Office. 


12446 Black Hawk Creek flooding, Black Hawk County, Iowa, how to avoid dam- 


age. [1968.] [12] p. il. oblong 32° [Prepared from data in Flood plain 
information, Black Hawk Creek, Black Hawk County, Iowa. Some 
illustrations are colored.] tf D 103.47/2: B 56 
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12447 


12448 


12449 


12450 


12451 


12453 


12454 


12456 


12458 


12459 


12460 


12461 





SeprempBer 1969 


Flood hazard along Santa Clara River (Saticoy to Pacific Ocean), Ventura 
County, Calif. June 1968. [2] p. il. f° folded into narrow 8° size. [Pre- 
pared from data in Flood plain information, Santa Clara River, Saticoy 
to Pacific Ocean, Ventura County, Calif.] f D 103.47/2: V 56 


Flood hazard, Laguna Canyon, Orange County, Calif. Mar. 1969. [2] p. il. f° 
folded into narrow 8° size. [Prepared from data in Flood piain informa- 
tion, Laguna Canyon, Orange County, Calif.) ¢ D 103.47/2: Or1/2 

Flood hazard, Mojave River, vicinity of Victorville, San Bernardino 
County, Calif. Apr. 1969. [2] p. il. f° folded into narrow 8° size. [Pre- 
pared from data in Flood plain information, Mojave River, vicinity of 
Victorville, San Bernardino County, Calif.] {f D 103.47/2: V 66/3 

Flood plain information: Big Walnut Creek, vicinity of Columbus, Ohio. 
May 1968. cover title, [4]+ii+39 p. il. 12 pl. 4° [Prepared for State 
of Ohio, Department of Natural Resources, by Corps of Engineers, U.S. 
Army, Huntington District, Huntington, W. Va.] 7 Franklin County 
Regional Planning Commission, Columbus, OH D 103.47: C 72 

Caguitas River, Caguas, Puerto Rico. Jan. 1969. cover title, [3]+ii+ 

33 p. 19 pl. 4° [Prepared for Commonwealth Department of Public 

Works by Corps of Engineers, U.S. Army, Jacksonville, Fla., 

District.] ¢ D 103.47: C11 


— — Chehalis and Skookumchuck Rivers, Centralia-Chehalis, Wash. June 
1968. cover title, [5]+ii+47 p. il. 16 pl. 4° [Prepared for Washington 
State Department of Water Resources by Corps of Engineers, U.S. Army, 
Seattle, Wash., District.] ¢ D 103.47 : C 33/2 


—— Coastal flooding, Hampton, Va. Oct. 1968. cover title, [2]+31 p. il. 6 
pl. 4 [Prepared for City of Hampton by Corps of Engineers, U.S. 
Army, Norfolk, Va., District.) f D 103.47: H18 


—— Columbia River and tributaries, Cowlitz County, Wash. Jan. 1969. 
cover title, [7]+ii+83 p. il. 46 p. of pl. 4° [Prepared for Cowlitz 
County, Wash., by U.S. Army Engineer District, Portland, Corps of Engi- 
neers, Portland, Oreg.] tf D 103.47: C 83 

Cottonwood Creek, Grand Prairie and Arlington, Tex. Mar. 1969. cover 
title, [2]+ii+36 p. il. 12 pl. 4° [Prepared for City and County of Dallas 
Flood Control Committee, by Corps of Engineers, U.S. Army, Fort 
Worth, Tex., District.] f D 103.47: G 76 

—— Cumberland River, Obey River, Celina, Tenn. Oct. 1968. cover title, 
(4]+ii+53 p. il. 14 pl. 4° [Prepared for town of Celina by Nashville 
District, Corps of Engineers, Nashville, Tenn.] ¢ D 108.47: C 33 


—— Forked Deer Rivers and Lewis Creek, Dyersburg, Tenn. Aug. 1968. 
cover title, [9] +ii+86+[1] p. il. 22 pl. 4° [Prepared for City of Dyers- 
burg by Corps of Engineers, U.S. Army, Memphis, Tenn., District.] f 

D 103.47 : D 98 


— Garden Creek, v. 1: Casper, Wyo. Feb. 1969. cover title, [1]+ii+18 p. 
il. 3 pl. 4° [Prepared for City of Casper by U.S. Army Engineer Dis- 
trict, Omaha, Corps of Engineers, Omaha, Nebr. Some plates are col- 
ored.] ¢ D 103.47: C 27/v.1 


—— Guadalupe River, Spring Creek and Lone Tree Creek, Victoria, Tex. 
July 1968. cover title, [5])+ii+43+ [3] p. il. 27 pl. 4° [Prepared for 
City of Victoria by U.S. Army Engineer District, Galveston Corps of 
Engineers, Galveston, Tex., District.] f D 103.47: V 66/2 


—— Harpeth River, Franklin, Tenn. July 1968. cover title, [2]+ii+37 p. 
il 11 pl. 4° [Prepared for town of Franklin by Corps of Engineers, U.S. 
Army Nashville District, Nashville, Tenn.] ¢f D 103.47: F 85 


Hutton Branch and Crooks Branch, Dallas County, Tex. Oct. 1968. 
cover title, [3]+ii+59 p. il. 18 pl. 4° [Prepared for City and County of 
Dallas Flood Control Committee, by Corps of Engineers, U.S. Army, 
Fort Worth, Tex. District.) ¢ D 108.47: D16 
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Flood plain information: Johnson Creek, Arlington and Grand Prairie, 
Tex. Dec. 1968. cover title, [3]+ii+43 p. il. pl. 4° [Prepared for City 
and County of Dallas Flood Control Committee by Corps of Engineers, 
U.S. Army, For Worth, Tex. District] + 


—— Left-Hand Creek, v. 1: Boulder County, Colo. Jan. 1969. cover title, 
(2]+ii+24 p. il. 9 pl. 4° [Prepared for Denver Regional Council Gov- 
ernments by U.S. Army Engineer District, Omaha, Corps of Engineers, 
Omaha, Nebr.] ¢ D 108.47 : B 66/v.1 


—— Mason Creek at Salem, Va. Jan. 1969. cover title, a-b+ii+28 p. il. 11 
pl. 4° [Prepared for Roanoke Valley Regional Planning Commission, 
by Corps of Engineers, U.S. Army, Wilmington, N.C., District.] tf 

D 108.47 : Sa 3/2 


—— Metropolitan Birmingham, Ala., Fivemile Creek. June 1969. cover title, 
iii+30+-[3] p. il. 16 pl. 4° [Prepared for Birmingham-Jefferscn County 
Regional Planning Commission by Corps of Engineers, U.S. Army, 
Mobile, Ala. District.] ¢ D 103.47: B53 


Mississippi and Yazoo Rivers, Vicksburg, Miss. June 1968. [2] p. il. f° 
folded into narrow 8° size. [Prepared for city of Vicksburg and Warren 
County by Army Corps of Engineers.] ft D 103.47/2: V 66 


Mojave River, vicinity of Victorville, San Bernardino County, Calif. 
Apr. 1969. cover title, iv+48 p. il. 30 pl. 4° [Prepared for San 
Bernardine County, by Corps of Engineers, U.S. Army, Los Angeles 
District, Calif.] t D 108.47: V 66/3 


—— Mud River in vicinity of Milton, W. Va. June 1968. cover title, [3] +-ii 
+39 p. il. 16 pl. [Prepared for State of West Virginia, Division of 
Water Resources, by Corps of Engineers, U.S. Army, Huntington Dis- 
trict, Huntington, W. Va.] + Corps of Engineers, U.S. Army, Hunting- 
ton, WV D 103.47 : M 64 


——— Neuse and Trent Rivers and Jack Smith Creek, New Bern, N.C. May 
1969. cover title, a-c+ii+42 p. il. 11 pl. 4° [Prepared for City of New 
Bern by Corps of Engineers, U.S. Army, Wilmington, N.C. District.] ¢ 

D 103.47: N 42b 


North Fork Obion River, Hoosier Creek and Grove Creek, Union City, 
Tenn. Nov. 1968. cover title, [5]+ii+63 p. 17 pl. il. 4° [Prepared for 
City of Union City by Corps of Engineers, U.S. Army, Memphis, Tenn. 
District.] tf D 103.47: Un3 


—— Peters Creek and Lick Run, Roanoke, Va. [prepared by Hayes, Seay, 
Mattern and Mattern, architects and engineers]. Aug. 1968. cover title, 
{1]+a-c+ii+33 p. il. 11 pl. 4° [Prepared for Roanoke Valley Regional 
Planning Commission by Corps of Engineers, U.S. Army, Wilmington, 














N.C., District.] ¢ D 103.47 : R 53/2 
Pigeon Creek, Bentleyville, Fallowfield township and Somerset town- 
ship, Pa. Mar. 1968. cover title, [3]+ii+27 p. il. 9 pl. 4° [Prepared for 


Bentleyville-Fallowfield Regional Planing Commission by Corps of 
Engineers, U.S. Army, Pittsburgh District, Pittsburgh, Pa.] ¢ 
D 108.47: B 44 


—— Post Oak Creek and tributaries, Sherman, Tex. Jan. 1969. cover title, 
a-b+ii+37+ [3] p. il. 19 p. of pl. 4° [Prepared for city of Sherman 
by Corps of Engineers, U.S. Army, Tulsa District.) ¢ D 108.47: Sh5 


—— Roanoke River, Roanoke and Salem, Va. [prepared by Hayes, Seay, 
Mattern and Mattern, architects and engineers]. July 1968. cover title, 
[5]+ii+38 p. il. 23 pl. 4° [Prepared for Roanoke Valley Regional Plan- 
ning Commission by Corps of Engineers, U.S. Army, Wilmington, N.C., 
District.] tf D 103.47: R53 


——Rock River, Beloit, Wis. June 1968. cover title, [3]+iii+55 p. il. 13 
pl. 4° [Prepared for State of Wisconsin, Department of Natural Re- 
sources, Division of Resource Development, by Corps of Engineers, U.S. 
Army, Rock Island District.] t D 108.47: B 41 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing Office 
42 tOfficial Use. Not Available 


124 


124 


1243 


124§ 


124§ 


124§ 


1248 


SEpreMBER 1969 


12476 —__ Sabine River and Adams Bayou, Orange, Tex., area. July 1968. cover 
title, [5]+iii+42+ [3] p. il. 25 p. of pl. 4° [Prepared by U.S. Army 
Engineers District, Galveston, Corps of Engineers, Galveston, Tex.] f 

D 108.47 : Or 1/2 


Scajaquada Creek in towns of Cheektowaga and Lancaster, Erie 
County, N.Y. May 1969. cover title, [4]-+iv+67 p. il. 8 pl. 4° [Prepared 
for Brie-Niagara Basin Regional Water Resources Planning and De- 
velopment Board by Corps of Engineers, U.S. Army, Buffalo District.] ¢ 
D 103.47: C 41 


South Mesquite Creek, Mesquite, Tex. June 1968. cover title, [3]+-ii 
+40 p. il. 21 pl. 4° [Prepared for City and County of Dallas Flood Con- 
trol Committee, by Corps of Engineers, U.S. Army, Forth Worth, Tex., 
District.] ¢t D 103.47 : M 56 

12479 —__ Tenmile Creek, Dallas County, Tex. May 1968. cover title, [3] +ii+45 
p. il. 36 pl. 4° [Prepared for City and County of Dallas Flood Control 
Committee by Corps of Engineers, U.S. Army, Fort Worth, Tex., 
District.] t D 103.47 : D 16/2 

Upham Brook, Henrico County, Va. May 1968. cover title, [1]+14 p. 
il. 3 pl. 4° [Prepared for Henrico County, Va. by Department of Army, 
Norfolk District, Corps of Engineers, Norfolk, Va.] ¢ D 103.47 : H 39 

12481 —__ Upham Brook, Henrico County, Va., technical appendix [with bibliog- 
raphy]. May 1968. cover title, a-c+31+ [5] p. 7 pl. 4° [Prepared for 
Henrico County, Va. by Department of Army, Norfolk District, Corps 
of Engineers, Norfolk, Va.] ¢t D 103.47 : H 39/app. 


12477 








12480 








12482 Walla Walla River tributaries, vicinity of Walla Walla, Wash. June 
1968. cover title, [4]+35 p. il. 23 pl. 4° [Prepared for Walla Walla 
County by Corps of Engineers, U.S. Army, Walla Walla, Wash. Dis- 
trict.] ¢t D 103.47: W 15 
12483 —_— Willamette River and tributaries in Marion and Polk Counties, Oreg. 


[Prepared for Marion and Polk Counties by U.S. Army Engineer Dis- 
trict, Portland, Corps of Engineers, Portland, Oreg.] f 
D 103.47 : M 33/2/v.1,2 
v. 1. May 1968. cover title, [6] +11+ 88 p. 50 pl. 4° 
v. 2. June 1968. [1] +ii p. 45 pl. 4° 
12484 Floods in Bedford, Mass., how to avoid damage. Sept. 1968. [2] p. il. f° 
folded into narrow 8° size. (Army Department, New England Division, 
Engineers Corps, Waltham, Mass.) [Prepared from data in Flood plain 
information, Concord and Shawsheen Rivers, Bedford, Mass.] ¢ 
D 103 :47/2: B39 


12485 Floods in Bentleyville, Fallowfield township and Somerset township, Pa., 
how to avoid damage. Mar. 1968. [2] p. il. f°, folded into narrow 8° size. 
{Prepared from data in, Flood plain information, Pigeon Creek, Bentley- 
ville, Fallowfield township and Somerset township, Pa.] 

D 103.47/2: B 44 


12486 Floods in Caguas, P.R., how to avoid damage. Jan. 1969. [2] p. il. f folded 
into narrow 8° size. [Prepared from data in Flood plain information, 
Caguitas River, Caguas, P.R.] tf D 103.47/2: C11 


12487 Floods in Cape May County, N.J.: Avalon, Sea Isle City, Goshen vicinity, 
how to avoid damage. June 1968. [2] p. il. f° folded into narrow 8° size. 
[Prepared for Cape May County Planning Board by Corps of Engineers 
from data in report, Flood plain information, Cape May County, N.J.] 
+ New Jersey Department of Conservation and Economic Development, 
P.O. Box 1390, Trenton, NJ. D 103.47/2: C17m 


12488 —_— Ocean City vicinity, how to avoid damage. June 1968. [2] p. il. f 
folded into narrow 8° size. [Prepared for Cape May County Planning 
Board by Corps of Engineers from data in report Flood plain informa- 
tion, Cape May County, N.J.] + New Jersey Department of Conserva- 
tion and Economic Development, P.O. Box 1390, Trenton, NJ. 
D 103.47/2: C17m/2 
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Floods in Cape May County, N.J.: Stone Harbor, Villas vicinity how to 
avoid damage. June 1968 [2] p. il. f° folded into narrow 8° size. [Pre- 
pared for Cape May County Planning Board by Corps of Engineers 
from data in report. Flood plain information, Cape May County, N.J.] 
+ New Jersey Department of Conservation and Economic development, 
P.O. Box 1300, Trenton, N.J. D 103.47/2: C17m/3 


——— Strathmere, Dennisville vicinity, how to avoid damage. June 1968. [2] 
p. il. f folded into narrow 8° size. [Prepared for Cape May County Plan- 
ning Board by Corps of Engineers from data in report Flood plain in- 
formation, Cape May County, N.J.] + New Jersey Department of Con- 
servation and Economic Development, P.O. Box 1390, Trenton, NJ. 

D 103.47/2 : C 17m/4 


——— Wildwood, Cape May vicinity, how to avoid damage. June 1968. [2] 
p. il. f° folded into narrow 8° size. [Prepared for Cape May County Plan- 
ning Board by Corps of Engineers from data in report Flood plain 
information, Cape May County, N.J.] + New Jersey Department of Con- 
servation and Economic Development, P.O. Box 1390, Trenton, NJ. 

D 103.47/2: 017m/5 


Floods in Celina, Tenn., how to avoid damage. Oct. 1968. [2] p. il. f° folded 
into narrow 8° size. [Prepared from data in Flood plain information, 
Cumberland River and Obey River in vicinity of Celina, Tenn.] f 

D 103.47/2: C 33 


Floods in Centralia and Chehalis, Wash., how to avoid damage. June 1968. 
[2] p. il. f° folded into narrow 8° size. [Prepared from data in Flood 
plain information, Chehalis and Skookumchuck Rivers, Centralia-Che- 
halis, Wash.] tf D 103.47/2 : C 33/2 


Floods in Coochs Bridge-Christiana vicinity, Del., how to avoid damage. 
Oct. 1968. [2] p. il. f° folding into narrow 8° size. [Prepared from data 
in Flood plain information, Christina River, Christiana Acres to Coochs 
Bridge, Muddy and Belltown Runs, New Castle County, Del.] + Dela- 
ware State Highway Department, P.O. Box 778, Dover, DE. 

D 103.47/2: C 77 


Floods in Cowlitz County, Wash., how to avoid damage. Jan. 1969. [2] p. 
il. f°, folded into narrow 8° size. [Prepared from data in report Flood 
plain information, Columbia River and tributaries, Cowlitz County, 
Wash.] ¢t D 103.47/2: C 83 


Floods in Cuyahoga River, Big Creek and Tinkers Creek, Cuyahoga County, 
Ohio, keep damages low by building high. July 1968. [2] p. il. oblong 8°, 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion, Cuyahoga River, Big Creek and Tinkers Creek, Cuyahoga County, 
Ohio.] ¢t D 103.47/2: C 99 


Floods in Dyersburg, Tenn., how to avoid damage, Forked Deer River 
Watershed. Aug. 1968. [2] p. il. f°, folded into narrow 8° size. [Prepared 
from data in Flood plain information, Forked Deer Rivers and Lewis 
Creek, Dyersburg, Tenn.] tf D 103.47/2: D98 


Floods in El Dorado, Kans., Walnut River, how to avoid damage. Apr. 
1968. [2] p. il. f folded into narrow 8° size. [Prepared from data in 
Flood plain information, Walnut River, Whitewater River, Kans.] ¢ 

D 103.47/2: El 2 


Floods in Fivemile Creek, metropolitan Birmingham, Ala., how to avoid 
damage. June 1969. [2] p. il. f° folded into narrow 8° size. [Prepared for 
Birmingham-Jefferson County Regional Planning Commission by Corps 
of Engineers from data in report Flood plain information, Fivemile 
Creek, metropolitan Birmingham, Ala.] f D 103.47/2: B53 


Floods in Glasgow-Frasers Corner vicinity, Del., how to avoid damage. 
Oct. 1968. [2] p. il. oblong f°, folded into narrow 8° size. [Prepared from 
data in Flood plain information, Christina River, Muddy and Belltown 
Runs, Christiana Acres to Cooches Bridge, Del.] ¢ 

D 103.47/2: G 46 
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12501 Floods in Hampton, Va., how to avoid damage. 1968. [2] p. il. f° folded 
into narrow 8° size. [Prepared from data in Flood plain information, 
Hampton, Va.] f D 103.47/2: H 18 


12502 Floods in Marion and Polk Counties, Oreg., how to avoid damage. May 
1968. [2] p. il. f° folded into narrow 8° size. [Prepared from data in 
Flood plain information, Willamette River and tributaries in Marion and 
Polk Counties, Oreg.] ¢ D 103.47/2 : M 33/2 


12503 Floods in Milton, W. Va., how to avoid damage. June 1968. [2] p. il. f, 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion on Mud River in vicinity of Milton, W. Va.] + Corps of Engineers, 
U.S. Army, Hunting, WV. D 103.47/2: M 64 


12504 Floods in New Bern, N.C., how to avoid damage. May 1969. [2] p. il. f° 
folded into narrow 8° size. [Prepared for City of New Bern by Corps 
of Engineers from data in Flood plain information, Neuse and Trent 
Rivers and Jack Smith Creek in vicinity of New Bern, N.C.] f 

D 103.47/2: N 42b 

12505 Floods in Orange, Tex., area, how to avoid damage. [1968.] [2] p. il. f°, 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion, Sabine River and Adams Bayou-Orange, Tex. area.] tf 

D 103.47/2: Orl 


12506 Floods in Pacific, Mo., how to avoid damage. June 1968. [2] p. il. f° folded 
into narrow 8° size. [Prepared for City of Pacific by Corps of Engineers 
from data in Flood plain information, Meramec River, Brush Creek 
and Fox Creek in Pacific, Mo.] f D 103.47/2: P11 


12507 Floods in Pueblo, Colo., Fountain Creek, how to avoid damage. Oct. 1968. 
{2] p. il. f folded into narrow 8° size. [Prepared from data in Flood 
plain information, Fountain Creek, Pueblo, Colo.] ¢ 

D 103.47/2: P 96/3 


12508 Floods in Pupukea, Oahu, Hawaii. Oct. 1968. [6] p. il. narrow 8° [Prepared 
from data in Flood plain information, Pupukea, Oahu, Hawaii.] 
D 103.47/2: P 96/4 


12509 Floods in Roanoke and Salem, Va., how to avoid damage. July 1968. [2] 
p. il. narrow f° folded into narrow 8° size. [Prepared from data in 
Flood plain information on Roanoke River in Vicinity of Roanoke and 
Salem, Va.] ¢ D 103.47/2: R53 


12510 Floods in Rochester, Minn., how to avoid damage. [Aug. 1968.] [2] p. il. 
f° folded into narrow 8° size. [Prepared from data in Flood plain infor- 
mation, South Fork Zumbro River and tributaries at Rochester, 
Minn.] ¢ D 103.47/2: R58 


12511 Floods in Rocky Mount, N.C., how to avoid damage. Aug. 1968. [2] p. il. 
f° folded into narrow 8° size. [Prepared for City of Rocky Mount by Corps 
of Engineers from data in Flood plain information, Tar River and Stony 
Creek at Rocky Mount, N.C.] ¢ D 103.47/2: R59 


12512 Floods in Rocky River, cities of Lakewood and Rocky River, Cuyahoga, 
County. Ohio, stay dry by building high. July 1968. [2] p. il. oblong 8°, 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion, Rock River in cities of Rocky River and Lakewood, Cuyahoga 
County, Ohio.] tf D 103.47/2: L. 14/2 


12513 Floods in Russellville and Dardanelle, Ark., how to avoid damage. Feb. 
1969. [2] p. il. f folded into narrow 8° size. [Prepared from data in 
Flood plain information, Arkansas River and tributaries, Russellville 
and Dardanelle, Ark.] tf D 103.47/2: R91 


12514 Floods in Santa Fe, N. Mex., Santa Fe River, how to avoid damage. May 
1968. [2] p. il. large 4° folded into narrow 8° size. [Prepared from data 
in Flood plain information, Santa Fe River, Santa Fe, N. Mex.] ft 

D 103.47/2: Sa 5/2 
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Floods in Sherman, Tex., Post Oak Creek and tributaries, how to avoid 
damage. Jan. 1969. [2] p. il. f, folded into narrow 8° size. [Prepared 
from data in Flood plain information, Post Oak Creek and tributaries, 
Sherman, Tex.] ¢f D 103.47/2: Shi 

Floods in Springfield, Mo., pt. 1, how to avoid damage. Nov. 1968. [2] p. il. 
f° folded into narrow 8’ size. [Prepared from data in Flood plain infor- 
mation, Wilson Creek and tributaries, Springfield, Mo., pt. 1.] f 

D 103.47/2: Sp 8/pt.1 

Floods in Stillwater, Okla., Stillwater Creek and tributaries, how to avoid 
damage. June 1968. [2] p. il. f folded into narrow 8° size. [Prepared 
from data in Flood plain information, Stillwater Creek and tributaries, 
Stillwater, Okla.] tf D 103.47/2: Sti 

Floods in Union City, Tenn., how to avoid damage, North Fork Obion 
River Watershed. Nov. 1968. [2] p. il. f°, folded into narrow 8° size. 
{Prepared from data in Flood plain information, North Fork Obion 
River, Hoosier Creek and tributaries, and Grove Creek and tributaries, 
Union City, Tenn.] ¢ D 103.47/2: Un3 


Floods in vicinity of Walla Walla, Wash. [1969.] [2] p. il. f°, folded into 
narrow 8° size. [Prepared from data in Flood plain information, Walla 
Walla, Wash.] ¢ D 103.47/2: W 15 


Floods in Victoria, Tex., how to avoid damage. July 1968. [2] p. il. f°, folded 
into narrow 8° size. [Prepared from data in Flood plain information, 
Guadalupe River, Spring Creek, and Lone Tree Creek, Victoria, Tex.] tf 

D 103.47/2: V 66/2 


Floods in Williamsburg, Ky., how to avoid damage. Jan. 1969. [2] p. il. f°, 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion, Cumberland River and Clear Fork, Williamsburg, Ky.] 

D 103.47/2: W 67 


2 Floods, Mojave River, vicinity of Barstow, Calif. Nov. 1968. [2] p. il. f°, 


folded into 8° size. [Prepared from data in report, Flood plain informa- 
tion, Mojave River, vicinity of Barstow, San Bernardino.] ¢ 
D 103.47/2: B 28 


Floods of Salamanca, N.Y., how to avoid damage. Sept. 1968. [2] p. il. f°, 
folded into narrow 8° size. [Prepared for City of Salamanca and New 
York State Division of Water Resources by Corps of Engineers from 
data in Flood plain information, Allegheny River, Little Valley and 
Great Valley Creeks, Salamanca, N.Y.] t¢ D 103.47/2: Sa 3/2 


Floods on Big Walnut Creek, Columbus, Ohio metropolitan area, how to 
avoid damage. May 1968. [2] p. il. large 4°, folded into narrow 8° size. 
[Prepared from data in Flood plain information, Big Walnut Creek, 
vicinity of Columbus, Ohio.] + Franklin County Regional Planning 
Commission, Columbus, OH D 103.47/2: C 72 


Floods on Camp Creek and North Fork Camp Creek, metropolitan Atlanta, 
Ga., how to avoid damage. May 1968. [2] p. il. f°, folded into narrow 8° 
size. [Prepared from data in report, Flood plain information, Camp Creek 
and North Fork Camp Creek, metropolitan Atlanta, Ga.] ¢ 

D 103.47/2: At 6 


Floods on Canandaigua Outlet in counties of Ontario and Wayne, N.Y., 
keep damages low by building high. Dec. 1968. [16] p. il. narrow 8° [Flood 
plain information study performed by Buffalo District, Corps of Engi- 
neers, at request of Wa-Ont-Ya Water Resources Board and New York 
State Water Resources Commission. Summarizes data in Flood plain 
information, Canandaigua Outlet in counties of Ontario and Wayne, N.Y. 
Some illustrations are colored.] + Wa-Ont-Ya Water Resources Board 
Office, 4835 Exchange Street, Geneva, NY 14456 D 103.47/2: On 8 
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12527 Floods on Cany Creek, vicinity of Jackson, Miss., how to avoid damage. 

Feb. 1969. [2] p. il. f°, folded into narrow 8° size. [Prepared for Jackson 

City Planning Board by Corps of Engineers from data in Flood plain 
information, Cany Creek, vicinity of Jackson, Miss.] 

D 108.47/2: J 13/2 


12528 Floods on Cattaraugus Creek in village and town of Arcade, Wyoming 
County, N.Y. July 1968. [2] p. il. oblong 8°, folding into narrow 8° size. 
[Prepared from data in Flood plain information: Cattaraugus Creek in 
village and town of Arcade, Wyoming County, N.Y.] + N.Y.S. Conser- 
vation Department, Division of Water Resources, 4184 Seneca St. West 
Seneca, NY D 103.47/2: Ar2 


12529 Floods on Chagrin River in counties of Lake and Cuyahoga, Ohio, flood 
damages need not increase. July 1968. [2] p. il. oblong 8°, folded into 
narrow 8° size. [Prepared from data in Flood plain information, Chagrin 
River in Counties of Lake and Cuyahoga, Ohio.] ¢ D 103.47/2: L14 


12530 Floods on Cottonwood Creek, Grand Prairie and Arlington, Tex., how to 
avoid damages. Mar. 1969. [2] p. il. large 4°, folded into narrow 8° size. 
[Prepared by U.S. Army Corps of Engineers, Fort Worth District from 
data in Flood plain information, Cottonwood Creek, Grand Prairie and 
Arlington, Tex.] ¢ D 103.47/2: G 76 


12531 Floods on Halls Mill Creek, Mobile, Ala., how to avoid damage. May 1968. 
{2] p. il. f°, folded into narrow 8° size. [Prepared for South Alabama 
Regional Planning Commission by Corps of Engineers from data in 
Flood plain information, Halls Mill Creek, Mobile, Ala.] ft 

D 103.47/2: M71 


12532 Floods on Hutton Branch and Cooks Branch, Dallas County [Tex]., how 
to avoid damages. Oct. 1968. [2] p. il. large 4°, folded into narrow 8° size. 
[Prepared by U.S. Army Corps of Engineers, Fort Worth Division from 
data in Flood plain information, Hutton Branch and Cooks Branch, 
Dallas County, Tex.] f D 103.47/2: D16 


12533 Floods on Johnson Creek, Arlington and Grand Prairie, Tex., how to avoid 
damages. Dec. 1968. [2] p. il. large 4°, folded into narrow 8° size. [Pre- 
pared from data in Flood plain information, Johnson Creek, Arlington 
and Grand Prairie, Tex.] + D 103.47/2: Ard 


12534 Floods on Mason Creek, Salem, Va., how to avoid damage. Jan. 1969. 
[2] p. il. f°, folded into narrow 8° size. [Prepared from data in Flood 
plain information, Mason Creek, Salem, Va.] + D 103.47/2: Sa3 


12535 Floods on Proctor Creek, metropolitan Atlanta, Ga., how to avoid damage. 
June 1968. [2] p. il. f°, folded into narow 8° size. [Prepared from data 
in Flood plain information, Procter Creek, metropolitan Atlanta, Ga.] ¢ 

D 103.47/2: At 6/2 


12536 Floods on Purple Creek, vicinity of Jackson, Miss., how to avoid damage. 
June 1968. [2] p. il. f folded into narrow 8° size. [Prepared for Jackson 
City Planning Board by Corps of Engineers from data in Flood plain 
information, Purple Creek, vicinity of Jackson, Miss.] t 

D 103.47/2: J 13/3 


12537 Floods on Scajaquada Creek in towns of Cheektowaga and Lancaster, Erie 
County, N.Y. May 1969. [12] p. il. narrow 8° [Prepared by Buffalo Dis- 
trict, Corps of Engineers for Erie-Niagara Basin Regional Water Re- 
sources Planning and Development Board from data in report Flood 
plain information, Scajaquada Creek in towns of Cheektowaga and 
Lancaster, Erie County, N.Y.] tf D 108.47/2: C 41 


12538 Floods on South Fork of Eel River, near Weott and Myers Flat. Jan. 1969. 
[2] p. il. large 4° folded into narrow 8° size. (U.S. Army Engineers Dis- 
trict, San Francisco.) [Prepared from data in Flood plain information. 
South Fork Eel River, Weott to Myers Flat, Humboldt County, 
Calif.] ft D 103.47/2: W 49 
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12539 Floods on South Mesquite Creek, Mesquite, Tex., how to avoid damages. 
June 1968. [2] p. il. large 4° folded into narrow 8° size. [Prepared by 
U.S. Army Corps of Engineers, Fort Worth District from data in Flood 
plain information, South Mesquite Creek, Mesquite, Tex.] ft 
D 103.47/2: M 56 


12540 Floods on Tenmile Creek, Dallas County, [Tex.,] how to avoid damages. 
May 1968. [2] p. il. folded into narrow 8° size. [Prepared from data 

in Flood plain information Tenmile Creek, Dallas County, Tex.] f 
D 103.47/2: D16/2 


12541 Floods on upper Flint River, Mud and Jester Creeks, metropolitan Atlanta, 
Ga., how to avoid damage. Jan. 1969. [2] p. il. f°, folded into narrow 
8° size. [Prepared from data in report, Flood plain information, Upper 
Flint River, Mud and Jester Creeks, metropolitan Atlanta, Ga.] tf 

D 103.47/2: At 6/3 


12542 Floods, Santa Ynez River (including Alamo Pintado Creek) from Cachuma 
Dam to Buellton, Santa Barbara County, Calif. Nov. 1968. [2] p. il. f° 
folded into narrow 8° size. [Prepared from data in Flood plain informa- 
tion, Santa Ynez River (including Alamo Pintado Creek) from Cachuma 
Dam to Buellton, Santa Barbara County, Calif.] tf D 103.47/2: Sa 5b 


12543 Floods, Sweetwater River, San Diego County, Calif. Feb. 1969. [2] p. il. f° 
folded into narrow 8° size. [Prepared from data in Flood plain infor- 
mation, Sweetwater River, San Diego County, Calif.] tf 

D 103.47/2: Sa 5d 


12544 Guidelines for reducing flood damages. [Army-MRC Vicksburg, Miss., 
May 1967.] [Reprinted 1969.] 9+[1] p. il 4° ${ @ Item 337-B 
D 103.6/5 : F 65 


12545 Inundaciones en OCaguas, Puerto Rico, como evitarlas. Enero 1969. [2] p. 
il. f°, folded into narrow 8° size. [Prepared from data in report Flood 
plain information, Caguitas River in Caguas, Puerto Rico.] tf 

D 103.47/2 : C 11/Spanish 


Port series. [Part 1 of Port series is prepared by Division of Ports and 
Systems, Maritime Administration, Commerce Dept., and part 2 by 
Domestic Ports Branch, Board of Engineers for Rivers and Harbors, 
Engineers Corps. ] 

12546 25. Port of Corpus Christi, Tex., pt. 2. Revised 1968. 1969. v+-55 p. il. 2 maps, 
4° * Paper, $1.00. ‘'@ Item 340 

L.C. ecard 79-602910 D 103.8 : 25/2 

12547 Publications available for purchase, U.S. Army Engineer Waterways Ex- 

periment Station and other Corps of Engineers agencies. Jan. 1, 1969. 

v+54 p. 4° +Army Engineer Waterways Experiment Station, Post 

Office Box 631, Vicksburg, MS 39180. D 103.39 : P 96/969 


12548 Report on modification of land purchase plan for Oahe Dam and Res- 
ervoir, Missouri River, N. Dak., letter from chief of engineers, Army, 
submitting report; June 9, 1969. 1969. ix+-36 p. il. 2 pl. 4° [Also issued 
as S. doc. 23, 91st Cong., Ist sess.] t @ Item 334-A D 103.22: Oa3 


12549 Rock River flooding, Beloit, Wis., how to avoid damage. [1969.] [12] p 
il. narrow 8° [Prepared from data in Flood plain information, Rock 
Island River, Beloit, Wis.] ¢ D 108.47/2: B 41 


12550 Stages and discharges of Mississippi River and tributaries and other water- 
sheds in New Orleans district for 1967. Army-MRC Vicksburg, Miss. 
[1968.] xi+408 p. il. map, 4° (U.S. Army Engineer District, New Or- 
leans Corps of Engineers.) [Errata on p. 2 of cover.] ft 
D 108.45/4 : 967 


12551 Stages and discharges of Mississippi River and tributaries in Memphis dis- 
trict, 1967. Army-MRC Vicksburg, Miss. [1969.] xiv+186 p. il. 4° (U.S. 
Army Engineer District, Memphis.) + Paper, $1.25, District Engineer, 
Department of Army, Memphis District, Corps of Engineers, 668 Federal 
Building, Memphis, TN 38103 D 103.45/2 : 967 
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12552 Water resources development by Army Corps of Engineers in Delaware. 
Jan. 1969. cover title, [2] leaves+x+36 p. il. 1 map 4° (North Atlantic 
Division.) [Map is colored.] t D 108.35; D 37 


12553 Water resources development by Army*Corps of Engineers in New Jersey. 
Jan. 1969. cover title, [2] leaves+x-+68 p. il. 1 map. 4° (North Atlantic 
Division.) [Map is colored.] ft D 103.35: N 42j 


12554 Water resources development by U.S. Army Corps of Engineers in Puerto 
Rico and Virgin Islands. Jan. 1, 1969. [3]+a-c+viii+27 p. il. map 4° 
(U.S. Army Engineer Division, South Atlantic, Atlanta, Ga.) [Super- 
sedes similar pamphlet dated Jan. 1967.] t D 103.35: P 96r 


12555 Water spectrum, issues, choices, actions; [Edwin E. Chandler, editor]. 
[Quarterly.] * Paper, $2.50 a yr., 75c. additional for foreign mailing; 
single copy, 65c. @ Item 342-B D 108.48 : (v.nos.& nos.) 
vy. 1, no. 1—Summer 1969— 


12556 Waterborne commerce of United States, calendar year 1967: pt. 3, Water- 
ways and harbors, Great Lakes. [1969.] x+141 p. il. 4° [Compiled 
under supervision of Division Engineer, Army Engineer Division, Lower 
Mississippi Valley, Corps of Engineers, Vicksburg, Miss.] + Paper, $1.25, 
District Engineer, U.S. Army Engineer District, Lake Survey, 630 Federal 
Building, Detroit, MI 48226 
L.C. eard 55-63535 D 103.1/2 : 967/pt.3 


12557 —— pt. 5, National summaries. [1969.] vii+143 p. il. 4° [Compiled under 
supervision of Division Engineer, U.S. Army Engineer Division, Lower 
Mississippi Valley, Corps of Engineers, Vicksburg, Miss.] + Paper, 
$1.00, U.S. Army Engineer District, New Orleans, P.O. Box 60267, New 
Orleans, LA 70160 D 108.1/2 : 967/pt.5 


Waterways Experiment Station. 

Norp.—Unless otherwise indicated, publications of Waterways Experiments Sta- 
tion may be ordered from Corps of Engineers, U.S. Army, Waterways Experiment 
Station, Vicksburg, Miss. (price upon application). 

Waterways Experiment Station: Technical report. 


12558 8S-68-6. Grates compaction of soil: report 3, Crushed limestone, data report 
{with list of literature cited] ; by W. B. Fenwick. Cy fe Vicks- 
burg, Miss., May 1969. x+9-+- [2] p. il. 4° D 103.24/2 : S-68—6/rp.3 


ENVIRONMENTAL SCIENCE SERVICES ADMINISTRATION, 
Commerce Dept., Washington, DC 20235 


Climatography of United States 60-nos., Climates of States. (Environ- 

mental Data Service.) @ Item 273-B C 3.71/38: (nos.) 

12559 8. Arkansas [with 1909. 11808:/ by] R. O. Reinhold. Apr. 1959, revised and 
reprinted June 1969. 69.) 18 p.il.4° * Paper, 20c. 

12560 41. Texas [with bib bogs opts by] Robert B. Orton. Feb, 1960, revised and 
reprinted June 1969. 1969, ,. 46 p.il.4° * Paper, 40c. 

12561 Collected reprints ESSA Institute for Oceanography, 1966 [articles with 

lists of references]. [1969.] [631] p. il. 4° (Atlantic-Pacific Oceano- 

graphic Laboratories.) * Paper, $4.50. @ Item 208-B-10 (52.23: 966 


12562 Collected reprints ESSA Institute for Oceanography, 1967 [articles with 
lists of references]. [1969.] [379] p. il. 4° (Atlantic-Pacific Oceano- 
graphic Laboratories.) * Paper, $3.00. @ Item 208-B-10 C 52.23: 967 


12563 Harthquakes. [1969.] cover title, 14+ [2] p. il. 4° * Paper, 30c. @ Item 
208-B-1 C 62.2: Ea 7/2 
12564 ESSA and Operation Foresight, report on ESSA’s performance before and 
during heavy floods in Midwest, Mar.—Apr. 1969. May 1969. viii+-44 p. il. 
(ESSA/PI1690030.) 7 
L.C. card 73-603205 C 52.2: F 76 


12565 DSSA Research Laboratories, programs, resources and management in- 
formation; Frank White Smith, editor. Revised Oct. 1968. Boulder, Colo. 
[1968]. [8]+106+ [1] p. 4° (Office of Programs.) }¢ C52: R31 
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ISSA technical report. (Coast and Geodetic Survey.) 
C&GS 38. Grid values of total magnetic intensity IGRF-1965 ; [by] E. B. ne 


12566 


and N. W. Peddie. Apr. 1969. ii+55 p. fl. 4° 


208—B-7 


® Paper, 60c. @!I 
C 52.15: cxac 38 


ESSA technical reports. (ESSA Research Laboratories ; Institute for Tele- 


12567 


12588 


12569 


communication Sciences, Boulder, Colo.) 


ERL 113 


ERL 114 


ERL 116 


from 0.125 * 15.5 GHz [with list of references; b 
B. Johnson, May 1969. xi+126 p .il. 4° 


Technical considerations in selection of optimum frequencies 
high frequency sky-wave communication services [with list 


Gierhart, M. 
$1.25. 


ITS 81. 
for 


@ Item 208-B-7 


O 52.15 : ERL (nos. ) 


ERL 111-ITS 79. Transmission loss atlas for select aeronautical service tone 


y] G. D. 
* Paper, 


of references; by] George W. Haydon, Donald L. Lucas, Rod- 


ney A. Hanson. June 1969. viii +214 p. il. 4° 


[Reprint of NBS 


report 7249, Nov. 1, 1962. Prepared for Office of Emergency 
Planning Contract CDM SR-61—48, Sept. 27, 1960 and Federal 


Communications 
1960.)] 
Analysis of propagation measurements over irregular terrain 
in 76- to 9200-MHz [with list of references; by] A 
M. E. os ae M. 


ITS 82. 


Commission, 
* Paper, $1.75. 


J. Miles. 


° Paper, $ 


ITS 83. 


ai #4 


Loran-—C, "phiase corrections over irregular, 
ified computer methods — list of references ; 


. Ralph Johler. Apr. 1969. iv+55 p. il. 4° 


letter/order 2200, Oct. 11, 


P. Barsis, 


Mar. 1969. ‘iii+132 p. il. 4° 


inhomogeneous 


* Paper, 60c. 


ESSA technical re hres (ESSA Research Laboratories ; Wave Propagation 


Laboratory, Boulder, Colo.) 
PRL 115-WPL 7. 


ERL 117 


WPL 


@ Item 208-B-7 


* Paper, $1.00. 


geodetic distance-measuring instrument [with 


ences ; 
p. il. 4° 


by] J. C. Owens, K. B. 
* Paper, $1.00. 


ESSA technical report. (Weather Bureau.) 
WB-10. Hemispheric teleconnections of mean circulation anomalies at 700 milli- 
bars [with list of references; by} James F. O'Connor. Feb. 1969. t1i+ 


103 p. il. 4° 


* Paper, $1.00. @ Item 208-B-7 


C 52.15 
Radio-physical studies of evaporation at Lake Hefner, 1966 and 
1967 [with lists of references; by] B 
June 1969. iv +97 p. il. 4¢ 
8. Development of microwave modulated, dual optical wavelength 


: BRL (nos.) 


R. Bean [and others]. 


lists of refer- 


Earnshaw. Sept. 1968, v+108 


C 52.15: WB-10 
Use of surface waves in communicating with high speed vehicles [with list 


of references; by] R. L. Gallawa [and others]. June 5, 1968. [159] p. il. 
(Institutes for Environmental Research, Institute for Telecommunica- 
tion Sciences, Boulder, Colo.) [Technical report, prepared for Office of 
High Speed Ground Transportation, Transportation Dept.] tft 


WB/TA (series). 


21. Guide to Soviet literature accessions in Atmospheric Science Library and 


12575 


12577 


Geophysical Sciences Library, Mar.—Apr. 1969; 
Donehoo and Henry Hacia. 


Service.) ¢ 


[1969.] vi+90 p. 4° 


C 52.2: Su7 


translations by Irene A. 
(Environmental Data 


C 52.21/2: 21 


Weather modification program of Atmospheric Physics and Chemistry 


Laboratory, symposium [collected from staff and contractors’ reports] ; 
by Helmut K. Weickmann. Boulder, Colo., Sept. 1968. cover title, 54+ 
[3]+ii p. 31 pl. 4° 


FARM CREDIT ADMINISTRATION 


Dec. 31, 1967. [2]+8 p. il. 4° 


t 


C 52.2: W 37/5 


Washington, DC 20578 


sued with perforations.] ¢ 
L.C. card 4442767 


FARMER COOPERATIVE ao Dept. 


Information (series). 
peratives, now and in future [with list of other publications available]. 


Page 50 
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evised June 1969.] [1969.] iii+22 p. il. oblong 24° 
La ta of FCS information 52, 
1966.) 


Loans and discounts of farm credit banks and associations, annual report. 
(Accounting and Budget Division.) [Is- 


FCA 1.12/2 : 967 


Washington, DC 
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tDistribution Made by Issuing O 


tOfficial Use. 


Not Available 


Cooperatives today and ease 


morrow. | and re- 
8 


XTY in 
9.15 : 62 





12 





SepreMsBer 1969 


FEDERAL AVIATION ADMINISTRATION, Transportation Dept. 


Fabian : 
@ Item Washington, DC 20553 
8 . , . 
r Tele- 12579 Aircraft/airport noise problem and Federal Government policy [with list 
of references]. Dec. 15, 1967. cover title, [3]+42 p. il. 4° (Office of Noise 
(nos.) Abatement, Systems Analysis Staff.) f TD 4.2: N 69/2 
one 12580 Aviation forecasts, fiscal years 1968-79. Jan. 1968. iv+40 p. 4° (Office of 
Paper, Policy Development, Economics Division.) ¢ TD 4.2: Av 5/968-79 
paee 12581 Effects of aircraft operation on sonic booms; by John O. Powers. [1969.] 
s, Rod- cover title, [1]+45 leaves, il. 4° (Technical Support Staff, Office of 
of NBS Noise Abatement.) [Presented at short course on Generation and prop- 
me agation of shock waves with application to sonic boom, University of 
ct. 11, Tennessee Space Institute, Dec. 9-14, 1968.] ¢ TD 4.2: So 5/4 
ner 12582 Federal Aviation Administration aircraft noise abatement program [with 
il. 4° list of references]; by William C. Sperry, John O. Powers, and Stanley 


K. Oleson. [1968.] cover title, ii+43 p. il. 4° (Technical Support Staff. 


anes Office of Noise Abatement.) [Prepared for Annual International Gas 
ar, 60c. Turbine Conference, American Society of Mechanical Engineers, Mar. 
ration 17-21, 1968, Washington, D.C.] f TD 4.2: N 69/3 
(nos. ) : 
12583 Federal aviation regulations, v. 2, July 1969. [1969.] cover title, [480] p. 
66 and P 
thers]. il.4° [Issuedin looseleafform.] * Paper, $8.00 (including basic volume 
, and supplementary material for an indefinite period); $2.00 addi- 
—_ tional for foreign mailing. @ Item 431-C-13. 
7+108 Includes—Part 11, General rule-making procedures—Part 13, Enforcement 
procedures—Part 15, Nondiscrimination in Federally assisted programs of Fed- 
eral aviation Administration—Part 21, Certification procedures for products 
and parts—Part 37, Technical standard order authorizations—Part 39, Air- 
) milli- worthiness directives—Part 45, Identification and registration marking—Part 
». i+ 47, Aircraft registration—Part 49, Recording of aircraft titles and security doc- 
VB-10 uments—Part 183, Representatives of administrator—Part 185, Testimony by 
employees and production of records in legal proceedings—Part 187, Fees—Part 
‘h list 189, Use of Federal Aviation Administration Communications System 
p. il TD 4.6/3: v.2 
ye 12584 Federal aviation regulations, v. 5, July 1969. [1969.] cover title, [92] p. il. 
4° [Issued in looseleaf form.] * Paper, $3.00 (including basic volume 
-Su7 and supplementary material for an indefinite period) ; 75c. additional for 
foreign mailing. @ Item 431—C-13 TD 4.6/3: v.5 
, Includes—Part 43, Maintenance, preventive maintenance, rebuilding and 
By. alteration—Part 145, Repair stations—Part 149, Parachute lofts. 
Data 
:2 12585 Flight navigator written test guide. [Revised 1969.] [1969.] [35] p. il. 4° 
istry ([AC 63-2A.]) * Paper, 40c. @ Item 431-C-4 TD 4.8: F 64/2 
rts] ; Gmed beis 
‘cer 12586 [This entry number not used.] 
37/5 12587 Fuel considerations in U.S. supersonic transport program, presented to 
USAF sponsored Jet fuel quality symposium, San Antonio, Tex., Oct. 22- 
24, 1968; [by] Joseph ©. Saia. [1969.] [2]+11+[13] leaves, il. 4° 
(Office of Supersonic Transport Development.) tf TD42: F95 
port. on , , . . . 
[Is- 12588 Governing equations for waye propagation in homogenous isotropic con- 
tinuous fluid, presented at short course on noise generation and sup- 
: 967 pression in aircraft, University of Tennessee Space Institute, Tullahoma, 
Tenn., Jan. 29-Feb. 2, 1968 [with list of references]; by William C. 
Sperry. [1969.] cover title, xi+60 p. il. 4° f TD 4.2: W 36 
Handbooks. ~ @ Item 431-C-4 
able]. 12589 5190.2D. List of public airports affected by agreements with Federal govern- 
1d re- ment. May 28, 1969. cover title, [2]+iv+100 p. 4° [Issued in 
ed in looseleaf form.}] Cancels Handbook 5190.2C, June 11, 1968. 
5:62 TD 4.8/2: 5190.2 D 
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Handbooks—Continued 
6050.17A. Frequency management engineering principles VHF/UHF /micro- 
wave link facility handbook. Apr. 30, 1969. cover title, [125] AED il. 
4° [Issued in looseleaf form. Cancels bry 60. 


July 19, 1967.] 4.8/2: 605 50. 17 K 
7210.3. See Air Trafiic Sorvice, facility management. 
7330.7B. Service C weather schedules, Change 1. [May 9, 1969.] [1]+1i 
+35 p. [Effective date July 1, 1969. Cancellation date an. 1, 
1970. Issued in looseleaf form.} TD 4.8/2: 7330.7 B/ch. 1 
8130-2A., Airworthiness certification of aircraft and related approvals. 


May 22, 1969. cover title, [157] p.4° [Cancels handbook 8130.2, 
dated Feb. 9, 1967. Issued with perforations.] 

TD 4.8/2: 8130.2 A 
SM P 6760.1. me ore of L/MF range equipment Change 2. [May 1, 1969.] 
0] p. 4° yg eT date Dec. 1, 1969. a publication 
iY P 6760.7 Nov. 1, 1957, and AF P 6760.8, Mar. 1962. Issued 
in looseleaf form. ; FAA 1.8 72: : su P 6760.1/ch.2 
Investigation of sonic booms simulator, techniques and meansurement 
devices [with list of references] ; by Joseph K. Power. [1969.] cover title, 
[1]+113 p. il. 4° (Sonic Boom Program Staff, Office of Noise Abate- 
ment.) [Prepared for University of Tennessee Space Institute, Graduate 
Education, Research, Postdoctoral Study and Continuing Education in 

Aerospace Sciences, Dec. 9-14, 1968, Tullahoma, Tenn.] f 
TD 4.2: S805/5 


List of certificated pilot flight and ground schools. Jan. 1, 1969. cover title, 
iii+56 p. 4° ([Advisory circular], AC 140-2E.) [Cancels AC 140-2D, 
Jan. 1, 1968.] t @ Item 431-C-4 TD 4.8: Sch 6/969 


Our crowded airways, cause & cure [address to New York City Chapter, 
Sigma Delta Chi, Aug. 20, 1968; by] David D. Thomas, Acting Adminis- 
trator, Federal Aviation Administration. [1969.] 15 p. narrow 8° + 

TD 4.29: T 36 


Sonic boom theory [with list of references]; by John O. Powers. [1968.] 
cover title, 38+[1] p. il. 4° (Technical Support Staff, Office of Noise 
Abatement.) [Presented at short course on Noise generation and sup- 
pression in aircraft, University of Tennessee Space Institute, Tullahoma, 
Tenn., Jan. 29-Feb. 2, 1968.] ¢ TD 4.2: 805/2 


Summary of airworthiness directives for large aircraft. [Jan. 1, 1969.] cover 
title, [647] p. il. 4° (Federal aviation regulations, pt. 39, v. 2.) [Incor- 
porates all current airworthiness directives through Dec. 1968. Issued in 
looseleaf form.] * Paper, $6.00 (including basic manual and quarterly 
supplements for an indefinite period) ; $1.25 additional for foreign 
mailing. @ Item 431-A-15 TD 4.10/3 : 969 


Survey of sonic boom experiments [with list of references]; by John O. 
Powers and Domenic J. Maglieri. [1968.] cover title, [4]+46 p. il. 4° 
[Prepared for 1968 Aviation and Space Conference of American Society 
of Mechanical Engineers, June 16-19, 1968, Beverly Hills, Calif.] ft 

TD 4.2: 805/38 


Washington National and Dulles International Airport forecasts, fiscal 
years 1969-80. Feb. 1969. cover title, ii+40 p .il. 4° (Office of Aviation 


Economics.) f 
L.C. card 73-603221 TD 4.2: W 27/2/969-80 


FEDERAL BUREAU OF INVESTIGATION, Justice Dept. 
Washington, DC 20530 


Know your FBI. [1969.] [2]+24+ [1] p. il. 4° ¢* @ Item 721 
J 1.14/2: F 31/2/969 


Uniform crime report for United States, 1968. [1969.] vi+187 p. il. 4° 
{Printed annually. Advisory Committee on Uniform Crime Records, 
International Association of Chiefs of Police. Title on cover is Crime 
in United States, uniform crime reports, 1968.] * Paper, $1.50. @ 722 
L.C. ¢ ard 30—27005 J 1.14/7 : 968 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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FEDERAL COMMUNICATIONS COMMISSION 
Washington, DC 20554 


Report R—(series). (Office of Chief Engineer, Research Division.) 
12604 6703. Derewe ment of VHF propagation curves for Maritime Mobile Radio Service, 
list of references] ; by Jack Damelin. Oct. 12, 1967. [1]+6 +[8] 
in, il, 4° ft CC 1.46: 6703 
12605 Survey of political broadcasting, primary and general election campaigns 
of 1966. June 1967. cover title, 5+ [23] leaves+ [5] p. 4° 
L.C. card 68-62535 CC 1.2: P 75/4/966 


FEDERAL CREDIT UNIONS BUREAU, Health, Education, and Welfare 
Dept., Washington, DC 20201 


12606 Annual report of Bureau of Federal Credit Unions, 1968. [1969.] [5]+107 


p. il. 4° ([{FCU-561]) +f @ Item 525 FS 3.301 : 968 
12607 Credit union statistics, Bureau of Federal Credit Unions. (BFCU : R-4.) 
[Monthly.] + FS 3.310: (v.nos.& nos. ) 


v. 5, no. 6—June 25, 1969— 


Research report. 


12608 2. Credit unions and “tight” money. July 1969.7 p. il. 4° + @ Item b+ 2... P 


FEDERAL DEPOSIT INSURANCE CORPORATION 
Washington, DC 20429 


12609 Annual report of Federal Deposit Insurance Corporation, 1968. [1969]. 
x+246 p. il. 
L.C. card 3836-26171 Y 3.F 31/8: 1/968 


FEDERAL FIELD er, Pe eae PLANNING IN 
Suite 400, 632 6th Avenue, Anchorage, AK 99501 


Note —The Federal Field Committee for Development Planning in Alaska was 
establishd by Executive Order 11182 of Oct. 2, 1964. 

12610 Alaska natives and Federal hire, staff study; [by Robert D. Arnold aud 

Esther C. Wunnicke]. Anchorage, Alaska, 1967. [1]+iv-+77 leaves, 

4° ¢ Y 3.Al 18/4: 2 N 21/2 


12611 Alaska’s economy in case of national economic pause, fiscal strength through 
oil and gas receipts; by Joseph E. Shafer. 1968. cover title, ii+59 p. 4° 
[Prepared for Federal Field Committee and State of Alaska. Text on 
p. 2 of cover.] +f Y 3.Al 1s/4:2 Ec7 


12612 Transportation and economic development in Alaska, policy analysis; pre- 
pared by Joint Federal/State Transportation Task Force. Anchorage, 
Alaska, 1968. cover title, [3]-+-viii+193 p. il. 4° t Y3.Al1s/4:2T68 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


12613 Rules and regulations for Federal savings and loan system, with amend- 
ments effective through Mar. 14, 1969. [1969.] cover title, 165 leaves 
[Chapter 5(C) title 12, (Banks and Banking), Code of Federal regula- 
tions. Issued with perforations.] { 

L.C. card 33-26480 FHL 1.6: Sa 9/969 


FEDERAL HOUSING ADMINISTRATION, Housing and Urban 
Development Dept., Washington, DC 20411 


12614 FHA low cost housing trends of 1-family homes insured by FHA under sec. 
221(d) (2). (RR: 252; Statistics Section, Division of Research and 
Statistics.) [Quarterly. Issued with perforations.] ¢ HH 2.26:(date) 
ist gtr. 1969-— 
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GovERNMENT PUBLICATIONS 


{Minimum property standards for 1 and 2 living units], interim revision 
44a. June 1969. [2] leaves, 4° (FHA 300.) [Issued in looseleaf form.] 
+ @ Item 593 HH 2.17/4: 965/rev.pages—7 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


Air pollution and regulated electric power and natural gas industries, staff 
report. Sept. 1968. [2]+xvii+366 p.4° ft 
L.C. ecard 70-600115 FP 1.2: Ai7 


Electric power in south central region, 1970, 1980, 1990; prepared by South 
Central Regional Advisory Committee. Feb. 1969. [2] leaves+xii+242 
p.il.4° ¢f 
L.C. card 70-603136 FP 1.2: El 2/13 


Gas supplies of interstate natural gas pipeline companies, 1966. Aug. 1968. 
[112] p. il, map 4° (Bureau of Natural Gas.) f Paper, 35c 
L.C. card 70-601076 FP 1.2: G 21/2/966 


Idaho—Utah power interruption, Dec. 22, 1967, report by Federal Power 
Commission. Oct. 1968. [27] p. il. 4° ft 
L.C. card 71-603041 FP 1.2:Id1 


National electric rate book, rate schedules for electric service in com- 
munities of 2,500 population or more, residential, commercial, and in- 
dustrial services. [Issued with perforations. ] 


Notre.—The complete rate book is made up of separate publications, each rep- 
resenting a State. They are sold on subscription basis by the Superintendent of 
Documents, $12.50 a year, $4.25 additional for foreign mailing; single copy, 25c. 


Indiana. June 1969. [2]+29 p. 4° [Supersedes issue of Oct. 1968.] @ Item 


437—A-12 FP 1.18: In 2/969 
Minnesota. June 1969. [2]+30 p. 4° [Supersedes issue of July 1968.] @ Item 
437—A-21 FP 1.18 : M 66/969 
Washington. May 1969. [2]+19 p. 4° [Supersedes issue of Oct. 1968. ly * Item 
437-A-45 FP 1.18: W 27/969 


Problems in disposal of waste heat from steam-electric plants, staff study 
supporting Commission’s 1970 National power survey [with list of refer- 
ence and data sources]. 1969. ix+53 p. il. map, 4° (Bureau of Power.) 
[Includes map copyrighted 1958 by Fluor Corporation; reprinted by 
permission.] tf 
L.C. card 75-603164 FP 1.2: H 35 


West Central Region power survey, 1970-90, report to Federal Power Com- 
mission [with selected bibliography]; prepared by West Central 
Regional Advisory Committee. [1969.] [226] p. il. 3 pL # f 
L.C. card 75-603199 FP 1.2: W 52c/970-990 


FEDERAL RAILROAD ADMINISTRATION, Transportation Dept. 
Washington, DC 20591 


Economics of railroad automobile rack car aerodynamic drag [with list 
of references] ; by Robert W. Luebke. Mar. 1969. vii+20 p. il. 4° (Engi- 
neering, Research, and Development Division, Office of High Speed 
Ground Transportation.) tf TD3.2:Au8 


Railroad accident investigation report. 
4146. a and North Western Railway Company, Chicago, Milwaukee, St. 
‘aul and Pacific Railroad Company, Elberon, Iowa, Mar. 24, 1968. 
{1969.] ([2]+11+[1] p. i. ¢t TD 3.10 : 4146 
Report on dimensions of airport ground access problem. May 1969. cover 
title, 48 p. il. oblong 12° ([Office of High Speed Ground Transporta- 
tion.]) +t @ Item 701-B TD 3.2: Ai7 
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SEPTEMBER 1969 


FEDERAL REGISTER OFFICE, General Services Administration 
Washington, DC 20408 


Code of Federal regulations and Cumulative pocket supplements. 
Note.—For the convenience of those who maintain complete sets of the Code of 
Federal regulations, arrangements have been made to supply pocket supplements 
as of Jan. 1, 1969 and any completely revised volumes issued in 1969 on a sub- 
scription basis at $150.00 a year, $40.00 additional for foreign mailing. The revised 
volumes and supplements will be mailed as printed and all subscribers will receive 
expiration notices in ample time to renew their subscriptions, thus avoiding loss of 
continuity. The Superintendent of Documents will continue to make available the 
revised volumes and individual supplements for those who do not maintain complete 
sets. 
Code of Federal regulations: General index revised as of Jan. 1, 1969. 
[1969.] xxv+299 p. * Paper, $1.25. ©@ Item 572 
L.C. card 49-46198 GS 4.108 : ind/969 


—— Title 2 [Congress], title 3 [the President], revised as of Jan. 1, 1969. 
(1969.] vi+481 p. [Contains codification of documents of general ap- 
plicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $1.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 2-3/969 


— — Title 17 [Commodity and securities exchanges], revised as of Jan. 1, 
1969. [1969.] vi+622 p. [Contains codification of documents of generai 
applicability and future effect as of Jan. 1, 1969, with ancillaries.] 
* Paper, $2.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 17/969 

—— Title 21 [Food and drugs] pts. 130—-146e, revised as of Jan. 1, 1969. 
[1969.] vi+654 p. [Contains codification of documents of general ap- 
plicability and future effect as gf Jan. 1, 1969, with ancillaries.] 
* Paper, $2.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 21/pt.130—146e/969 

Title 46 [Shipping] pts. 1-65, revised as of Jan. 1, 1969. [1969.] 

vi+600 p. il. [Contains codification of documents of general applicability 

and future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $2.50. 

@ Item 572 

L.C. card 49-46198 GS 4.108 : 46/pt.1-65/969 


Title 46 [Shipping] pts. 66-145. revised as of Jan. 1, 1969. [1969.] vi+ 
523 p. il. [Contains codification of documents of general applicability and 
future effect as of Jan. 1, 1969, with ancillaries.] * Paper, $2.00. 
@ Item 572 

L.C. card 49-46198 GS 4.108 : 46/pt.66-145/969 
Title 47 [Telecommunication], pt. 80 to end, title 48 [reserved], re- 
vised as of Jan. 1, 1969. [1969.] vi+596 p. il. [Contains codification of 
documents of general applicability and future effect as of Jan. 1, 1969, 
with ancillaries.] * Paper, $2.50. @ Item 572 

L.C. card 49-46198 GS 4.108 : 47 (pt.80-end) 48/969 











FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 
Washington, DC 20551 


Financial developments in 1st quarter of 1969. [1969.] p. 401-408, 4° [Re- 
printed from Federal reserve bulletin for May 1969.] f 
FR 1.3/a: F 49/12 


Financial innovation and monetary management in United States, paper 
presented by Andrew F. Brimmer, Member, Board of Governors of Fed- 
eral Reserve System at meeting of Association of American Banks in 
London, England, July 9, 1969. 1969. [1] +24+[5] p.4° 7 

FR 1.23: B 77/45 


List of OTC margin stocks, as of July 8, 1969. [1969.] 4 p. 4° [Prepared 
for purposes of regulations G, T, and U.] 7 FR 1.46/4: 969 
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12638 [On cutting corners], remarks of J. L. Robertson, Vice Chairman of Board 
of Governors of Federal Reserve System before annual convention of 
West Virginia Bankers Association, White Sulphur Springs, W. Va., 


July 25, 1969. 1969 [1]+9 p. 4° 7 FR 1.23: R 54/37 
Regulation (series). ft FR 1.6: (letters) 
12639. D. Reserves of member banks, amendment, effective July 25, 1969. [1969.] 1 p. 


12640 [This entry number not used. ] 

12641 G. Securities credit by persons other than banks, brokers, or dealers, revised 
effective July 8, 1969. [1969.] 14+ [4] p. 4° [Title 12, Code of Federal 
regulations, pt. 207. Supplement, 1 p., isused also. ] 


12642 Q. Payment of interest on deposits, amendment, effective July 25, 1969. [1969.] 
p. 

12643 Q. Parsi of interest on deposits, amendments, effective Aug. 1, 1969. [1969.] 

12644 T. Credit by brokers and dealers, revised effective July 8, 1969. [1969.] 20+ [2] 
p. 4° [Title 12, Code of Federal regulations, pt. 520] 

12645 T. [Credit by brokers, dealers, and members of national securities exchanges], 
supplement, effective July 8, 1969. [1969.] [2] p. 

12646 U. Credit by banks for purpose of purchasing or carrying margin stocks, revised 


effective July 8, 1969. [1969.] 15+ [4] p. 4° [Title 12, Code of Federal 
regulations, pt. 221.] 
12647 U. [Credit by banks for perpons of purchasing or f= ing registered stocks], 
supplement, effective July 8, 1969. [1969.] 1 p. 4 
12648 Small business and economic development in negro community, statement 
of Andrew F. Brimmer, Member, Board of Governors of Federal Reserve 
System before Select Committee on Small Business, House of Repre- 
sentatives, July 25, 1969. 1969. [1]+12+ [4] p. 4° ¢ FR1.23: B77/46 


12649 Statement by William McChesney Martin, jr., Chairman, Board of Gov- 
ernors of Federal Reserve System, before Committee on Banking and 
Currency, House of Representatives, June 30, 1969. [1969.] [1]+11 
leaves, 4° + FR 1.23: M 36/32 


FEDERAL SUPPLY SERVICE, General Services Administration 
Washington, DC 20405 


12650 Federal specifications. @ Item 563. GS 2.8: 


Note.—These specifications are completely covered by the index of Federal 
ge and standards. Individual specifications are not listed in the Monthly 
Catalog. 

Index of Federal specifications and standards, January 1, 1969, with cumulative 
supplements as issued (GS 2.8/2: : 969) is sold by the Superintendent of Documents 
on a subscription basis at $3. 00 | a yr.; 75c additional for foreign mailing. 

Federal test method standard. [Issued in looseleaf form.] @ Item 563 
GS 2.8/7 : (nos. ) 
12651 101B. ee packaging, and packing materials, test procedures, Jan. 15, 
969. [1969.] cover title, {Ah p. il, 4° prepares "et jest method 
ata. 101A, Oct. 21, 1959 -aper, $3.54 2.8/7:101B 
12652 791B. Lubricants, liquid fuels, and eo cre Sileate ‘methods of aie Jan, 15, 
1969. cover title, [46 ext on p. 2 of cover. Supersedes Fed. 
text method std. 791A, te "aL ‘19d. ] +t Paper, $3.75. 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


12653 Economic report on use and economic significance of trading stamps, staff 
report, Jan. 1966. [1969.] vi+44 p. (Publication R 6—-15-1.) [Included as 
chap. 9 in Beonomic report on structure and competitive behavior of 
food retailing, 1966.] * Paper, 30c. @ Item 535 
L.C. card 70-603049 FT 1.2: T 67 


FEDERAL WATER POLLUTION CONTROL Ve 
Interior Dept., Washington, DC 2024 


12654 Basic waste characteristics at winter recreation areas, progress report, 
technical project report ; prepared by B. David Clark. Aug. 1968. [1]+Vv 
+84 p. il. 4° (Report PR-7; Northwest Region, Pacific Northwest 
Water Laboratory.) ¢ 
L.C, card 78-603197 I 67.2: W 28/2 
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12655 Clean water for nation’s estuaries, proceedings, public meeting on water 
quality management for estuaries, Honolulu, Hawaii, Jan. 28-29, 1969 
[with bibliographies]. [1969.] cover title, [1]+vii+175 p. il. 4° (Pacific 
Southwest Region, San Francisco, Calif.) t 
L.C. card 73-603150 I 67.2: Es 8/2/969 


12656 Evaluation of impact of proposed Bureau of Reclamation Jensen project 
upon water quality [with bibliography]. Apr. 1969. cover title, [1]-+iii 
+32 p.il.4° (Southwest Region, San Francisco, Calif.) t 167.2: J 45 


12657 Environmental factors in coastal and estuarine waters, bibliographic series : 
v. 2, Coast of Washington; by George R. Ditsworth. Aug. 1968. [6]+80 
+[1] p. 4° (National Coastal Pollution Research Program, Pacific 
Northwest Water Laboratory, Corvallis, Oreg.) f I 67.14/2: 2 


12658 Index to research on coastal and estuarine waters in United States 
{with list of information sources]; compiled by George R. Ditsworth. 
Sept. 1967. [3]+33 leaves 4° (Northwest Region.) f 
L.C. card 77-603143 I 67.2: C63 
12659 Industrial waste guide on thermal pollution [with lists of references]. 
Revised [edition]. Sept. 1968. vii+112 p. il. 4° (Northwest Region, 
Pacific Northwest Water Laboratory, Corvallis, Oreg.) 
L.C. card 73-603213 I 67.8/2: T 34/968 


12660 Potato waste treatment, proceedings of symposium jointly sponsored by 
University of Idaho and Federal Water Pollution Control Administra- 
tion, Pacific Northwest Water Laboratory, Mar. 8, 1968. July 1968. 
[5]+88 p. il. 4° (Northwest Region, Corvallis, Oreg.) ft 167.2: P84 

12661 Vessel pollution study, San Diego Bay, Calif. [with bibliographies]. June 
1969. vii+66 p. il. 4° (Pacific Southwest Region, San Francisco, 
Calif.) f 
L.C. ecard 77-603135 167.2: Said 


Water pollution control research series. 
12662 WP-20-7. Santee recreation project, Santee, Calif., final pepest ; toy) John C. 


Merrell, jr. [and other]. 1967. vii+165+ {2] p 1 pl. +t Publi- 
cations Office, Ohio Basin Region, Federal Water Pollution Control 
Administration, Cincinnati, OH 45226 67.13/3:7 


12663 WP-20-21. Selected urban storm water runoff abstracts; prepared & Franklin 
Institute Research Laboratories Science Information Services. 
June 1969. iv+57+-52 p. 4° ([{WRSIC 69-102] ; Contract 14—-12- 
467.) t @ Item 473-A-1 
L.C. card 78-603146 I 67.13/3: 21 
—— Advanced waste treatment research WP-20-AWTR-(series). 


12664 19. Summary report, advanced waste treatment research program. July 1964— 
July 1967 [with list of references]. 1968, viii+96+-[2] p. il. 4° (Ad- 
vanced Waste Treatment Branch, Division of Research. Robert A. Taft 
Sanitary Engineering Center.) + Publications Office. Ohio Basin Region, 
Federal Water Pollution Control Administration, Cincinnati, OH 45226 

I 67.13/3 : AWTR-19 


FLIGHT STANDARDS SERVICE, Transportation Dept. 
Washington, DC 20553 


12665 Tentative airworthiness standards for supersonic transports. Nov. 1, 1965, 
revised as of Jan. 1, 1969. [1969.] cover title, [1]+vii+207 p. il. 4° 
[Issued in looseleaf form.] ¢ TD 4.411: Su 7/969 


12666 Tentative airworthiness standards for verticraft/powered lift transport 


eategory aircraft. July 1968. cover title, [1]-+xiii+223 p. il. 4° 
TD 4.411: V 61 


FOOD AND DRUG ADMINISTRATION, Health, Education, and Welfare 
Dept., Washington, DC 20201 
a 
12667 Pesticide analytical manual; v. 2, [Methods for individual pesticide resi- 
dues], errata. [July 15, 1968.] [181] p. il. 4° [Issued in looseleaf 
form.] 7¢ FS 13.119: P 43/v.2/967/errata—4 
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FOREIGN AGRICULTURAL —— Agriculture Dept. 
Washington, DC 


12668 Building U.S. agricultural exports. Mar. 1969. 3 p. 4° + A 67.2: Ex 7/4 


[Foreign Agricultural Service, miscellaneous] FAS-—M series). + 
A 67.26: (nos. ) 

12669 205. Foreign competition in horticultural products; [by Richard B. Schroeter]. 
July 1969. cover title, 12 p.il.4° Text on p. 2 of cover.) 
L.C. card 71-—603068 

12670 206. U.S. honey in West European market; [by Gordon BE. Patty]. July 1969. 
cover title, ae il. 4° ([Sugar and Tropical Products Division.].) 
L.C, ecard 79-6031 


FOREST SERVICE, Agriculture Dept. 
Washington, DC 20250 


12671 Aerial photography status maps as of Apr. 1, 1968. [1969.] cover title, 
[78] p. il. 4° ¢ A 13.2: Ae 8/968 


12672 Biology of alder, proceedings of symposium held at Northwest Scientific 
Association, 40th annual meeting, Pullman, Wash., Apr. 14-15, 1967 [with 
lists of literature cited]; edited by J. M. Trappe [and others]. 1968. 
[1] +v+292 p. il. 4° (Pacific Northwest Forest and Range Experiment 


Station.) f 

L.C. card 74601727 A 13.66/2: Al 2/967 
12673 Camping and picnicking in Eldorado National Forest. 1968. [2]+12+-[2] 

p. il. 4 fF A 13.2: El2 


12674 Coeur d’Alene National Forest, Idaho. [1968.] 1 sheet (with map on verso) 
il. f° folded into 12° size. ({Northern Region.]) [Some illustrations are 
colored.] + A 13.13 : C 65/967 


12675 Conservation tools for educators [with bibliography of some conservation 
teaching materials]. 1968. [1]+ii+76 p. 4° (Pacific Northwest Region; 
Putting conservation to work series.) tf A 13.2: C 76/15 


12676 Douglas-fir supply study, alternative programs for increasing timber sup- 

plies from national forest lands. 1969. [2]+-viii+53 p. il. 4° (Region 5 

and 6, Pacific Northwest Forest and Range Experiment Station.) t 

L.C. card 76-603053 A 13.66/2: D 74/2 

12677 Eagle Cap wilderness, Wallowa-Whitman National Forest [Oreg.]. [1969.] 

1 sheet il. f°, with map on verso, folded into narrow 8° size. ([Pacific 
Northwest Region.]) [Map and some illustrations are colored.] + 

A 13.13 : Ea 3/2 


12678 Edible fruits of forest trees. Revised Sept. 1967. [1969.] 4 p. 4° (FS-36.) 
t A 13.2: F 94/967 


Equipment development & test reports. t A 13.49/4 : (nos. ) 
12679 5700-8. Bell 204B [helicopter] external helitank evaluation. [1969.]) cover title, 
ie tse p. il. 4° (Equipment Development Center, San Dimas, 
alif.) 

12680 5700-9. Helicopter rotor downwash effects [with list of references]. [May 1969.] 
cover title, [5]+13 p. il. 4° (San Dimas Equipment Development 

Center.) 
12681 George Washington National Forest, Va.-W. Va. [1968.] 1 sheet (with 
map on verso.) il. oblong f, folded into narrow 8° size. ( [Southern 
Region.]) [Map and illustrations are colored.] 7 A 13.13: G 29/968 


12682 Kisatchie National Forest, La. [1968.] 1 sheet (with map on verso) il. 
oblong f° folded into narrow 8° size. ({Southern Region.]) [Map and 
some illustrations are colored.] + A 13.13: K 64 


12683 Los Padres National Forest, Calif. [1968.] 1 sheet (with map on verso) il. 
oblong f° folded into narrow 8° size. ({Monterey and San Luis Ranger 
Districts.]) [Map and some illustrations are colored.] + 

A13.13: L 89/3 
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12684 Malheur National Forest [Oreg.]. [1969.] 1 sheet (with map on verso) 
il. oblong f° folded into narrow 8° size. ( [Pacific Northwest Region.]) 
[Map and some illustrations are colored.] 7 A 13.13: M 29/5/968 


Managing your woodland, how to do it guides. (Pacific Northwest Region, 

State and Private Forestry, Portland, Oreg.) 
12685 7. Woodland grazing management [with list of sources of assistance]; prepared 
by Division of State and Private Forestry. Revised Jan, 1969. [1969.] 
{1]+6 p. il. 4° ¢ A 13.36/3: 7/2 
12686 Maroon Bells-Snowmass Wilderness, White River National Forest, Glen- 
wood Springs, Colo. [1968.] [2] p. il. oblong f° folded into narrow 8° size. 


({Rocky Mountain Region.]) tf A 13.13: M 34/2 
12687 Mt. Baker National Forest, 1968, year of change. [1969.] cover title, [16] p. 
il. 4° [Text on p. 2-3 of cover]. f A 13.13/2 : M 86/968 


12688 National forests in Pacific Northwest, 1968. [1969.] cover title, 32 p. il. 4° 


t 
L.C. card 68-60818 A 13.13/2: P 11/968 


12689 National forests in profile, 1967 yearbook, Intermountain Region, Forest 
Service, Department of Agriculture, Ogden, Utah. [1969.] cover title, 


[24] p. il. 4° 7 A 13.57 : 967 
12690 Pacific Crest National Scenic Trail, Oreg. 1969. [16] p. il. 4° folded into 8° 
size. (Pacific Northwest Region.) f A 13.13: P11 


12691 Pacific Southwest Forest and Range Experiment Station wildlife habitat 
research. [1969.] [2] p. il. 4° [Includes list of publications.] tf 

A 13.62/2: W 64 

12692 Planning safe snow play sites. [1969.] cover title, [2]+18 p. il. oblong 8° 
(California Region.) ft A 13.36/2: Sn6 

12693 Portable apparatus for estimating stomatal aperture in conifers ; by William 
Lopushinsky. 1969. cover title, 7 p. il. 4° (Pacific Northwest Forest and 
Range Experimental Station, Portland, Oreg.) [Table of contents on p. 2 
of cover.) 7 A 13.66/2 : St 6 

12694 Report of Chief of Forest Service, 1968. [Aug. 1969.] iii+61 p. 4° [Covers 
calendar year activities unless otherwise identified; records on fiscal 
year basis are so reported.] * Paper, 60c. @ Item 80 


L.C. card Agr 12-394 A 13.1: 968 
Research note FPL-—(series). (Forest Products Laboratory, Madison, 
Wis.) #f A 13.79: FPL—(nos.) 


12695 FPL-02, Comparison of wood preservatives in stake tests (1969 progress 
report) ; [by J. O. Blew, and H. L, Davidson]. Apr. 1969. cover title, 
90+ [1] p. 4° ‘Text on p. 2 of cover.] 

L.C. card 64—60444 

12696 FPL—0202. Compressive and shear properties of polyamide honeycomb core; [by 
Paul M. Jenkinson]. Jan. 1969. cover title, 14-+[1] p. il. 4° [Text 
on p. 2 of cover.) 

12697 FPL—0203. Longitudinal shrinkage in 7 species of wood [with list of literature 
cited; by R. A. Hann]. Feb. 1969. cover title, 13+ [1] p. il. 4° 
{Text on p. 2 of cover. Page 13 on p. 3 of cover.] 

12698 FPL-—0204. News and views of this kiln drying business: Dip treatment in 
yolyethylene glycol not effective in preventing surface checking ; 
by aymond C. Rietz. Feb, 1969. 6 p. 4° 


Research note PNW-(series). (Pacific Northwest Forest and Range Ex- 
periment Station, Portland, Oreg.) 7 A 13.79: PNW-(nos. ) 
12699 PNW-95. Digital temperature monitor for photorecording ; by William B. Fowler. 
Jan. 1969. 7 p. il. 4° 
12700 PNW-96. Marketing of red alder pulpwood and saw logs [with list of literature 
cited]; by James G. Yoho, Daniel E. Chappelle, and Dennis L. 
Schweitzer. Jan. 1969. 7 p. il. 4° 
12701 PNW-97. Charts for determining sampling rate and number in sample; by David 
Bruce. Feb. 1969. 6 p. il. 4° 
12702 PNW-98. Digital indicator for maximum windspeeds; by William B. Fowler. 
Mar. 1969. 4 p. il. 4° 
12703 PNW-99. Can auger planting improve survival of Douglas-fir seedlings? by 
Richard E, Miller. Mar. 1969. 8 p. il. 4° 
12704 PNW-100. Crop-tree thinning of ponderosa pine in Pacific Northwest; by James 
W. Barrett. Apr. 1969. [13] p. il. 4° 
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Research note PNW-—(series)—Continued 


PNW-101. Costing Douglas-fir seed orchard to avoid pollen contamination; by 
Roy R. Silen and Gene Keane. Mar, 1969. 10 p. il. 4° 


PNW-102. Sequential sampling of Douglas-fir tussock moth populations; by 


Richard R, Mason. Apr. 1969. 11 p. il. 4° 


PNW-1038. Influence of sitka alder on soil formation and microbiological _suc- 
B. 


cession on landslide of alpine origi at Mount Rainier; by 
Bollen [and others]. Apr. 1969. 5 p. il. 4° 


Research paper FPL-(series). (Forest Products Laboratory, Madison, 
Wis.) 

FPL—106. Preservative treatments for protecting wood boxes; [by A. F. Verrall, 

and T. C. Scheffer.] Apr. 1969. cover title, 8 p. il. 4° [Text on p. 2 

of cover. Accompanied by abstract cards. ] } A 13.78: FPL-106 


Research paper ITF—(series). (Institute of Tropical Forestry, Rio Piedras, 
P.R.) 


ITF-8. Chemical control of bostrichidae during air drying of fence posts [with 
list of literature cited]; by R. S. Boone, M. Chudnoff, and EB. ——, 
Jan. 1969. cover title, 8 p. il. 4° [Summary in Spanish on Pp. 
cover. Abstract cards inserted.) 7 A 13.78 PitFs 


Research paper PNW-(series). (Pacific Northwest Forest and Range 
Experiment Station, Portland, Oreg.) f A 13.78: PNW-(nos.) 
PNW-64. Competition for Federal timber in Pacific Northwest, analysis of Forest 

Service and Bureau of Land Management timber sales; by Walter J. 
Mead and Thomas BE. Hamilton. 1968. [5]+-63-+-[1] p. il. 4° 
9. Elytroderma disease of ponderosa pine in Pacific Northwest ; [by] T. W. 
Childs. 1968. cover title, 1i+-45+- [1] p. il. 4° 
PNW-71. Potential evapotranspiration and climate in Alaska by Thornthwaite's 
classification [with list of literature cited] ; by James H. Patric and 
Peter E. Black. 1968, cover title, 28+-1 p. il. 4° 
L.C, ecard 74—-602235 
PNW-74. Webb-Pomerene export trade associations and wood products industries 
or can Webb-Pomerene act help U.S. sell more processed wood to 
Japan? [with bibliography] ; by John H. Beuter. 1969, [1] +14+-[1] 
p.4° [Text on p. 2 of cover.) 
L.C. card 74-601534 
PNW-76. Nitrogen enrichment of 2 forest ecosystems by red alder [with list of 
literature cited]; by Robert F. Tarrant [and others]. 1969. cover 
title, 8+[1] p.4° [Text on p. 2 of cover.] 


Research paper PSW (series). (Pacific Southwest Forest and Range 
Experiment Station, Berkeley, Calif.) 


PSW-50. Dwarf mistletoe on red fir, infection and control in understory stands 
{with list of literature cited; by Robert F. Scharpf]. 1969. cover 
title [2]+8 p. il. 4° [Abstract cards inserted.] tf 

A 13.78: PSW-50 


Rio Grande National Forest. [1969.] [2] p. il. large 4° folded into narrow 
8° size. (Rocky Mountain Region, Denver, Colo.) [Some illustrations 


PNW-6 


are colored.] f A 13.13: R 47/969 
San Bernardino National Forest, accomplishments, 1968. cover title, 16 p. 
il. 4° [Text on p. 2-3 of cover.] t A 13.13/2: Sa 5 be/968 
Specifications for aerial photography. Jan. 31, 1969. cover title, vi+43 p. 
il. 4° f A 13.2: Ae 8/2 


State trees [list]. Slightly revised Oct. 1968. [1968.] 4 p. il. 4° (FS-63.) Tf 
A 13.2: T 71/17/968 


Summary and analysis of fire danger indexes for selected coastal Alaska 
Stations; by William M. Trigg and Nonan V. Noste. Jan. 1969. [1]+21 
p. il. 4° (Pacific Northwest Forest and Range Experiment Station, 
Institute of Northern Forestry, Juneau, Alaska.) [Text on p. 2-3 of 
cover.) f A 13.66/2: Al 1s/3 


Thermal properties and surface temperatures of seedbeds, guide for for- 
esters [with list of literature cited; by] P. H. Cochran. 1969. cover title 
19 p. il. 4° (Pacific Northwest Forest and Range Experiment 
Station.) f A 13.66/12 : T 34 


Trail bike trips, Wenatchee National Forest [Wash.]. [1969.] 1 sheet (with 
map on verso) il. oblong f° folded into narrow 8° size. ([Pacific North- 
west Region.]) f A 13.13: W 48/4 


*For Sale by Superintendent of Documents 
*Distribution Made by Issuing Office 
tOfficial Use. Not Available 








1272 


1272 


1273 


1273 


ison, 


rrall, 


p. 2 


106 


lras, 


with 
yy tia. 
2 of 
rF-s 
inge 
0S. ) 
rest 
er J. 
L W 


ite’s 
and 


tries 
d to 
(1) 


t of 
over 


nge 


inds 
over 


or- 
tle 
ant 


ith 
th- 
/4 








12724 


12725 


12726 Wallowa-Whitman National Forest, facts. 1969. [4] p. il. 


12727 


12728 


12729 


12730 


12732 


12733 
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Umatilla National Forest [Oreg.-Wash.]. [1969.] 1 sheet (with map on 
verso), il. oblong f°, folded into narrow 12° size. ( [Pacific Northwest Re- 
gion.]) [Map and some illustrations are colored.] ft 

A 13.13 : Um 1/3/968 


User’s manual for SORAC computer program; by Robert W. Sassaman, 
Daniel E. Chappeller, and Kirby Fritchman. 1969. cover title, 80 p. il. 4° 
(Pacific Northwest Forest and Range Experiment Station, Portland, 
Oreg.) [Errata, 1 p. oblong 24° issued also.] f A 13.66/12: So6 


Wallowa-Whitman National Forest. [1968.] 1 sheet (with maps on verso) 
il. oblong f° folded into oblong 48° size. (Pacific Northwest Region.) f 
A 13.13: W 15/2/968 


t 
A 13.13: W 15/3/969 


Water resource development impact survey report: Bureau of Reclama- 
tion’s Battlement Mesa project, Colo., Grand Mesa National Forest. 1968. 
(3]+69 p.+[2] leaves il. 4 pl. map, 4° (Rocky Mountain Region.) 
[Some illustrations are colored.] tf 
L.C. card 73-603039 A 13.2: B 32/2 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Report to Congress: Administration and effectiveness of work experience 
and training project under title 5 of Economic opportunity act of 1964, 
Carroll, Chariton,, Lafayette, and Saline Counties, Mo., Department 
of Health, Education, and Welfare; by Comptroller General of United 
States. July 18, 1969. cover title, [8]+64p.4° (B-164031(3).) + Paper, 
$1.00. 

L.C. ecard 71-602541 GA 1.13: C 23/4 
Administration and effectiveness of work experience and training 
project under title 5 of Economic opportunity Act of 1964, Jackson 
County, Mo., Department of Health, Education, and Welfare; by Comp- 
troller General of United States. July 15, 1969. cover title, [6]+49 p. 4° 
(B-164031(3).) + Paper, $1.00. 

L.C. card 77-603100 GA 1.13: J13 


Administration and effectiveness of work experience and training 
project under title 5 of Economic opportunity act of 1964, St. Louis City 
and St. Louis County, Mo., Department of Health, Education, and 
Welfare; by Comptroller General of United States. July 15, 1969. cover 
title, [8] +53 p. 4° (B-164031(3).) 7 Paper, $1.00. 

L.C. card 71-602821 GA 1.13: Sa 21 
—— Administration and effectiveness of work experience and training 

project under title 5 of Economic opportunity act of 1964, Wayne 

County, Mich., Department of Health, Education, and Welfare; by 

Camptroller General of United States. July 31, 1969. cover title, [7]+ 

70 p. il. 4° (B-164031(3).) + Paper, $1.00. 

L.C. card 74-602933 GA 1.13: W 36 
—— Costs incurred to preserve Columbia River basin as source of salmon 

and steelhead trout, Department of Interior; by Comptroller General 

of United States. July 29, 1969. cover title, [5]+25 p. 4° (B-157612.) 

+ Paper, $1.00. 

L.C. card 71-602848 GA 1.13: C 72/3 
Effectiveness and administration of Acadia Job Corps Civilian Con- 
servation Center under Economic opportunity act of 1964, Bar Harbor, 
Maine, Department of Interior, Office of Economic Opportunity; by 
Comptroller General of United States. Aug. 12, 1969. cover title, [8]+-72 
p. 4° (B-1380515.) + Paper, $1.00. 

L.C. card 70-603160 GA 1.13: Ac1 
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GOVERNMENT PUBLICATIONS 


12734 Report to Congress: Effectiveness and administration of Albuquerque Job 
Center for Women under Economic opportunity act of 1964, Albu- 
querque, N. Mex., Office of Economic Opportunity; by Comptroller 
General of United States. July 24, 1969. cover title, [8]+72 p. 4° 
+ Paper, $1.00. 

L.C. card 78-602934 GA 1.13: Al 1b 


12735 ——— Effectiveness and administration of Atterbury Job Corps Center for 
Men under Economic Opportunity Act of 1964, Edinburg, Ind.; by 
Comptroller General of United States. July 23, 1969. cover title, [11]+ 
135 p. 4° (B-130515.) + Paper, $1.00. 

L.C. card 71-602935 GA1.13: Ed 4 

12736 Effectiveness and administration of Community Action Program ad- 

ministered by White Earth Reservation Business Committee under title 

2 of Economic opportunity act of 1964, White Earth, Minn., Office of 

Economic Opportunity ; by Comptroller General of United States. July 15, 

1969. cover title, [10]+88 p. 4° (B-130515.) + Paper, $1.00. 

L.C. card 73-602819 GA 1.13: W 58 


Effectiveness and administration of Community Action Program 
under title 2 of Economic opportunity act of 1964, Becker, Hubbard, and 
Mabhnomen Counties, Minn., Office of Economic Opportunity ; by Comp- 
troller General of United States. June 30, 1969. cover title, [8]+-47 p. 
4° (B-130515.) + Paper, $1.00. 

L.C. card 77-603072 GA 1.13: B 38/3 
Effectiveness and administration of Community Action Program 
under title 2 of Economic opportunity act of 1964, Phoenix, Ariz., Office 
of Economic Opportunity: by Comptroller General of United States. 
July 22, 1969. cover title, [11]+126 p. 4° (B-130515.) + Paper, $1.00. 
L.C. card 75-602936 GA 1.13: P 56/6 


12739 —-_ Effectiveness and administration of Legal Services program under 
title 2 of Economic opportunity act of 1964, Office of Economic Oppor- 
tunity; by Comptroller General of United States. Aug. 7, 1969. cover 
title, [9]+74p.4° (B-130515.) + Paper, $1.00. 

L.C. card 74-603161 GA 1.13: L 52 


12740 —_. Effectiveness and administration of Wellfleet Job Corps Civilian 
Conservation Center under Economic opportunity act of 1964, South 
Wellfleet, Mass., Department of Interior, Office of Economic Oppor- 
tunity; by Comptroller General of United States. June 30, 1969. cover 
title, [9]+80 p.il.4° (B-130515.) + Paper, $1.00. 

L.C. card 70-603073 GA 1.13: W 45/3 


Efforts to collect international postal debts and to pay postal amounts 
owed in excess foreign Currencies, Post Office Department [and] De- 
partment of State; by Comptroller General of United States. cover 
title, [6]+62 p.4° (B-165828.) + Paper, $1.00. 

L.C. card 78-603162 GA 1.13: P 84/21 


12742 —__ Evaluation of 2 proposed methods for enhancing competition in 
weapons systems procurement, Department of Defense [with selected 
bibliography]; by Comptroller General of United States. July 14, 1969. 
cover title, [8]+57p.4° (B-39995.) + Paper, $1.00. 

L.C. card 74603102 GA 1.13: W 37/7 

12743 —— Examination of financial statements U.S. Government Printing Office, 
fiscal year 1968; by Comptroller General of United States. Aug. 4, 1969. 
cover title, [(6]+23 p.4° (B-114829.) + Paper, $1.00. 





12737 





12738 





12741 — 





GA 1.13: G 74/968 
127 


2744 —-__ Federal disaster assistance to State and local governments, Office of 
Emergency Preparedness: by Comptroller General of United States. 
June 6, 1969. cover title, [7]+103 p. il. 4° (B~—156457.) + Paper, $1.00. 
L.C. card 70-602198 GA 1.13: D 63/21 
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12745 ——. Improvements needed in Army supply management and stock fund 
activities in Korea, Department of Army; by Comptroller General of 
United States. June 30, 1969. cover title, [6]+36 p. 4° (B-166312.) 
+ Paper, $1.00. 
L.C. card 74-603074 GA1.13: Ar5/10 
Need for improvement in receipt and storage of military supplies 
and equipment, Department of Defense; by Comptroller General of 
United States. July 30, 1969. cover title, [8]+36 p. 4° (B-—146828.) 
+ Paper, $1.00. 
L.C. card 79-602937 GA 1.13: M 59/25 


Need for Veterans Administration to acquire hospital sites before 
developing working drawings and specifications for construction of hos- 
pitals; by Comptroller General of United States. June 6, 1969. cover 
title, [6]+36 p. il.4° (B-133044.) + Paper, $1.00. 

L.C. card 79-602220 GA 1.13: V 64/16 

12748 ——— Reasonableness of prices questioned for bomb and hand grenade 
fuzes under three negotiated contracts, Department of Army ; by Comp- 
troller General of United States. July 15, 1969. cover title, [8]-+80 p. il. 
4° (B-163874.) + Paper, $1.00. 

L.C. card 75-602822 GA 1.13: B 63/6 

12749 —__ Selected automatic data processing activities, District of Columbia 
Government; by Comptroller General of United States. July 31, 1969. 
cover title, [5] +39 p.4° (B-166723.) + Paper, $1.00. 

L.C. card 72-—602938 GA 1.13: Au 8/32 

12750 —_—_ Silver sales limited to small business concerns, Treasury Department; 
by Comptroller General of United States. Aug. 4, 1969. cover title, [5]+ 
18 p. 4° (B-163084.) 7 Paper, $1.00. 

L.C. card 76-602939 GA 1.13: Si3 

12751 —-— Survey of progress in implementing planning-programming-budgeting 
system in executive agencies; by Comptroller General of United States. 
July 29, 1969. cover title, [9]+103 p. 4° (B—115398.) + Paper, $1.00. 
L.C. card 75—-602849 GA 1.13: P 69/2 


12746 — 








GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


12752 Basic laws and authorities of General Services Administration, GSA hand- 
book; [prepared by Office of General Counsel]. [1969.] [317] p. ({CSL 
P 5000.4B.]) * Paper, $1.75. @ Item 560 GS 1.5: G 28/969 


GEOGRAPHIC NAMES BOARD, Interior Dept. 
Washington, DC 20240 


Gazetteer. 

12753 110. Panama and Canal Zone, official standard names approved by Board of 
Geographic Names; prepared by Geographic Names Division, Army Topo- 
graphic Command. June 1969. [1] +-v +323 p. il. oblong 8° + Army Topo- 
graphic Command, 6500 Brooks Lane, Washington, D.C. 20315, Attn: 
Geographic Names Division, 13600. @ Item 617 
L.C, card 75—603156 133.8: 110 


GEOLOGICAL SURVEY, Interior Dept. 
Washington, DC 20242 


12754 Analog-digital models of stream-aquifer systems [with list of references] ; 
by E. A. Moulder and C. T. Jenkins. Mar. 1969. cover title, [1]-+ii+20 
leaves, il. 4° (Water Resources Division, Colorado District, Denver, 
Colo.) [Prepared in cooperation with Colorado Water Conservation 
Board and Southeastern Colorado Water Conservancy District. Open- 
file report.] tf 119.2: St 8/3 
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GovERNMENT PUBLICATIONS 


12755 Application of aerial photography and remote sensing to hydrobiological 
research in south Florida; by Milton C. Kolipinski and Aaron L. Higer. 
Feb. 1968. cover title, 7 leaves 4° (Water Resources Division.) [Open- 
file report. Prepared for National Aeronautics and Space Administration 
and National Park Service.] ¢f 119.2: Ae8 


12756 Appraisal of watershed management program in Wind River basin, Wyo. 
{with list of references] ; by N. J. King. Denver, Colo., Mar. 1968. 18 p. 4° 
[Open-file report.] f 119.2:W72r 


12757 Availability of ground water in Chad Basin of Bornu and Dikwa Emirates, 
northern Nigeria, description for general reader [with list of refer- 
ences] ; by Robert BE. Miller [and others]. June 1965. [4]+48 p. il. 4° 6 
maps in pocket. [Prepared cooperatively with Geological Survey of 
Nigeria under auspices of Agency for International Development. Open- 
file report.] ft 119.2: N 56/2 


12758 Availability of ground water near Arena, Luna County, N. Mex. [with 
list of references cited]; by Gene C. Doty. Albuquerque, N. Mex. July 
1969. 21 leaves, il. 4° [Open file report. Prepared in cooperation with 
New Mexico State Engineer.] f 119.2: Ar3 


Bulletin. 

12759 1203-E. Effect of two-dimensional topography on superficial thermal gradients 
{with list of references cited]; by Arthur H. Lachenbruch. 1969. 
v+86+ [3] p. il. 1 pl. in pocket. [Steady heat flux through inclined 
plane of arbitrary height and slope angle and its application to 
geothermal measurements. Experimental and theoretical geophysics. 
Includes title page and table of contents to Bulletin 1203.] * Paper, 
$1.00. @ Item 620 119.3: 1203-E 

Circular. 
12760 619. Subsea mineral resources and yee related to their development [with 
list of references cited] ; by V. EB. McKelvey [and others]. v+26 p. il. 4° 
+ @ Item 620-A 
L.C. card 71-603147 119.4/2: 619 


12761 Compilation of hydrologic data: Calaveras Creek, San Antonio River 
basin, Tex., 1966. [1969.] iii+34 leaves, il. 4° (Water Resources Divi- 
sion, [Texas district].) [Progress report on hydrologic studies of small 
watersheds in Texas. Prepared in cooperation with Texas Water De- 
velopment Board, San Antonio River Authority and U.S. Soil Conserva- 
tion Service.] tf 
L.C. card 68-62650 1 19.58: C 12/966 


12762 —__ Cow Bayou, Brazos River basin, Tex., 1966. [1969.] iv-+-72 leaves, il. 4° 
(Water Resources Division, [Texas district].) [Prepared in cooperation 
with Texas Water Development Board and Soil Conservation Service. ] 
t 
L.C. card 71-602446 1 19.58 : C 83/966 

12763 ——— Deep Creek, Colorado River basin, Tex., 1966. [1969.] iv+54+[1] 
leaves, il. 4° (Water Resources Division, [Texas distri :].) [Prepared 
in cooperation with Texas Water Development Board and Soil Conserva- 
tion Service.] tf 
L.C. card 68-62653 119.58: D 36/966 

Mukewater Creek, Colorado River basin, Tex., 1966. [1969.] iv+56 

leaves ,il. 4° (Water Resources Division, [Texas district].) [Prepared 

in cooperation with Texas Water Development Board and Soil Conser- 
vation Service.] tf 





L.C. card 71-603076 119.58 : M 89/966 
12765 ——. Waller and Wilbarger Creeks, Colorado River basin, Tex., 1966. [1969.] 


iii+31 leaves, il. 4° (Water Resources Division, [Texas district].) 
[Prepared in cooperation with Texas Water Development Board.] f 
L.C. card 78-603075 119.58: W 15/966 


*For Sale by Superintendent of Documents 
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12766 Computer-generated monthly report, summary of hours by fund and 
phase; by W. L. Hiss. Albuquerque, N. Mex., May 1969. 31 leaves, il. 4° 

(New Mexico District, Water Resources Division.) [Open file report.] tf 

119.2: C 73/2 

12767 Drilling and testing of well 340, Fort Wingate Army Depot, McKinley 
County, N. Mex.; by John W. Shomaker. Albuquerque, N. Mex., July 

1969. 57 leaves, il. 3 pl. in pocket, 4° [Open file report. Prepared in coop- 

eration with Fort Wingate Army Depot.] tf 119.2: F 77 w/2 


12768 Bvalution and control of corrosion and encrustation in tube wells of Indus 
Plain, West Pakistan [with list of references] ; by Frank E. Clarke and 
Ivan Barnes. Sept. 1967. [1]+v leaves+69 p. il. 4° [Prepared in cooper- 
ation with Government of West Pakistan and Agency for International 


Development. Open file report. Errata, [1] p. issued also. ¢ 
119.2: In 2/2 


12769 Evaporation study at Warm Springs Reservoir, Oreg. [with list of refer- 
ences]; by D. D. Harris. Portland, Oreg. Jan. 1968. [1]+i+17 p. il. 4° 
(Water Resources Division.) [Open-file report. Prepared in cooperation 
with Oregon State Engineer.] f 119.2: W 23 


12770 Exploratory drilling for ground water in western Sokoto Province, Nigeria, 
with particular reference to artesian aquifers in Gwandu Formation 
{with list of selected references]; by William Ogilbee and Henry R. 
Anderson. July 1965. [5]+96 p. il. 4 maps in pocket. 4° [(Prepared 
cooperatively with Geological Survey of Nigeria under auspices of Agency 
for International Development.) Open file report.] + 119.2: N56 


12771 Geologic setting of John Day Country, Grant County, Oreg. [with list of 
selected references to detailed reports]. [1969.] 23 p. il. + @ Item 621 
119.2: D33 


12772 Ground water data as of 1967, central coastal subregion, Calif. [with list 
of selected references] ; by J. S. Bader. Menlo Park, Calif. Mar. 5, 1969. 
iii+16 p. il. 4° (Water Resources Division.) [Open-file report.] 

119.2: C33¢c 

12778 Ground water data as of 1967, Sacramento Basin subregion, Calif. [with 
list of selected references]; by J. S. Bader. Menlo Park, Calif. Mar. 5, 
1969. iii+-16 p. il. 4° (Water Resources Division.) [Open-file report.] + 

119.2: Sal 

12774 Ground-water data as of 1967, San Joaquin Basin subregion, Calif. [with 
list of selected references]; by J. S. Bader. Menlo Park, Calif. Mar. 5, 
1969. iii+16 p. il. 4° (Water Resources Division.) [Open file report.] tf 

119.2: Sa5j 

12775 Ground-water exploration in Bosque del Apache Grant, Socorro County, 
N. Mex. [with list of references]; by James B. Cooper. Albuquerque, 
N. Mex. Aug. 1968. 1-13a+14—17a+21la-—22a+23-79 leaves, il. 4 pl. in 
pocket, 4° [Open file report. Prepared in cooperation with U.S. Army 
Post Engineer, White Sands Missile Range.] tf 119.2: B65 


12776 Index of surface water stations in Texas, operated by Water Resources 
Division of Geological Survey in cooperation with State and Federal 
agencies. Oct. 1968. [1] +i+24 p. il. map in pocket 4° (Water Resources 
Division.) + District Chief, Water Resources Division, U.S. Geological 
Survey, Federal Building, Austin, TX 78701 119.2: T31 


12777 Index to catalog of information on water data: Surface water stations; 
compiled by: W. W. Doyel, K. F. Harris, J. R. Rapp. Edition 1967. 
[1968.] xxiii+598 p. il. oblong 8° (Office of Water Data Coordination.) 


[Text on p. 3 of cover.] 
L.C. card 70-603212 119.2: W 29/12/967 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 65 








GOVERNMENT PUBLICATIONS 


12778 Phase I test wells, White Sands Missile Range, Dona Ana County, N. Mex. 
{with list of references cited] ; by Gene C. Doty. Albuquerque, N. Mex., 
July 1968. 39+-[10] leaves, il. 7 pl. in pocket, 4° [Open file report. Pre- 
pared in cooperation with U.S. Army, White Sands Missile Range, 
N. Mex.] ¢f 119.2: W58 


Professional papers. @ Item 624 1 19.16 : (nos. ) 


12779 581-C. Organic extract from JOIDES cores off northeastern Florida [with list 
of references]; by E. E. Bray and E. D. Evans, 1969. v+7 p. il. 4° 
[Prepared in cooperation with Woods Hole Oceanographic Institution 
and Joint Oceanographic Institutions’ Deep Earth Sampling Program. 
Study or organic extract from deep core samples from continental shelf, 
Florida-Hatteras Slope, and Blake Plateau. Drilling on continental 
margin off Florida.] * Paper, 25c. 

12780 599—D. Detection of SH-type seismic shear waves by means of angular acceler- 
ometers [with list of references] ; by James H. Whitcomb. 1969. 1il1+6 
p. il. 4° [Method for detecting and recording seismic shear waves by 
— of angular accelerometers. Contributions to astrogeology.) 

aper, 25c¢ 

12781 608-A. Geology and beryllium deposits of Lake George (or Badger Flats) beryl- 
lium area, Park and Jefferson Counties, Colo. [with list of references 
cited] ; by C. C. Hawley. 1969. iv+44 p. il. 4 pl. in pocket 4° [Study 
of nonpegmatitic beryllium deposits, with special emphasis on their 
association with late Precambrian Redskin granite. Geology and ore 
deposits of southern Tarryall region Park and Jefferson Counties, Colo. 
Some plates are colored.] * Paper, $2.00. 

12782 = 609. Geology of Tepee Creek quadrangle, Mont._Wyo. [with bibliographies] ; 
by Irving J. Witkind. 1969. iv+101 p. il. 2 pl. in pocket, 4° [Descrip- 
tion of stratigraphy, structure, and surficial deposits in 15-minute quad- 
rangle that includes meizoseismal area of Hebgen Lake earthquake of 
Aug. 17, 1959. Plates are colored.}] * Paper, $2.00. 

L.C. card GS 68-317 

12783 614-F. Studies of celadonite and glauconite [with list of references cited]; b 
Margaret D. Foster. 1969. a lng bd p. il. 4° [Study of composi- 
tional relations between celadonites and glauconites and an interpreta- 
tion of composition of glauconites. Shorter contributions to general 
geology. Includes title page and contents to Professional paper 614.) 
* Paper, 40c. 

12784 618. Mineral investigations in northeastern Thailand [with list of references 
cited]; by Herbert S. Jacobson [and others]. 1969. v+96 p. il. 4 
[Prepared on behalf of United Nations Development Programme Project 
on Mekong Committee in cooperation with Royal Thai Department of 
Mineral Resources. Issued in portfolio with 11 plates, One plate is col- 
ored.] * Paper, $5.50. 

L.C. card GS 69-378 

12785 630. Economic geology of platinum metals [with bibliographies] ; by John B. 
Mertie, jr. 1969. v+120 p. il. 1 pl. in pocket 4° [Summary report on 
geology of platinum deposits of world, with discussion of Le ag and 
mineralogy of platinum group of metals and comprehensive bibliog- 
raphy.] * Paper, $1.75 
L.C. card GS 68-389 

12786 678. Permafrost and related engineering problems in Alaska [with list of ref- 
erences cited]; by Oscar J. Ferrians, jr. Reuben Kachadoorian, and 
Gordon W. Greene. 1969. iv+37 p. il. 4° * Paper, 55c. 

L.C. card 76—602920 


12787 Sediment transport in streams in Umpqua River basin, Oreg. [with list of 
references]; by C. A. Onions. Portland, Oreg. Feb. 1969. 45 leaves il. 4° 

[Open file report. Prepared in cooperation with Douglas County.] t 
119.2: Um6 


12788 Site study for water well, Fort Wingate Army Ordnance Depot, McKinley 
County, N. Mex. [with list of references cited]; by John W. Shomaker. 
Albuquerque, N. Mex., Apr. 1968. 28 leaves, 3 pl. in pocket, 4° [Open 
file report. Prepared in cooperation with Fort Wingate Army Ordnance 
Depot.] ¢ 119.2: F 77 w 


12789 Summary and analysis of sediment records in relation to St. Louis harbor 
sedimentation problem [with list of selected references] ; by P. R. Jordan. 
1968. [1] +iii+30 leaves, il. 4° (Water Resources Division.) ([Prepared 
in cooperation with Corps of Engineers, Army Engineer District, St. 
Louis, Mo. Open-file report.)] tf 119.2: Sa 21 


12790 Water resources appraisal of Silver City area, Grant County, N. Mex. 
{with list of references]; by F. C. Koopman, F. D. Trauger, and 
J. A. Basler. Albuquerque, N. Mex., Sept. 1968. 105° leaves, il. 1 map in 
pocket, 4° [Open file report. Prepared in cooperation with town of 
Silver City, N. Mex.] tf 119.2: Si3 
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ex. 12791 Water resources data for Nevada, 1968: pt. 1, Surface water records, pt. 2, 
eX., Water quality records. 1969. vii+223 p. 4° (Water Resources Division.) 
re- [Prepared in cooperation with State of Nevada and other agencies. ] = 
ise, District Chief, Water Resources Division, U.S. Geological Survey, 222 
58 East Washington St., Carson City, NV 89701 
s.) L.C. card 74-600423 1 19.53/2: N 41/968/pt.1,2 
w 12792 Water resources data for New Mexico, 1967; pt. 2, Water quality records. 
ion [1968.] cover title, v-+195 p. il. 4° ([ Water Resources Division.]) [Pre- 
am. pared in cooperation with State of New Mexico and with other agencies. ] 
= + District Chief, Water Resources Division, U.S. Geological Survey, 
Albuquerque, NM 87106 
_ L.C. card 68-60776 I 19.53/2: N 42 m/967/pt.2 
at 12793 Water resources data for Texas, 1967; pt. 2, Water quality records. [1968.] 
cover title, vii+279 p. 4° ([Water Resources Division.]) [Prepared 
a in cooperation with State of Texas and with other agencies.] District 
idy Chief, Water Division, U.S. Geological Survey, Federal Office Building, 
a Austin, TX 78701 
ylo. L.C. card 68—63308 1 19.53/2 : T 31/967/pt.2 
3]; 12794 Water resources data for Texas, 1968; pt. 1, Surface water records. [1969.] 
<4 xviii+591 p. il. 4° ([{Water Resources Division.]) [Prepared in coop- 
of eration with State of Texas and with other agencies.] + District Chief, 
Water Resources Division, U.S. Geological Survey, Federal Building, 
by Austin, TX 78701 
4 | L.C. card 68—63308 I 19.53/2 : T 31/968/pt.1 
‘ 12795 Water resources data for Wyoming, 1968: pt. 1, Surface water records. 
; [1969.] cover title, xi+275 p. 4° ([{Water Resources Division.]) [Pre- 
= pared in cooperation with State of Wyoming and other agencies.] + 
et District Chief, Water Resources Division, U.S. Geological Survey, 215 
of Past 8th Ave., Cheyenne, WY 82001 
> L.C. card 68-61254 1 19.53/2: W 99/968/pt.1 
B. Water supply papers. @ Item 625 I 19.13 : (nos. ) 
on 12796 1591-E. Sediment movement in area of suburban highway construction, Scott Run 
nd basin, Fairfax County, Va., 1961-64 [with list of references cited] ; 
g- by R. B. Vice, H. P. Guy, and G. EB. Ferguson. 1969. iv+41+ [3] p. il. 
{Hydrologic effects of urban growth. Includes title page and table of 
contents to Water supply paper 1591.] * Paper, 35c. 
~" 12797 1874. Water in Kahuku area, Oahu, Hawaii [with list of references] ; by K. J. 
ne Takasaki and Santos Valenciano. 1969. v+659 p. il. 1 pl. in pocket. 
Lay ared in cooperation with State of Hawaii, Department of Land 
and Natural Resources, Division of Water and Land Development.] 
of * Paper, $1. 
“4 L.C. card 72-650238 
4 12798 1879—A. Water resources of Clark, Cleveland, and Dallas Counties, Ark. [with list 
| of selected ne ee ; by Raymond O. Plebuch and Marion 8S. Hines. 
6 | 1969. iv+32 p. il. 1 pl. in pocket. [Prepared in cooperation with 
Arkansas Geological Commission. Contribut ons to hydrology of United 
ay | States. Plate is colored.] * Paper, 75c. 
a 12799 1898—A. Stage-discharge gE s weir in sand-channel stream a a 
r. list of references ged): D. Gonzalez, C. H. Scott, and 
on | Culbertson. 1969. ii+29'p mi heaeion of prototype control struc- 
ce ture designed on bone of model study. Studies of flow in alluvial 
w | channels.] * Paper, 25c. 
| 12800 1918, Surface-water supply of United States, 1961-65, pt. 6 M'ssouri River 
or Basin, v. 2, Missouri River Basin from Sioux City, Iowa to Nebraska 
City, Nebr. 1969, ix+751 p. 1 map in pocket. [Prepared in cooperation 
n. with States of Colorado, lowa, Minnesota, Nebraska, and Wyoming, 
~d and with other oe. T * Paper, $3.75. 
‘t L.C, card GS 46—-40712 
»] 12801 1954. Quality of surface waters of United States, 1964: pts. 1 and 2, North 
. Atlantic slope basins and South Atlantic slope and eastern Gulf of 
Mexico basins [with list of literature cited ; prepared by personnel of 
x. Water Resources Division]. 1969. xili+606 Pp [Prepared in coop- 
id peration with States of Alabama, Connecticut, Delaware, District of 
Columbia, Florida, Georgia, Louisiana, Maryland, Massachusetts, Mis- 
in 
f —_— New Jersey, New York, North Carolina, Pennsylvania, South 
) Carolina, West Virginia, and with other agencies.) * Paper, $2.75. 
3 L.C. ecard GS 43-68 
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Water supply papers—Continued 

1955. Quality of surface waters of United States, 1964: pts. 3 and 4, Ohio 
River basin and St. Lawrence River basin [with list of literature cited ; 
em, by personnel of Water Resources Division]. 1969. xi+440 
p. il. [Prepared in cooperation with Alabama, Georgia, Illinois, In- 
diana, Kentucky, Maryland, Michigan, Minnesota, New York, North 
Carolina, Ohio, Pennsylvania, Tennessee, West Virginia, and with 
other agencies.] * Paper, $2.00. 
L.C. card GS 43-68 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 
Washington, DC 20201 


HEW cities handbook. [Revised June 1969.] [1969.] cover title, [64] p. ob- 
long 48° ([Center for Community Planning.]) * Paper, 50c. @ Item 


445-A FS 1.6/3: C 49/969 
HEW visitors information center. [1969.] [2] p. il. 12° folded into oblong 
48° + @ Item 445 FS 1.2: V 82 


Secretary’s Regional Conference on Health Care Costs, summary, Cleve- 
land, Ohio, Oct. 17-18, 1968. [1969.] cover title, 129 p. 4° [Includes 10 
background-project position papers.| 7 FS 1.2:H 34/115 


HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410 


Address by Woodward Kingman, Deputy Assistant Secretary-Commis- 
sioner, Department of Housing and Urban Development, and President, 
Government National Mortgage Association, ground breaking ceremony, 
Royal Gardens, Concord, N.H., July 30, 1969. 1969. [1]+12 p. 4° 7 

HH 1.7: K 59 


7 Address by Woodward Kingman, Deputy Assistant Secretary for Mortgage 


Credit, Deputy Commissioner, Federal Housing Administration, Presi- 
dent, Government National Mortgage Association, before Washington 
Mortgage Correspondents Association, Sun Mountain, Wash., Aug. 1, 
1969. 1969. [1]+11 p. 4° + HH 1.7: K 59/2 


Address prepared for delivery by Harold B. Finger, Assistant Secretary for 
Research and Technology, Department of Housing and Urban Develop- 
ment before Portland Cement Association, Chicago, Ill, Aug. 6, 1969. 1969. 
[1]+16 p. 4° 7 HH 1.7: F 49 


HUD guide. 
MD G 6250.1. Grants for historic preservation, information for applicants. 
Mar. 1968. [42] p. 4° [Issued with perforations.] tf 
HH 1.6/7 : MD G 6250.1 


HUD handbooks. HH 1.6/6: (letters nos. ) 
FHA 4415.3. Appalachian housing assistance. Mar. 1968. cover title, [76] p. tl. 

4° [Issued with perforations. ] 
FHA 7215.1. Urban renewal handbook transmittal. [July 1, 1969.] [5] p. 4° 
Issued with perforations. Includes transmittal notice 34.] 
Paper, $14.00 (including basic manual and supplementary 
material for indefinite period) ; $4.00 additional for foreign mail- 

ing. @ Item 582-B 


Industrialized building, comparative analysis of European experience [with 
annotated bibliography]. Apr. 1968. [3] +iv-+131+ 67 p. il. 4° (Division 
of International Affairs [special report].) HH 1.2:In2 


IP (series). ¢ @ Item 582-G HH 1.27: (nos.) 
96. Advances for public works planning. [June 1969.] [8] p. narrow 8° 
97. Rental housing for lower income families. [June 1969.] [8] p. narrow 8° 
114, Historic preservation program, a program designed to assist communities 
in their efforts to acquire, restore, and improve sites, structures and areas 
of historical or architectural significance for public use or benefit. [May 
1969.] 10 p. narrow 8° 
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MP-(series.) @ Item 582-H HH 1.28 : (nos.) 


12816 95. Urban outlook, selected ee gy of films, filmstrips, slides, and audio- 
tapes. [June 1969.] cover title, 4° [Text and illustration on p. 1 oo 
2 of cover. Updates and revises H D catalog MP-29, Apr. 1967.] Pape 


- 


45c. 

L.C. card 74-603196 

12817 99. Report on transition ye g a Rosebud Indian Reservation. [June 
1969.] cover title, iv+4 . U. 4° (Low Income Housing Demonstration 


Program.) * Paper, doe 
12818 Remarks prepared for delivery by Samuel C. Jackson, Assistant Secretary 
for Metropolitan Development, Department of Housing and Urban De- 
velopment, before 1969 National Urban League Conference, Washington, 
D.C., July 27, 1969. 1969. [1]+16 p. 4° 7 HH 1.7: J 12/2 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 
Washington, DC 20536 


12819 Federal textbook on citizenship: Our Constitution and Government, home 
study course [for student]. Revised 1969. [1969.] viii+156 p. il. 4° (M- 
39.) [Last page left blank for notes.] * Paper, $1.00. @ Item 724 
L.C. card 43-50806 J 21.9: C 76/4/969 


INDIAN AFFAIRS BUREAU, Interior Dept. 
Washington, DC 20240 


Missouri River Basin investigations project reports. tf T 20.52 : (nos. ) 
12820 187. Crow cattle ranching qpenstions, Crow Indian Reservation, Mont. July 1968. 
] leaves +32-+-[1] p. il. 4° 
12821 191. Soil & range resources De eeamens Pryor Mountain area, Crown Indian 
Reservation, Mont., 1968. [1968.] cover title, 35 p. il. large 4° 
12822 193. Soil & range resources inventory: Garyin Basin, Crow Indian Reservation, 
Mont., 1969. [1969.] cover title, 31 p. il. large 4° 


INFORMATION OFFICE, Agriculture Dept. 
Washington, DC 20250 


List (series). 
12823 11. List of available publications of Department of Agriculture; compiled by 
Mildred T. Fortson. May 1969. ii+ (Publications Division.) Feurrent 
as of Jan. 1969. Text on p. 3 of eet * Paper 45c. @ Item 91 
L.C. card Agr 29-1725 A 21.9/8: 11/7 


INTERDEPARTMENTAL COMMITTEE ON STATUS OF WOMEN 


1968, time for action, highlights of 4th national conference of commissions 
on status of women, cosponsored by Interdepartmental Committee on 
Satus of Women and Citizens’ Advisory Council on Status of Women, 
Washington, D.C., June 20-22, 1968. [1969.] vii+97 p. il. 4° + Women’s 
Bureau, Department of Labor, Washington, DC 20210. @ Item 1067-I 
L.C. ecard 72-603044 Y 3.In 8/21: 2 C 76/968 


INTERIOR DEPARTMENT 
Washington, DC 20240 


Nore.—Requests to the Interior Department for publications should give the 
full title and the date of the publication. Do not include Monthly Cata'og entry 
numbers or Superintendent of Documents classification numbers, which should be 
used only when ordering from the Superintendent of Documents. 


[Saline water] research and development progress reports. (Office of Saline 
Water.) @ Item 604-A-1 1 1.88: (nos.) 
12825 430. Operation of 50,000 gpd portable reverse osmosis pilot plant ; by EB. R. Watson, 
Aerojet-General Corporation, El Monte, Calif. May 1968. vi+63+ [20] 
p. tl. 4° (Contract 14—-01-0001-930.) * Paper, $1.25. 
12826 449. Thermal neutron scattering measurements in water [with list of references] ; 
b Borgonovi, J. U. wes {and] J. A. Young, i? General Atomic, 
Incorporated, San Diego, if. May 1969. v+59 p. il. 4° (Contract 
14—-01-0001-1705.) * Paper, 65c. 
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Water resources research catalog, v. 4; [prepared by Science Information 
Exchange of Smithsonian Institution]. Dec. 1968 [published 1969]. vi 
+[1]+[1311] p. 4° (Office of Water Resources Research, Water Re- 
sources Scientific Information Center.) * Paper, $8.50. @ Item 604-B 

11.94:4 
INTERNAL a ~~ ceed Dept. 
Washington, DC 2022 


Adjustments to income for sick pay. [1968.] 11 p. 4° (Publication 522 
(10-68).) * Paper, $9.00 per 100; single copy, 15c. T 22.44/2 : 522 
Corporations and Federal income tax. [1968.] 21 p. 4° (Publication 542 
(10-68).) * Paper, $12.00 per 100; single copy 20c. @ Item 964-B 
T 22.44/2: 542 
Cumulative list of organizations described in sec. 170(c) of Internal reve- 
nue code of 1954, revised to Dec. 31, 1968. [1969.] cover title, ii+-596 p. 4° 
(Publication 78 (Rev. 12-68).) * Paper, $8.00 (including basic list and 
cumulative bimonthly supplements for an indefinite period) ; $2.00 addi- 
tional for foreign mailing. @ Item 956 
L.C. eard 55-61341 T 22.2: Or 3/968 
Index-digest supplement system : Service 3, Employment taxes, basic volume 
1965-68. [1969.] 4 leaves+-55 p. 4° (Publication 643 (1-69).) * Paper, 
$1.50 a yr. (including basic volume and supplementary material for an 
indefinite period); 50c. additional for foreign a @ Item 960 
T 22.25/7 : 965-68 
-—— Service 5, Alcohol, tobacco and firearms, basic volume 1965-68. [1969.] 
[4] leaves+72 p. 4° (Publication 645 (1-69).) * Paper, $2.00 (includ- 
ing basic volume and supplementary material for an indefinite period) ; 


50c. additional for foreign mailing. @ Item 960 T 22.25/9 : 965-68 
Information on filing your tax return. [1968.] 12 p. 4° (Publication 528 
(10-68).) * Paper, $9.00 per 100; single copy, 15c. T 22.44/2: 528 
Installment and deferred-payment sales. [1968.] 15 p. 4° (Publication 537 
(10-68).) * Paper, $9.00 per 100, single copy, 15c. T 22.44/2: 537 
Losses from operating a business. [1968.] 7 p. 4° (Publication 536 (10— 
68).) * Paper, $6.00 per 100; single copy, 10c. T 22.44/2: 536 


3 Moving expenses, tax information for employees and employers. [1968.] 


6p. 4° (Publication 521 (10-68).) * Paper, $6.00 per 100; single copy, 
10¢. T 22.44/2: 521 


7 Reporting your tips for Federal tax purposes. [1968.] 4 p. 4° (Publication 


531 (10-68).) * Paper, $2.00 per 100; single copy, 5c. T 22.44/2: 531 


8 Sales and other dispositions of depreciable property. [1968.] 12 p. 4° (Pub- 


lication 511 (10-68).) * Paper, $9.00 per 100; single copy, 15c. 
T 22.44/2: 511 


Statistics of income 1966: Business income tax returns. [1969.] cover title, 
vi+321 p. il. 4° ([Publication 488 (6-69.]) * Paper, $2.50. @ Item 
964 T 22.35/2: B 96/966 

Tax information on repairs, replacements, and improvements. [1969.] 4 p. 
4° (Publication 540 (10-68).) * Paper, $2.00 per 100; single copy, 5c. 

T 22.44/2: 540 

Withholding taxes from your employee’s wages. [1968.] 10 p. 4° (Publica- 


tion 539 (10-68).) * Paper, $6.00 per 100; single copy, 10c. @ Item 
964-B T 22.44/2: 539 


INTERNATIONAL AGRICULTURAL DEVELOPMENT SERVICE, 
Agriculture Dept., Washington, DC 20250 


Potato industry in East Pakistan, improving seed potato, multiplication and 
storage; [by Dana G. Dalrymple and Robert V. Akeley]. May 1968. cover 
title, vii+88 p. il. 4° [Prepared in cooperation with Agency for Inter- 
national Development.] f A 95.2: P17 
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INTERNATIONAL COMMERCE BUREAU, Commerce Dept. 
Washington, DC 20230 


Foreign economic trends and their implications for United States, ET 
(series). * Paper, $15.00 a yr., $6.00 additional for foreign mailing. 
@ Item 231-I C 42.30: (nos. ) 
12843 69-77. Ivory Coast, June 27, 1969. 10+-[1] p. il. 4° (American Embassy, Abid- 
jan.) [Semiannual.] 
12844 69-78. France. July 1, 1969. 11+ [1] p. 4° (American Embassy, Paris.) 
[Semiannual.] 
12845 69-79. Liberia. July 2, 1969. 16 p. il. 4° (American Embassy, Monrovia.) 
[Annual.] 
12846 69-80. Malagasy Republic. July 8, 1969. 10 p. il. 4° (American Embassy, Tana- 
narive.) [Annual.] 
12847 69-S1. United Kingdom. July 15, 1969. 12 p. il. 4° (American Embassy, London.) 
[Semiannual.] 
12848 69-82. Cameroon. July 10, 1969. 12 p. 4° (American Embassy, Yaounde.) 
{Annual,] 
12849 69-83. Chile. June 18, 1969.12 p. il. 4° [Semiannual.] 
12850 69-84. Jordan, July 24, 1969. 12 p. il. 4° (American Embassy, Amman.) 
{Annual.] 
12851 69-85. Sweden. Aug. 1, 1969. 11 p. 4° (Semiannual.] 
12852 69-86. Mozambique. July 16, 1969. 8 p. 4° (American Consulate General Lou- 
renco Marques.) [Annual.] 


INTERNATIONAL DEVELOPMENT AGENCY, State Dept. 
Washington, DC 20523 


2853 Agency for International Dev elopment procurement regulations [1st edi- 
tion], amdt. 7; Apr. 1969. [1969.] [23] p. 4° (Office of Procurement. ) 
{Issued in looseleaf form.] * Paper, $6.00 (including basic regulations 
and supplementary material for an indefinite period) ; $1.00 additional 
for foreign mailing. @ Item 900-C-—5 S 18.6/2 : 965/amdt.7 


12854 Civil aviation survey, Democratic Republic of Congo, final report. [Prepared 
by Civil Aviation Survey Team, Federal Aviation Administration and 
Civil Aeronautics Board for Agency for International Development. ] 
Sept. 1968. f 
L.C. card 70—600327 $ 18.2: C 49/v.1,2 
v. 1. cover title, [76] p. 
v. 2. Exhibits. cover Rie. ‘fie 2] p. f° 
12855 Economic growth trends: Africa. Jan. 1969. cover title, 45 p. il. 4° (Sta- 
tistics and Reports Division, Office of Program and Policy Coordination. ) 
[Map on p. 2 of cover.] ¢f $18.37: Af 8 
East Asia. Jan. 1969. cover title, 38 p. il. 4° (Statistics and Reports 
Division, Office of Program and Policy Coordination.) [Map on p. 2 of 
cover.] ft $18.37: Ea7a 
Latin America. Dec. 1968. cover title, 37 p. il. 4° (Statistics and 
Reports Division, Office of Program and Policy Coordination.) [Map on 
p. 2 of cover.] ft $18.37: L 34 
12858 ——— Near East and South Asia. Nov. 1968. cover title, 35 p. il. 4° (Sta- 
tistics and Reports Division, Office of Program and Policy Coordination. ) 
{Map on p. 2 of cover.] ¢ $18.37: N27e 
12859 Forestry management in West Pakistan [with bibliography]; by James 
Arlo White. [Feb. 1968.] cover title, 27+ [4] leaves, 4° (Agriculture 
Division, USAID, Lahore.) f $18.2: P17 
12860 Operations report, fy 1969, data as of Dec. 31, 1968. [July 1969.] v-+104 p. 
oblong 8° (W-129; Statistics and Reports Division, Office of Program 
and Policy Coordination.) f S$ 18.16 : 968/2 


12856 





12857 — 





12861 Public administration bulletin [for] Vietnam, no. 46 [with selected bibliog- 
raphy]. Dec. 1, 1968. cover title, [3] leaves+-75 p. 4° [Published monthly 
by Public Administration Division, Office of Associate Director for Local 
Development, Agency for International Development, Saigon, 
Vietnam.] f S 18.38 : 46 
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12862 Selected economic data for less developed countries, data based on most 
recent information available, generally for 1967 and 1968. June 1969. 
8 p. 4° (Statistics and Reports Division, Office of Program and Policy 


Coordination.) * Paper, 10c. @ Item 900-—C-2 S$ 18.2: Ec 7/2/969 
12863 Working with private enterprise, 1968 operations of Office of Private Re- 
sources. [1969.] 28 p.4° [Texton p.3ofcover.] f S$ 18.1/2: 968 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


12864 Career opportunities. [1969.] cover title, [8] p. il. narrow 12° [Text on 
p. 2and 3 of cover. + @ Item 674 IC 1.2: C 18/969 

12865 Cost of transporting freight by class 1 and class 2 motor common carriers of 
general commodities: East-South territory, 1967. May 1969. cover title, 
{[1]+ii+65 p. 4° (Statement 3-69; Bureau of Accounts.) [This study, 
issued as information, has not been adopted by Interstate Commerce 
Commission.] * Paper, 65c. 


L.C. card A64-7185 IC 1 acco.2: F 88/10/967 
12566 —— Middle Atlantic region, 1967. May 1969. cover title, [1]+ii+68 p. 4° 

(Statement 1-69; Bureau of Accounts.) * Paper, 65c. 

L.C. card A62—9256 IC 1 acco.2: F 88/6/967 
12867 —__ South-central territory, 1967. May 1969. cover title, [1]+ii+65 p. 4° 


(Statement 4-69; Bureau of Accounts.) [This study, issued as informa- 

tion, has not been adopted by Interstate Commerce Commission. ] 

* Paper, 65c. 

L.C. card A63-7341 IC 1 acco.2: F 88/11/967 

Southern region, 1967. May 1969. cover title, [1]+ii+66 p. 4° (State- 
ment 2-69; Bureau of Accounts.) [This study, issued as information, 
has not been adopted by Interstate Commerce Commission.] * Paper, 
65e. 
L.C. card A63—7187 IC 1 acco.2: F 88/12/967 

12869 Cost of transporting freight by class 1 and class 2 motor common carriers 
of general commodities by regions or territories, 1967. Dec. 1968. cover 
title, [1]+vi+195 p. 4° (Statement 8-68; Bureau of Accounts.) [This 
study, issued as information, has not been adopted by Interstate Com- 


merce Commission.] * Paper, $1.50. 
L.C. card A64—-7663 IC 1 acco.2: F 88/16/967 


12870 Formula for use in determining rail freight service costs [Errata and re- 
vised pages]. Apr. 16, 1969. [24] leaves oblong large 8° ([Rail form 


A8, 8-64] Statement 9-66, Bureau of Accounts.) + 
IC 1L.acco.2 : R 13/4/966/errata 


12868 





12871 Rail carload cost scales by territories for year 1967. June 1969. cover title, 
[2]+iii+150 p. 4° (Statement 5-69; Bureau of Accounts.) [This study, 
issued as information, has not been adopted by Interstate Commerce 
Commission.] * Paper, $1.25. @ Item 682-C 
L.C. card A49—1585 IC 1 acco.7 : 967 

12872 Simplified procedure for determining cost of handling freight by motor 
earriers; prepared by Cost Finding Section. Sept. 1968. cover title, 
[2]+39 leaves, oblong f° (Statement 6-68, Highway form B; Bureau 
of Accounts.) [Revision of formula previously issued as Statement no. 
5-62, July 1962. This formula has not been considered or adopted by 
Interstate Commerce Commission.] * Paper, $1.75. 

IC 1 acco.2: F 88/968 


JOINT CHIEFS OF STAFF, Defense Dept. 
Washington, DC 20301 


12873 Correspondence school program of studies, 1969-70, Industrial College of 
Armed Forces. [1969.] 14 p. narrow 8° { @ Item 315-A 
D 5.13 : C 81/969-70 
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12874 National security seminar: Presentation outlines and reading list, 1969-70 
[blue team]. July 1969. xviii+-635 p. il. 4° (Industrial College of Armed 
Forces.) [Some pages are left blank to be used for notes.] { @ Item 


315-A 
L.C. card 59-60361 D 5.9/2 : 969-70 
JOINT PUBLICATIONS RESEARCH SERVICE 
Washington, DC 20443 
Note.—Titles of JPRS serial reports listed below were issued during the month, 





but were not cataloged separately. (Price upon application). 


75-1 Communist Chinese scientific abstracts, nos. 19-21, 23-24, JPRS 48173, 48316, 
48362, 48491, 48616. 
12875-2 East European scientific abstracts: Bio-medic al science, nos. 155-157, 159-161 ; 
JPRS 48246, 48251, 48370, 48456, 48562, 4862 
2875-3 East European scientific abstracts : Chemistry, nos. 112-113; JPRS 48215, 48425. 
75-4 East European scientific abstracts: Cybernetics, computers, and automation 
technology, nos. 49—50 ; JPRS 48193, 48424. 
12875-—5 — ae scientific abstracts: Earth sciences, nos. 78-79; JPRS 48217, 


12875-6 East European scientific abstracts: Electronics and electrical engineering, nos. 
57-58 ; JPRS 48218, 48422. 

12875-7 East European scientific abstracts: Engineering and equipment, nos. 56-57; 
JPRS 48216, 48494. 

12875-8 East European scientific abstracts : Materials science and metallurgy, nos, 36-37 ; 
JPRS 48219, 48493. 

12875—-9 es scientific abstracts: Physics and mathematics, no. 103; JPRS 
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12875-10 Epidemiology reports from the world press, no. 28; JPRS 48490. 

12875-11 Herald of communications, nos. 2 and 4, 1969 ; JPRS 48323, 48535. 

12875—-12 Index of Le Monde, nos, 102-103 ; JPRS 48325, 48543 

12875-13 Met pecseay and hydrology, USSR, nos, 3 ri 1969 ; ‘IPRS 48190, 48468, 48482, 
4856 

12875— a from Kommunist, nos. 7-9, 1969; JPRS 48303, 48486, 48600. 

12875- 


48282, 48299, 48317, 48341, 48475, 48440, 48505, 48513, 48555, 48577, 48594. 
6 Translations on Communist China, nos. 56 59, 62-66 ; JPRS 48172, 48262, 48280, 
48347, 48466, 48477, 48507, 48551, 48607 

12875-17 Translations on Eastern Europe: Economie and industrial affairs, nos. 133-145, 
150-165; JPRS 48170, 48191, 48197, 48210, 48230, 48241, 48258, 48284, 
48292, 48318, 48349, 48354, 48364, 48441, 48452, 48473, 48488, 48497, 
48504, 48514, 48522, 48530, 48539, 48557, 48565, 48579, 48595, 48601, 48617. 

12875-18 Translations on Eastern Europe: Political, sociological, and military affairs, 
nos. 101-111, 114-123; JPRS 48163, 48171, 48209, 48228, 48249, 48283, 
48291, 48310, 48328, 48333, 483 56, 48428, 48448, 48474, 48487, 48518, 
48544, 48548, 48567, 48591, 4862 

12875-19 Translations on Eastern Europe: Scientific affairs, nos. 54 60-65; JPRS 
48167, 48186, 48256, 48271, 48335, 48451, 48478, 48511, 48 , 48554, 48611. 

12875-20 Translations on Latin America, nos. 186- 199, 204- 215; JPRS’ 48149, 48169, 
48185, 48192, 48206, 48232, 48235, 48259, 48269, "48289, 48309, 48342, 
48355, 48365, 48440, 48450, 48467, 48480, 48496, 48525, 48546, 48549, 
48580, 48589, 48603, 48614. 

12875-21 Translations on Mongolia, nos. 194-196, 198-200; JPRS 48156, 48207, 48273, 
48540, 48552, 48588. 

12875-22 Translations on Near East, nos. 355-362, 364-8373; JPRS 48178, 48199, 48221, 

48250, 47277, 48312, 48348, 48367, 48445, 48447, 48457, 48472, 48503, 

48521, 48559, 48569, 48597, 48625. 

12875-23 Translations on North Korea, nos. 117-119, 122-124; JPRS 48272, 48288, 
48322, 48464, 48563, 48578. 

12875-24 Translations on North Vietnam, nos. 548-566, 569-582; JPRS 48155, 48159, 
48179, 48184, 48203, 48223, 48231, 48255, 48270, 48278, oaar 48297, 
48298, 48315. 48324. 48337, 48351, 483853, 48368, 48429, 48444, 48460, 
48479, 48495, 48501, 48515, 48545, 48564, 48570, 48582, 48592, 48604, 
48619. 

12875-25 Translations on pease and east Asia, nos, 218-223; JPRS 48181, 48268, 48307, 
48462, 48571, 48 

12875—26 Translations on USSR agriculture, nos. 319-323, 325-332; JPRS 48166, 
48196, 48233, 48274, 48344, 48432, 48463, 48506, 48520, 48556, 48576, 
485938, 48620. 

1287527 Translations on USSR economic affairs, nos. 20-30, 833-38; JPRS 48153, 48176, 
48189, 48227, 48234, 48265, 48276, 48300, 48320, 48334, 48345, 48471, 
48500, 48517, 48541, 48585, 48598. 

12875-28 Translations on USSR industrial affairs, nos. 11-13, 15-18; JPRS 48168, 48195, 
48243, 48433, 48502, 48561, 48624. 

12875-29 Translations on USSR military affairs, nos. 521-528, 530-537; JPRS 48183, 
48246, 48266, 48285, 48287, 48319, 48346, 48371, 48431, 48437, 48459, 
48508, 48519, 48542, 48553, 48610. 


14 
15 Translations on Africa, nos. 789-796, 800-806 ; JPRS 48188, 48202, 48236, 48260, 
1 





12875—30 Translations on USSR political and sociological affairs, nos. 13-17, 19-23; 
J 


PRS 48174, 48220, 48261, 48304, 48352, 48446, 48485, 48533, 48583, 48615. 


12875-31 Translations on USSR resources, ‘nos. 21- 26, 28-32; JPRS 48177, 48204, 


48247, 48275, 48290, 48327, 48427, 48465, 48489, 48524, 48586. 
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12875-32 Translations on USSR trade and services, nos, 20-30, 32-41; JPRS 48154, on 
48175, 48205, 48211, 48242, 48267, 48281, 48308, 48321, 48336, 48369, 128 
48430, 48436, 48453, 48470, 48498, 48516, 48558, 48581, 48599, 48621. 
















12875-3383 Translations on Western Europe, nos. 45 49, 52 58 : JPRS 48165, 48182, = 
48198, 48279, 48311, 48438, 48458, 48509, 43 48566, 48596, 48608 128! 
12875-3834 USSR scientific abstracts: Bio-medical science, nos. 68-69; JPRS 48529, 48443 
12875-2325 USSR scientific abstracts : Chemistry, nos. 74-75; JPRS 48366, 48442. 
12875-—36 USSR scientific abstracts: Cybernetics, computers, and automation technology, 28 
nos, 74-76 ; JPRS 48157, 48252, 48253. 128 
12875-37 USSR scientific abstracts: Electronics and electrical engineering, nos. 110-111; 128! 
Or 


JPRS 48240, 48492. 
12875-8388 USSR scientific abstracts: Engineering and equipment, nos. 92-93; JPRS 
48254, 48293. 
12875—39 USSR sclentifie abstracts: Materials science and metallurgy, nos. 62-63; JPRS 128% 
48350, 484838. . 
USSR scientific abstracts: Mathematics and physics, nos. 196-198; JPRS 
48301, 48360, 48454. - einen 129 
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1287541 Vestnik of USSR Academy of Sciences, v. 39, no. 5; JPRS 48523. 
JPRS (series). Y 3.366 : 13/ (nos. ) 1291 

12876 48150. Chemism and physiochemical properties of processes of microbiological ” 
oxidation of petroleum hydrocarbons, USSR [with bibliographay] ; by 
V. I. Karban, et al. June 3, 1969. cover title, 42 p. il. 4° [From 129¢ 
Uspekhi khimil, v. 38, no. 3, 1969.] # Paper, $5.00. 

12877 18151. Seasonal aspects of infectious diseases and their causes, USSR; by S. V. 1296 
Guslits. June 3, 1969. cover title, 10 p. il. 4° [From Teoreticheskiye 
‘roblemy epidemiologii, State Publishing House of Medical Literature, 1296 
Kiev, 1959] # Paper, $3.00. 

2878 48152. Selections from Journal of microbiology, epidemivlogy and immunobiology, 1290 


v. 46, no. 2, 1969, USSR. June 3, 1969. cover title, a+23 p. il. 4° 
# Paper, $3.00. 

12879 48160. Communications media in control systems, USSR; by K. A. Smirnov. 1290 
June 4, 1969. cover title, 44 p. il. 4° [From Sredstva svyazi vUprav- 
lyayushchikh sistemakh, Znaniye Publishing House, Moscow, 1969.] 


Paper, $3.00. 1290 
12880 48161. Evaluating scientist’s work, USSR; by Z. M. Mul’chenko. June 4, 1969. 
cover title, 8 p. il. 4° iF rom Priroda, no. 3, Mar. 1969.] & Paper, 1290 
$3.00. 
12881 48162. Investigation of turbulence by optical methods, USSR {with bibliography | ; 
by N. F. Derevyanko, et al. June 4, 1969. cover title, 24 p. il. 4° [From 1290 


Zhurnal prikladnoy mekhaniki i tekhnicheskoy friziki, no. 4, July—Aug 
1968.] Paper, $3.00. 

12882 48164. Device for cooling human brain, USSR [with bibliography] ; by O. A. 1291) 
Smirnov. June 5, 1969, cover title, 7 p. il. 4° [From Kholodil’ naya 
tekhnika, no, 3, 1969.] & Paper, $3.00. 

12883 48180. On the problem of analysis of electroencephalograms, USSR; by T. Veys. 1291 
June 6, 1969. cover title, 3 leaves 4° [From Problemy ney rokibernetiki, 
v. 2,1966.] & Paper, $3.00. 


12884 48187. Statistical treatment of population morbidity, USSR [articles, with 1291: 
bibliography]. June 9, 1969. cover title, a+12 Po a. 4° [From Zhurnal 
mikrobiologii, v. 42, Sept. 1965.] # Paper, $3.0 

12885 48194. Science in industry and production, USSR feirticies). June 9, 1969. cover 
title,a-+-18p.4° 4 Paper, $3.00. 1291: 


12886 48200. Mixed-bed applications of ion exchangers, USSR [with bibliography] ; 
by Valdimir L’vovich Bogatyrev. June 10, 1969. cover title, 92 p. il. 4° 
* Paper, $3.00. 
12887 48201. USSR Republic Academies of Belences [articles]. June 10, 1969. cover 
title, a+23p.4° % Paper, $3.00 " 
12888 48208. Computer techniques in biological research USSR [articles with bibliog- 12914 
raphy]. June 11, 1969. cover title, a+19 p. il. 4° [From Avtomatizat- 
siya biologicheskikh issledovaniy, Moscow, Nauka Press, 1968.] =e 
* Paper, $3.00. 1291¢ 
12889 48212. From the history of Soviet radiochemistry, USSR [with bibliography]; 
by V. M. Vdovenko, et al. June 11, 1969. cover title, 14 p. 4° [From 
Radiokhimiya, no. 6, 1968. ] © Paper, $3.00. i 
12890 48213. Determination of spore content of air with stationary probes, USSR [with 1291¢ 
bibliography]; by A. I. Klochko. June 11, 1969. cover title, 10 p. 4° 
{From Mikologiya i fitopatologiva, no. 1, 1969.] © Paper, $3.00. 
12891 48214. Study of production conditions for obtaining human leukocytic interferon, — 
USSR [with bibliography]; by V. D. Solov’yev, et al. June 11, 1969 12917 


eover title, 9 p. il. 4° [From Voprosy virusologii, no 2, 1969.] 


# Paper, $3.00. “- 
12892 48222. Working of heliostations described, USSR; by M. M. Koltun. June 12, 12918 
1969. cover title, 9 p. il. 4° [From Khimiya i zhizn’, no. 5, 1959.] i 
Paper, $3.00. 12919 
12893 $8224. Processing information system user inquiries and compiling an IRS fre- 
queney lexicon, USSR [ with ww we * by V. V. Maksimova, et al. 1292 
June 12, 1969. cover title, 14 7 4° [rom Nauchno-tekhnicheskaya 2920 
informatsiya, seriya 1, no. 1, P59.) ® Paper, $3.00. 
12894 $8225. Long-range 500 kilovolt electric power transmission lines, USSR [articles, ee 
with bibliographies]; by A. M. Nekrasov et al. June 13, 1969. cover 12921 


title, a+ 229 p. il. 4° [From Elektroperedachi 500 kv, 1964.] Paper, 
$3.00 
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12899 


12900 


12901 


12902 
12903 
12904 


12905 


12906 


12907 


12908 


12909 


12910 


12911 


12912 


12913 


12914 


12915 


12916 


12917 


12918 


12919 


12920 


12921 


48229. 


48237. 


48238. 
48239. 


48244. 


48245. 


SEPTEMBER 1969 


Handling of radioactive wastes at Soviet atomic power stations, USSR; 
by B. 8S. Kolychev, et al. June 13, 1969. cover title, 15 p. il. 4° [From 
Atomnaya energiya, May 1969.] & Paper, $3.00 

Analysis of imported malaria, USSR [with bibliographies] ; by A. I. Nemi- 
rovskaya, et al. June 16, 1969. cover title, 7 p. 4° [From Meditsin- 
skaya Parazitologiya i Parazitarnyye Bolezni, Mar-Apr. 1969.) 
® Paper, $3.00. 

Selections from Voprosy filosofi, no. 3, 1969, USSR. June 16, 1969. cover 
title,a+31p.4° # Paper, $3.00. 

China and its cultural revolution, a Soviet analysis [excerpts] ; by B. 
Zanegin, et al. June 16, 1969. cover title, a+53 p. 4° [E a from 
D Pee sane v kitaye, Publishing House of Political Literature, 1967.] 
® Paper 

Radioactive we ai disposal no longer hazardous, USSR; by K. Barykin, 

et al. June 16, 1969. cover title, 11 p. il. 4° [From Ogonek, no 13, 
Mar. 1969.] © Paper, $3.00. 

Scientific research in USSR agriculture. June 16, 1969. cover title, a+30 
p. 4° [From Vestnik sel’skokhozyaystvennoy nauki, no, 2, 1969.] 
# Paper, $3.00. 


. Effects of severe atmosphere conditions on aircraft, USSR; by Colonel A. 


Smolin. June 18, 1969. cover title, 6 leaves il, 4° [From Aviatsiya i 
kosmonavtika, no. 5, 1969.] & Paper, $3.00. 


48263. Scientist’s working day, USSR; by V. Poshatayev, et al. June 19, 1969. 
cover title, 5 leaves, 4° [From Pravda, Feb. 6, 1969.] & Paper, $3.00. 

48264. Training for physicians and scientists, USSR [articles]. June 19, 1969. 
cover title,a+10p.4° & Paper, $3.00. 

48294. Selected medical translations, USSR [articles]. June 25, 1969. cover title, 
a+21p.4° # Paper, $3.00. 

48295. Changes in science forecast for year 2000, USSR; by B. G. Kuznetsov. 
June 25, 1969, cover title, 9 p. 4° [From Nedelya, May 11, 1969.] 
® Paper, $3.00, 

48296. President of Ukrainian Academy of Sciences interviewed, USSR. June 25, 
+ cover title, 20 p. 4° [From Nedelya, no. 20, 1969.] Paper, 
$3.00. 

48302. Medical problems and their solution, USSR [articles]. June 26, 1969. 
cover title,a+16p.4° & Paper, $3.00 

48305. Constructing cardiac function algorithm, USSR [with bibliography]: by 
V. Lishchuk. June 26, 1969. cover title, 22 p. il. 4° [From 
Avtomatyka, no. 3, 1967.] ® Paper, $3.00. 

48306. New candidates for "Averbaydzhan Academy of Sciences, USSR: by R. G. 
Ismaylov, et al. June 26, 1969. cover title, 9 p. 4° [From Bakinskiy 
rabochiy, May 28,1969.] & Paper, $3.00. 

48313. Information networks and commutation, USSR [with bibliographies]. 
June 27, 1969. cover title, a~b+76 p. il. 4° [From Informatsionnyye 
seti i kommutatsiya, 1968.] & Paper, $3.00. 

48314. On maneuverability of aquatic animals, USSR [with bibliography]: by 
G. V. Zuyev, et al. June 380, 1969. cover title, 10 p. il, 4° [From 
Voprosy ikhtiologii, v. 8, no. 6, 1968.] % Paper, $3.00. 

48330. CEMA symposium on atomic power stations with fast reactors, USSR, v. 1 


48339. 


48340. 


48343. 
48357. 


48358. 


48359. 


[with bibliographies]. July 1, 1969. cover title, a~d-++[1]+ 666 p. il. 4 
{Translation of papers in volume 1 of S impozium SEV: Sostoyaniye i 
perspektivy rabot po sozdaniyu AES s reaktorami na by strykh neytro- 
nakh, sobornik dokladov, Obninsk, 1967. ] # Paper, $3.00. 


31. CEMA symposium on atomic power stations with fast reactors, USSR, 


v. 2 [with bibliographies]. July 1, 1969. cover title, a~d+691 p. il. 4° 
{Translation of papers in v. 2 of Simpozium SEV: Sostoyaniye i per- 
spekitvy robot po sozdaniyu AES s reaktorami na bystry kh neytronakh, 
soornik dakladov, Obninsk, 1967.] & Paper, $3.00. 


2. Mysterious migration of birds, USSR [with bibliography; by V. R. 


Dol'nik]. July 2, 1969. cover title, a+ 87 p. il, 4° [From Tainstvennyye 
perelety, 1968.] % Paper, $3.00. 


3. Prospects of using nuclear explosions in developing oil and £8 deposits, 


USSR [with bibliography] ; by K. I. Mangushev, et al. July 2, 1969. cover 
title, 10 p. il. 4° [From Geologiya nefti i gaza, no. 4, 1969. 7 ® Paper, 
$3.00. 

Experimental proof of sound perception in the honeybee (Apis mellifera 
L.), USSR [with bibliography]; by Ye. K. Yes’kov. July 2, 1969. cover 
title, 6 p. il. 4° [From Zoologicheskiy zhurnal, Sept. 1969. ] # Paper, 
$3.00. 

Needs of plant resource science outlined, USSR; by Al. A. Fedorov, July 2, 
1969. cover title, 14 p. 4° [From Rastitel’nyye resursy, no. 1, 1969.] 
# Paper, $3.00. 

Biomechanics of writing, USSR; by N. Sokolov. July 3, 1969. cover title, 
15 p. il. 4e [From Nauka 1 zhizn’, no. 4, Apr. 1969.] # Paper, $3.00. 

Examinations for temporary disability discussed, USSR. July 7, 1969. 
cover title, 9 p. 4° [From Okhrana truda i sotsial’noye strakhovaniye, 
no. 5, 1969.) # Paper, $3.00. 

Economic cybernetics, its problems and future, USSR; by N. Veduta. 
July 7, 1969. cover title, 11 p. 4° [From Ekonomicheskiye nauki, 
Apr. 1969.] % Paper, $3.00. 

Conducting polymer materials, USSR [with bibliography] ; by V. Ye. Gul’. 
July 7, 1969. cover title, 33 p. il. 4° [Pamphlet, Elektroprovodyash- 
chiye polimernyye materialy, Znaniye Publishing House, series 5, 1969.) 
© Paper, $3.00. 
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48361. 


48363. 


48421. 


48426. 


48435. 


48439. 
48455. 


48461. 


48469. 


48476. 
48481. 


48484 
48510. 


48512. 


48526. 


48528. 


48529. 


48536. 


48537. 


4853 
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Gunn effect and its applications, USSR wee bititograpty! ; by V. M. 
Kuznetsov, et al. July 7, 1969. cover —_ From Izvestiya 
VUZOV SSR radioelektronika, v. 2, no. 198 .] a 8.00. 

Dolphin Gormal ridges, body sireamining’ studied, USSR ewsitis bibliog- 
raphy]; by V. Ye. Sokolov, et al. July 8, 1969. cover title, 5 leaves, il. 
4° [From Byulleten moskovskogo obshchestva ispytateley prirody 
otdel biologii, no. 3, 1968.] & Paper, $3.00. 

Neutron sources, USSR [with bib iographies ; by M. A. Bak and N. §. 
Shimanskaya]. July 15, 1969. cover title, a-e+142 p. il. 4° [From 
Neytronnyye Istochniki, Atomizdat Publishing House, Moscow, 1969.] 
# Paper, $3.00. 

Selections from scientific meeting on use of cadaver blood and some aspects 
of homoplasty, Apr. 26-27, 1965, USSR. July 16, 1969. cover title, a+15 
p. 4° [From Trudy nauchnoy sessii posvyashchennoy primeneniyu tru- 

oy, Brot i nekotorym voprosam gomoplastiki, v. 14, 1967.] % Paper, 
3 

Characteristics of geographic distribution of shigellae changes in etiological 
structure of dysentery in countries of Central and Southern America, 
Africa, and Asia [with bibliography]. July 17, 1969. cover title, 19 p. 4° 
{From Zhurnal mikrobiologii, epidemiologii, 1 immunobiologii, no. 4, 
1969.] Paper, $3.00. 

Effect of some spaceflight factors on central nervous system, USSR [with 
bibliography]. July 17, 1969. cover title, 23 p. il. 4° Paper, $3.00. 

Modeling in biology and medicine, USSR [excerpts, with bibliographies]. 
July 21, 1969. cover title, a+50 p. il. 4° [From Modelirovaniye v 
biologii 1 meditsine, no. 3, Kiev, 1968.] & Paper, $3.00. 

Satellite meteorology, USSR [articles, with bibliographies]. July 22, 1969. 
cover title, a-b-+82 p. il. 4° [From Sputnikovaya meteorologiya, no. 11, 
1966.] # Paper, $3.00. 

Automatic planning, accounting and control systems in coal industry, 
USSR; by L. G. Mel’kumov, et al. July 22, 1969. cover title, 7 Bo * 
[From Mekhanizatsiya i avtomatizatsiya upravleniya, no. 5, 1969. 
® Paper, $3.00. 

Selections from geodesy and cartography, USSR [articles]. July 23, 1969. 
cover title, a+19 p.il.4° Paper, $3.00. 

Hemodynamic changes in individuals working under microwave irradia- 
tion, USSR [with bibliography] ; by P. N. Fofanov, et al. July 24, 1969. 
cover title, 4 leaves, 4° [From Kardiologiya, v. 9, no. 4, 1969.] 
® Paper, $3.00. 

Selections from Soviet journal, Science vo religion, USSR. July 24, 1969. 
cover title,a+14p.4° # Paper, $3.0 

Progress made in automated control, data processing, USSR [articles, with 
bibliographies]. July 29, 1969. cover title, a+43 p. il. 4° [From 
Avtomatika i telemekhanika, no. 5.) & Paper, $3.00. 

Method for compensating amplitudinal Gactestions of signal reflected from 
flight vehicle, USSR [with bibliography]; by V. Baryshev. July 30, 
1969. cover title, 6 p. il. 4° [From LARA —. i tekhnika 
vozdushnogo flota, no. 13, 1968.] Paper, $3.00. 

From spaceships to orbiting stations, USSR: by G. S. Narimanov. July 31, 
1969. cover title, a+82 p. il. 4° [Machinebuilding Publishing House, 
Moscow, 1969.] & Paper, $3.00. 

a = ri-% fy and space research in USSR in 1968 [with bibliog- 


Ha by Yu. I. Yefremov. Aug. 1, 1969. cover title, a~b-+-111 p. il. 4° 
an Pr iblishing House, 1969.] # Paper, $3.00. 
o. range forecasting of scientific and technical progress, USSR; by V. 


I. Siforov. Aug. 1, 1969. cover title, 7 p. 4° [From Redlotektaika, 
no. 5, 1969.] & Paper, $3.00. 


. Biomedical research conducted in USSR during 1968 and early 1969 under 


space research program; by V. V. Parin, et al. Aug. 1, 1969. cover title, 
13 p.4° & Paper, $3.00. 

New variant of influenza A? (Hong Kong) 1/68 virus and its implication 
in 1968 influenza outbreaks in Soviet Union [with bibliography]; by 
L. Ya. Zakstel’skaya et al. Ang. 1, 1969. cover title, 10 p. il. 4° [From 
Voprosy virusologii, May—June 1969.] & Paper, $3.00. 

Problems of general and social prognosis, USSR [with bibliography on 
social forecasting]; by A. M. Rumyantsev, et al. Aug. 1, 1969. cover 
title, 109 Pp: il. 4° [From Eroblemy obshchey i sotsial’noy prognostiki, 
no. 1,1968.] & Paper, $3.0 


8. Replenishment of USSR fish ae by acclimatization i bibliography] : 


by Teodor peslovich Rass. Aug. 1, 1969. cover title, a-b+92 p. il. 4° 
# Paper, $3.0 

Harmful effect “ot 6-azauridineon veptentien of human cytomegalovirus 
USSR [with bibliography]; by S. A. Demidova, et al. Aug. 4, 1969. 
cover title, 3 leaves, 4° [From Doxlndy Akademii Nauk SSSR, v. 186, 
no. 3,1969.] Paper, $3.00. 

Air leakage and air leakage calculations in mine ventilation, USSR [with 
bibliography]; by Anton Fedorovich Miletich, Aug. 5, 1969. cover title, 
. ce+193 p. il. 4° [Russian, Nedra Publishing House, 1968.] % Paper, 
3.00. 


Scientific progress and sociological predictions in USSR. Aug. 6, 1969. 
$3 er title, a+56 p. 4° [From Voprosy filosofii, no 4, 1969.] %& Paper, 
3.00. 
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12946 48572. Selections from Soviet journal Nauka i zhian’, Aug. 7, 1969. cover title, 
a+37 p.il.4° & Paper, $3.00. 

12947 48573. Using transistors in avalanche mode, USSR; by V. D. D’yakonov. Aug. 7, 
1969. cover title, 7 p. il. 4° [From Radio, May 1969.] & Paper, $3.00. 

12948 48574. Artificial heart implantation, USSR [with bibliography]; by B. V. Pet- 
rovskiy, et al. Aug. 7, 1969. cover title, 8 p. il. 4° [From Kardiologiya, 
no. 8, 1967.] & Paper, $3.00. 

12949 48575. Man under water, USSR; by A. Smukul. Aus. 7, 1969. cover title, 5 leaves, 
4° [From Tekhnika i vooruzheniye, no, 1969.] & Paper, $3. 

12950 48584. Theory of branching systems, USSR [with bibliography] ; by B. P. Petrov, 
et. al. Aug. 8, 1969. cover title, 6p.4° [From Doklady Akademii nauk 
SSSR, v. 186, no. 4,1969.] # Paper, $3.00. 

12951 48587. Cybernetics and regulation theory, USSR [articles, with bibliographies]. 
Aug. 8, 1969. cover title, a+13 p. 4° [From Doklady Akademii Nauk 
SSR, nos. 2-3, 1969.] & Paper, $3.00. 

12952 48590. Problems of “Ae ge radiation shielding of reactor vessel, USSR [with 
bibliography] ; D. L. Broder, et al. Aug. 11, 1969. cover title, 16 p. 

. 4° [From y anand energiya, Mar. 1969.] © Paper, $3.00. 

12953 48602. lll of antenna engineering USSR [with bibliography]; by 
B. V. Braude. Aug. 12, 1969. cover title, 16 p. 4° [From Radio-tekh- 
nika, no. 6,1969.] & Paper, $3.00. 

12954 48605. Copyrights for machine translations considered, USSR; by G. A. Kudryavt- 
seva. Aug. 12, 1969. cover title, 9 p. 4° [From Sovetskoye gosudarstvo 
i pravo, no 6, June 1969.] & Paper, $3.00. 

12955 48612. Inorganic polymers, USSR [with bibliography] ; by J. Van Wazer. Aug. 13, 
1969. cover title, 22 p. il. 4° [From Uspekhi khimii, v. 38, no. 6, 
1969.] # Paper, $3.00. 

12956 48613. Theory and methods in epidemiology, USSR [articles, with bibliography]. 
Aug. 13, 1969. cover title, a+19 p. 4° [From Zhurnal » eee 
epidemiologii i immunobiologii, no. i 1969.] & Paper, $3.0 

12957 48618. Measurement of electrostatic fields in earth’s upper oe USSR 
— bibliography]; by I. M. Imyanitov. Aug. 14, 1969. cover title, 22 

il, 4° [From Uspekhi fizicheskikh nauk, v. 63, no. 1, Sept. 1957.] 
S Paper, $3.00. 


JUDGE ADVOCATE GENERAL (Navy), Defense Dept. 
Washington, DC 20350 


12958 Reference guide to employment activities of retired naval personnel. [Re- 
vised edition, June 1969.] [1969.] cover title, [2]+i+36 p. (NAVSO 
P-1778 (6-69).) +t @ Item 380-A D 205.6/2 : Em 7/969 


LABOR DEPARTMENT 
Washington, DC 20210 


12959 CINTERFOR, Inter-American Seminar on Manpower Training and De- 
velopment, Sept. 9-11, 1968, Cleveland, Ohio, CINTERFOR, project no. 
053, conducted by International Manpower Institute under sponsorship 
of Agency for International Development, Department of Labor. [1969.] 
{1]+vii+100 p.4° t @ Item 745 
L.C. card T7-603206 L1.2:C 49/4 

12960 Employment policies of United States and Japan; report of joint United 
States-Japan employment study. [1968.] iii+[1]+126 p. il. 4° (Japan, 
Ministry of Labor.) [Employment policies and programs in Japan, and 
in the United States, which deal with employment situations and em- 
ployment measures in the two countries were written by the respective 
Governments.] + @ Item 745 
L.C. ecard 75-603042 L1.2:J27/2 


LABOR STANDARDS BUREAU, Labor Dept. 
Washington, DC 20210 


12961 Directory and index of safety and health laws and codes; [prepared by 
Richard M. Ronk and Thomas H. Seymour]. [1969.] x+[1]+109 p. il. 
4° ([Office of Occupational Safety, Division of Programming and Re- 
search.]) * Paper, $1.25. @ Item 625 
L.C. card T7-603281 L16.2:Sa1/31 

Occupational safety aids, Department of Labor safety training programs 
LS-—(series). 


12962 278. Safety inspecting for (detection, analysis, correction]. 1969. (8) 
(OOS-2.69.) * Paper, 10c. @ Item 765-G 6. 59 : 278 
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LABOR STATISTICS BUREAU, Labor Dept. 
Washington, DC 20210 


BLS report. 
335-1. Employee compensation and payroll hours: Cotton and synthetic textiles, 
1965. [Apr. 1968.] [1] +1+ 37 p. 4° 
L.C. card 78—-603225 L 2.71 : 335-1 


Sulletins. @ Item 768 L 2.3 : (nos. ) 

1425-9. Major collective bargaining agreements: Paid vacation and holiday pro- 
visions; [prepared by Walter O’Neal and Richard Keller]. June 
1969. vi+47+-[1] p. il. 4e [Includes list of available Bulletins of 
1425 series on major collective bargaining agreements.) * Paper, 
$1.25. 

1622. Union wages and hours: Motortruck drivers and helpers ,July 1, 1968 
and trend 1936-68. June 1969. iv+40 p. 4° * Paper, 50c. 
L.C. ecard L 40-146 

1625-60. Area wage survey: Phoenix, Ariz., metropolitan area, Mar. 1969. July 
1969. iii+-15 p. oblong 8° * Paper, 30c. 
L.C. card L 66-129 

1625-61. Area wage survey: Charlotte, N.C., metropolitan area, Mar. 1969. July 
1969, ii1i4+-15 p. oblong 8° * Paper, 30c. 
L.C. card L 66-142 

1625-62. Area wage survey: Des Moines, Towa, metropolitan area, Mar. 1969. 
July 1969. iii+-16 p. oblong 8° * Paper, 30c. 
L.C, ecard L 66-95 

1625-63. Area wage survey: Cincinnati, Ohio-Ky.—Ind., metropolitan area, Mar. 
1969. July 1969. oy 33 p. oblong 8° * Paper, 45¢. 
L.C. card L 66— 11 

1625-64. Area wage survey at. Louis, Mo.—IIl, metropolitan area, Mar. 1969. 
July 1969. iv+ x7 p. oblong 8° * Paper, 50c. 
L.C. ecard L 66-6 

1625-66. Area wage survey: Milwaukee, Wis., —¥  ~o—meme area, Apr. 1969. 
July 1969. iv+23 p. oblong 8° * Paper, 35e 
L.C. card L 66-124 

1625-67. Area wage survey : Albuquerque, N. Mex., metropolitan area, Apr. 1969. 
July 1969. iii+-15 p. oblong 8° * Paper, 30c. 
L.C, card L 66-127 

1625-68. Area wage survey: Savannah, Ga., May 1969. July 1969. ili+13 p. 
oblong 8° * Paper, 30c. 
L.C. card L 66-146 


1632. Retail prices of food 1964—68, indexes and average prices ; [prepared by 
Kenneth V. Dalton]. July 1969. vi+62 p. il. 4° * Paper, 65c. 
Monthly labor review reprints. 7 L 2.6/a :(nos.) 


2628. Price changes in first quarter of 1969 in perspective ; by Joel Popkin. [1969.] 
p. 26-30, 4° [From July 1969 issue. 

2629. Dassainine in major symphony orchestras; [by] Leon B. Lunden. [1969.] 
p. 15-19, 4° [From July 1969 issue.] 

2630. Report on incentive pay in manufacturing industries; [by] George L. 
Stelluto. [1969.] p. 49-53, 4¢ [From July 1969 issue.] 


Proceedings of North American Conference on Labor Statistics, June 17-21, 
1968, Richmond, Va. [1969.] [1]-+vi+293 p. il. 4° [Cosponsor, Virginia 
Department of Labor and Industry.] + @ Item 769-C L 2.80: 968 


Regional reports. (Middle Atlantic Region.) ft L 2.71/6 : (nos. ) 

8. Employment statistics 1958-66, compilation of employment statistics for 
Middle Atlantic region: New York, New Jersey, Pennsylvania, Maryland, 
Delaware, District fo Columbia, North Carolina, West Virginia, Virginia. 
May 1968. cover title, [3] +ii+ 103 p. 4° 

9. Labor force experience of Puerto Rican worker. June 1968. cover title, [1] +31 
p. il, 4° 

10. Changing patterns of employment, income, and living standards in New York 
City. June 1968. cover title, [1] +34 p. il. 4 


LAKE SURVEY (Army), Defense Dept. 
630 Federal Bldg., Detroit, MI 48226 


Supplement 1, May 1969, corrections and additions to 1969 Great Lakes 
pilot. [1969.] [2]p. +29 leaves, 4° [Bearings are true and distances 
are expressed in statute miles. Supplements information given upon 
charts published by Lake Survey.] +U.S. Army Engineer District, 
Lake Survey, Corps of Engineers, 630 Federal Building, Detroit, MI 
48226 
L.C. card 6-7112 D 103.208 : 969/supp.1 
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LAND MANAGEMENT BUREAU, Interior Dept. 
Washington, DC 20240 


12983 BLM public lands guide, Natrona Unit, Wyo. [1968] 1 sheet (with map on 
verso) il. oblong f° folded into narrow large 8° size (Intermountain 
Region.) [Prepared in cooperation with Sublette County pg So- 
ciety. Some illustrations are colored.] ¢ 53.7/2: N 21 


12984 Bureau of Land Management Crystal Hills Recreation Area, Ariz. 11960.) 
2] p. il. oblong 8° folded into narrow 8° size. + 153.11: C 88 


12985 California desert, recreation study of Desert Public Domain lands of Cali- 
fornia under jurisdiction of Bureau of Land Management; prepared by 
California State Office of the Bureau. Sept. 1969. [7 }4+377+[1] p. il. 4° 
[Prepared in cooperation with Western Regional Office of National Park 
Service.] t 153.2: C12 


12986 Guide to Lander Cut-off, Oregon Trail, 1857. [1968.] [2] p. il. oblong f° 
folded into narrow large 8° size. (Wyoming State Office.) [Prepared in 
cooperation with Department of Agriculture, Forest Service, Intermoun- 
tain Region, and Sublette County Historical Society.) ¢ 153.7/2:L23 


Information bulletin. 
12987 2. What about land in Alaska? [1969.] [4] p. il. 4° * Paper, 10c. e It Ty 632 
153.9: 2/5 
12988 Recreation and wildlife on BLM lands, southeast Utah. Sept. 1968. se p. il. 
oblong f° folded into narrow large 8° size. [Recreation map on verso. 
Issned in color.] 7 153.11: Ut1 


LIBRARY OF CONGRESS 
Washington, DC 20540 


12989 Accessions list: Indonesia, cumulative list of serials, 1964-68. May 1969. 
(Public law 480 project, American Libraries Book Procurement Center, 
Djakarta.) 7 (Libraries only). 

L.C. card SA 66-444 LC 1.30/5-2 : 964-68 


Presidents’ papers index series. 
12990 Index to James K. Polk papers. 1969. xvi+91 p. 4° (Manuscript Division, Refer- 
ence Department. he bd _ oe $1.25. @ Item 811-B 
L.C. card 73-600 LC 4.7: P 75 


MARINE CORPS (Navy), Defense Dept. 
Washington, DC 20350 


12991 Liberation of Guam. [1969.] cover title, [24] p. il. oblong 8° [Text on p. 2 
of cover.] f D 214.13: G 93/3 
12982 Marine Corps combat lithographs. [1968.] 16 colored prints each 16 x 20 
in. or 20 x 16 in. [Colored lithographs suitable for framing. Issued in 
envelope.] * Paper, $2.75 per set. D 214.16: C 73 


12993 United States Marines. [Feb. 1969.] cover title, [32] p. il. oblong 8° [Text 
on p. 2-3 of cover. One illustration is colored.] {t @ Item 383 
D 214.2: M 33/4/969 


MARITIME ADMINISTRATION, Commerce Dept. 
Washington, DC 20548 


MA SP (series). 7 C 39.210/2 : (nos.) 
12994 69-10. Land bridge, fact or fiction? remarks by A. E. Gibson, Maritime Adminis- 
tration, Department of Commerce, before National Railroad Piggy-back 
Association, Montreal, Canada, July 2 23, 1969. 1969. 11+-[10] p. il. 4° 

({US-COMN-DC 43054.]) 
12995 69-11. American shipbuilding for tomorrow, remarks by A. EB. Gibson, Maritime 
Administrator, Department of Commerce, before annual convention of 
International Brotherhood of Boilermakers, Iron Ship Builders, Black- 
smiths, Forgers and Helpers, Kansas City, Mo., Aug. 18, 1969. 1969. 7 p. 

® (LUS-COMM-—DC 43107.]) 
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GOVERNMENT PUBLICATIONS 


12996 Merchant fleets of the world, oceangoing steam and motor ships of 1,000 
gross tons and over, as of Dec. 31, 1968; [prepared by Office of Gov- 
ernment Aid]. [July 24, 1969.] 20 p. 4° ([Report MAR-560-20.]) 


* Paper, 30c. @ Item 236-B C 39.212 : 968 
12997 Radar instruction handbook [with bibliography]. [July 1969.] cover title, 
[173] p. il. 4° + @ Item 235-B C 39.206/3 : R11 


MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
Washington, DC 20350 


J.S. Naval Submarine Medical Center, Submarine Base, Groton, Conn.: 
Reports. tf D 206.10 : (nos. ) 


12998 553. Oral acidogenic bacteria in Antarctic [with list of references]: by Peter 
Kasenchak and William R. Shiller. Oct. 17, 1968. cover title, 54—56+-2 p. il. 
4° (Research work unit MR005.19—6025.02.) [Reprinted from Military 
medicine, v. 133, no. 1, Jan, 1968. Text on p. 2 of cover.] 

12999 566. Effect on vision of repeated exposure to carbon dioxide [with list of refer- 
ences]: by Donald O. Weitzman, Jo Ann S. Kinney, and S. M. Luria. 
Feb. 14, 1969. cover eee, ili+6+ [2] p. il. 4° (Research work unit 
MF12.524.004—9015D.01.) 

13000 567. Comparison of 7 systems for air conduction audiometry from 8-20 KC/S 
[with list of references ; by] Cecil K. Myers and J. Donald Harris. Feb. 18, 
1969. cover title, iii+12+[2] p. il 4° (Research work unit 
MF12.524.004—9010D.03. ) 

13001 568. Maximum rate analysis of ery throcyte carbonic anhydrase in bopeseagate 

guinea pigs [with list of references] ; by Donald V. Tappan. Feb. 19, 1969 

cover title, ili+4+ [2] p. 4° (Research work unit MR005.04— 0053. 06.) 

13002 569. Underwater hearing in man; 1, Sensitivity [with list of references]; by 
Paul F. Smith. Feb, 28, 1969. cover title, v-+23+ [2] p. il. 4° (Research 
work unit MF12.524.004—9012D.01.) 

13003 570. Clinical evaluation of stannous fluoride when used as constituent of com- 
patible prophylactic paste, as topical solution, and in dentifrice in Naval 
personnel: 2, Report of findings after 2 years; by Francis P. Scola and 
Carl A. Ostrom. Mar. 7, 1969. cover title, 594 -597 +2 p. il. 4° (Research 
work unit MR005.19—6026.02.) [Reprinted from Journal of American 
Dental Association, v. 77, Sept. 1968. Text on p. 2 of cover.] 

3004 573. Effect on pulmonary functions of rapid compression in saturation-excursion 
dives to 1,000 feet [with list of references] ; by James H. Dougherty, jr. 
and Karl E. Schaefer. Mar. 15, 1969. cover title, ili+8+ [2] p. il. 4° 
(Research work unit MR005.04-0063.04. ) 


~_ 


MILITARY HISTORY, er OF CHIEF OF (Army), Defense Dept. 
Washington, DC 20315 


13005 American military history [with list of suggested additional reading]; 
Maurice Matloff, general editor. 1969. xvi+-701 p. il. 4° (Army historical 
series.) * Cloth, $8.00. @ Item 344 
L.C. card 76-600410 D 114.2: M59 


MINES BUREAU, Interior | om 
Washington, DC 20240 


13006 Bituminous coal and lignite, changing patterns in distribution and mar- 
kets, 1966-1968. May 9, 1969. cover title, viii+70 p. oblong 8° (Mineral 
industry surveys; Bituminous coal and lignite distribution, quarterly.) 
[Prepared in Mineral Resources Evaluation.] + Mines Bureau, Pitts- 


burgh, PA 15213 I 28.33/2 : 966-68 
13007 Bromine; [by Keith S. Olson]. [1969.] [2]+4 p. [Preprint from Minerals 
yearbook, 1968.] * Paper, 10c. I 28.37/a : B 788/968 
13008 Cadmium; [by Donald E. Moulds]. [1969.] [2]+6 p. iL [Preprint from 
Minerals yearbook, 1968.] * Paper, 10c. I 28.37/a: C 114/968 


13009 Calcium and calcium compounds; [by Benjamin Petkof]. [1969.] [2]+3 
[Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a : C 126/2/968 


13010 Diatomite; [by J. M. West]. [1969.] [2]+3 p. [Preprint from Minerals 
yearbook, 1968.] * Paper, 10c. I 28.37/a : D 543/968 
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Information circular. 
13011 8415. Bibliography of investment and operating costs for chemical and petroleum 
plauts, Jan.—Dec. 1968; by Sidney Katell and William C. Morel. [3] + 
132 p. il. 4° * Paper, $1.25. @ Item 637-—A I 28.27 : 8415 
13012 Kyanite [and related minerals; by John W. Sweeney]. [1969.] [2]+4 p. 
[Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a : K 98/968 


13013 Mineral industry of Bulgaria; [by Roman V. Sondermayer]. [1969.] [2]+ 
5 p. [Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2 : B 871/968 


13014 Mineral industry of Cyprus; [by Eugene R. Slatick]. [1969.] [2]+4 p. 
[Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2 : C 992/968 


13015 Mineral industry of East Germany; [by Bernadette Michalski]. [1969.] 
[2]-+-5 p. [Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2 : G 317/968 


13016 Mineral industry of Libya; [by Walter C. Woodmansee]. [1969.] [2]++8 p. 
[Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2 : L 616/968 


13017 Mineral industry of North Korea; [by R. A. Pense]. [1969.] [2]+7 p. 
{Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2: K 841/968 


13018 Mineral industry of Philippines; [by Arnold M. Lansche, R. A. Pense, and 
K. P. Wang]. [1969.] [2]+9 p. [Preprint from Minerals yearbook, 1968. ] 
* Paper, 10c. I 28.37/a2 : P 538/968 


13019 Mineral industry of Rumania; [by Joseph B. Huvos and Roman V. 
Sondermayer]. [1969.] [2]+-6 p. [Preprint from Minerals yearbook, 
1968.] * Paper, 10c. I 28.37/a2 : R 863/968 


13020 Mineral industry of Thailand; [by A. F. Grube]. [1969.] [2]+7 p. [Pre- 
print from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a2 : T 326/968 


Petroleum products survey (series). (Mineral industry surveys.) 
13021 60. Motor gasolines winter 1968-69; [by O. C. Blade]. July 1969. cover title, 
{1]+38 p. 4 pl. map, 4° +t Mines Bureau, Pittsburgh, PA 15213 @ Item 
642-A I 28.18/3: 60 


13022 Potash; [by Donald E. Eilertsen]. [1969.] [2]-++11 p. il. [Preprint from 
Minerals yearbook, 1968.] * Paper, 10c. I 28.37/a: P 847/968 


Report of investigations. @ Item 637-—A I 28.23 : (nos.) 

13023 7277. Factors affecting detonation velocities of desensitized nitroglycerin in 
simulated underground fractures [with list of references] ; by J. S. Miller, 
fand others]. [July 1969.] [3]+19 p. il. 4° + Mines Bureau, Pitts- 
burgh, PA 15213 

13024 7279. Explosion development in spherical vessel; by John Nagy, John W. Conn, 
and Harry C. Verakis. Aug. 1969. cover title, [3] +23 p. il, 4° +¢ Mines 
Bureau, Pittsburgh, PA 15213 

13025 7281, Spectrochemical analyses of coal ash for trace elements; by R. F. Aber- 
nethy, M. J. Peterson, and F. H. Gibson. [July 1969.] [3]+30 p. il. 4¢ 
+ Mines Bureau, Pittsburgh, PA 15213 

13026 7282. Entrainment drying and carbonization of wood waste; by Charles C. Boley 
and W. S. Landers. Aug. 1969. cover title, [3]+15 p. il. 4° ¢ Mines 
Bureau, Pittsburgh, PA 15213 

13027 7284. Influence of residence time, temperature, and steam concentration on coal- 
steam gasification reactions; by J. L. Konchesky and R. F. Stewart. 
Aug. 1969. cover title, [3]-+19 p. il. 4° Mines Bureau, Pittsburgh, 
PA 15213 

13028 7286. Determination of dawsonite and nahcolite in Green River formation oil 
shales [with list of references] ; by John Ward Smith and Neil B. Young. 
[Aug. 1969.] [3]+20 p. il. 4° [Based on work done under cooperative 
Sqreoment with University of Wyoming.] + Mines Bureau, Pittsburgh, 

521 


13029 Sodium and sodium compounds; [by Benjamin Petkof]. [1969.] [2]+3 p. 


[Preprint from Minerals yearbook, 1968.] * Paper, 10c. 
I 28.37/a : So 16/2/968 
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13030 Thorium; [by Richard F. Stevens, jr.]. [1969.] [2] +63 P. [Preprint from 


Minerals yearbook, 1968.] * Paper, 10c. 8.37/a : T 392/968 
13031 Vanadium; [by Gilbert L. DeHuff]. [1969.] [2]+7 p. [Preprint from 
Minerals yearbook, 1968.] * Paper, 10c. 1 28.37/a: V 26/968 


MINT BUREAU, Treasury Dept. 
Washington, DC 20220 


13032 Annual ae of Director of Mint, fiscal year 1968. [1969.] xii+152+W 
88 p. il. ({Treasury Department document 3247.]) [Includes report on 
ned Be Ba and consumption of gold and silver for calendar year 1967. ] 
* Paper, $1.00. @ Item 965 
L.C. card 9-34686 T 28.1: 968 


13033 Medals of United States Mint, issued for public sale; [by Kenneth M. 
Failor]. [Aug. 1969.] cover title, v-+274+ [2] p. il. 4° [Errata, 1 p. il 
issued also.] * Paper, $3.50. @ Item 966. 
L.C. card 74-602460 T 28.2: M 46/2 


MISSOURI BASIN INTER-AGENCY COMMITTEE 


Notre.—The chairman of the Missouri Basin Inter-Agency Committee for fiscal 
year 1970 is Brig. Gen. C. Craig Cannon, Division Engineer, U.S. Army Corps of 
Engineers, P.O. Box 103, Omaha, NB 68101. 


13034 Annual programming report, fiscal years 1969-71. May 1969. cover title, 
[2] leaves+137 p. 4° 7 
L.C, card 61—60376 Y 3.M 69: 8/969-71 


MORTGAGE INTEREST RATES COMMISSION 
Washington, DC 


Notre.—-The Mortgage Interest Rates Commission was established by Public Law 
801 of the 90th Congress, 2d session, approved May 7, 1968. 


13035 Report of Commission on Mortgage Interest Rates to the President of the 
United States and to Congress. Aug. 1969. x-+141 p. il. * Paper, 65c. 
@ Item 1089 
L.C. ecard 72—603166 Y 3.M 84: 1/969 


MOTOR CARRIER SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Motor carrier accident investigation reports. 7 TD 2.309 : (nos. ) 


13036 69-5. Aetna Freight Lines, Inc., accident of Mar. 31, 1969, Clarion, Pa., bridge 
collapse. [1969.] [1]-+9 p. il, 4° 
13037 69-6. Tri-Gas & Oil Co., Inc., accidents, Apr. 7, 1969, Annapolis, Md., fatal rear- 
end collision involving driver with defective vision. [1969.] [1]+8 p. 
il, 4° 
13038 69-7. Midwest Emery Freight Systems, Inc., accident, Feb. 22, 1969, Washburn, 
rr intoxicated truck driver involved in fatal collision. [1969.] {1]+8 
p 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 
Washington, DC 20546 


NASA contractor report CR (series). NAS 1.26: (nos.) 

13039 1335. Turbulence in mixing region between ducted coaxial streams [with bibliog- 
raphy]; by J. J. Leithem, R. A. Kulik, and H. Weinstein. July 1969. 
cover title, vili+42 p. il. 4° [Prepared under grant NsG—694SC by 
Illinois Institute of Technology, Chicago, Ill.] Paper, $3.00. 

13040 1369. Analysis of oscillations in pulse-modulated satellite attitude control sys- 
tems [with list of references]; by Robert Newhall Clark. June 1989. 
cover title, xii+98 p. il. 4° [P repared under grant NGR—05—020-007 
by Stanford University, Stanford, Calif. Issued by originator as 
SUDAAR 361.] & Paper, $3.00. 

13041 1370. Predicting human performance in space environments [with list of refer- 
ences]; by Warren H. Teichner and Diane Olson. June 1969. xili+175 
p. il. 4° [Prepared under contract NGR 22—007-070 by Guggenheim 
Center for Aerospace Health and Safety, Harvard University, School 
of Public Health, Boston, Mass.] & Paper, $3.00. 
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from 13042 1377. Investigation of "re 2 ahlung production in spacecraft materials [with 
/968 list of references] ; . KE. Dance and W. J. Rainwater. July 1969. cover 
fe title, vii+ 209 p. il. pA [Prepared under contract NAS 1-7772 by Ling- 
f Temco-Vought Inc., Dallas, Tex. Issued by originator as report 0-71100/ 
rom SR-18.] Paper, $3.00. 

1/968 13043 1378. Research and development of sonic boom simulation device; by Roger 


Tomboulian. July 1969. cover title, vi+43 p. il. 4° [Prepared under 
contract NAS 1-—7985 by General Applied Science Laboratories, Inc., 
subsidiary of Marquardt Corporation, W estbury, N.Y. Issued by origi- 
nator as report GASL TR-713.] & Paper, $3.00. 

13044 1379. Analytical solutions of class of optimum orbit modifications [with list of 


EW references]; by Nguyen X. Vinh and Christian Marchal. July 1969. 
: cover title, v-+32 p. il. 4° [Prepared under contract NASr 54(06) by 
rt on University of Michigan, Ann Arbor, Mich.] © Paper, $3.00. 
967. | 13045 1380. Study of air pollutant detection by remote sensors [with list of refer- 
ences] ; by C. B. Ludwig, R. Bartle, and M. Griggs. July 1969. cover title, 
- 968 [163] p. il. 4° [Prepared under contract NAS 12-630 by General 
° i ow Corporation. San Diego, Calif. Issued by originator as report 
h M GDC-DBE 68-011.] & Paper, $3.00. 
— 13046 1382. Unified analysis of turbulent jet mixing [with list of references]; by 
p. il. Joseph A. Schetz. July 1969. cover title, [1]+31 p. il. 4° [Funded 
by NASA, contract R-76 and prepared under Naval Ordnance Systems 
46/2 Command contract NOw-—62—0604—c by Johns Hopkins University, Silver 
> Spring, Md. and University of Maryland, College Park, Md.] #% Paper, 
$3.00. 
13047 1386. Interaction and penetration of gaseous jets in supersonic flow [with list 
of references] ; by R. C. Orth, J. A. Schetz, and F. S. Billig. July 1969. 
fiscal cover title, (1]+44 p. il. 4° [Funded by NASA, contract R—76 and pre- 
ps of pared under Naval Ordnance Systems Command contract NOw—62-— 
0604—c by Johns Hopkins University, Applied Physics Laboratory, Silver 
Spring, Md.] & Paper, $3.00. 
title, 13048 1387. Experimental and theoretical investigation of striations in HE-—NE laser 


{with bibliography]; by T. B. Carlson, F. M. Shofner, and C. W. Bray. 
9 July 1969. cover title, ix+52 p. il. 4° [Prepared by University of 
9-71 Tennessee Space Institute, Tullahoma, Tenn. Research was supported by 
Electronics Research Center, NASA (NGR-43—001-—056) and Engineer- 
ing Division, NSF (GK-1638).] & Paper, $3.00. 
13049 1388. Removal of acid gases and oxides of nitrogen from sapcecabin atmospheres 
[with list of references] ; by A. J. Gully [and others], July 1969. cover 
title, ix+139 p. il. 4° [Prepared under contract NAS 1—7584 by Texas 
> Law Technological College, Lubbock, Tex.] & Paper, $3.00. 
12050 11392. Subsonic sphere drag measurements at intermediate Reynolds numbers 
{with list of references] ; by Kenneth R. Sivier and J. A. Nicholls. July 


f the 1969. cover title, xii+68 p. il. 4° [Prepared under grant NGR 23-005 
, 65e. 003 by University of Michigan Department of Aerospace Engineering, 


Ann Arbor, Mich.] & Paper, $3.00 
Ogee 3051 1394. Holographic microscopy for determination of failure mechanisms in mono- 
1/969 lithie circuits [with list of references]; by Raoul F. van Ligten. July 
1969. cover title, v+49 p. il. 4° [Prepared under contract NAS 12-— 
584 by American Optical Corporation, Framingham Research Labora- 
tory, Framingham Center, Mass.] & Paper, $3.00. 


_ 


13052 1404. Experimental feasibility study for preparation of pBoeme: oxidatively stable 
Pyrrone laminates {with list of references] ; H. R. Lubowitz [and 
nos. ) others]; July 1969. cover title, ix-+30 p. il. Py [Prepared under con- 
idg tract NAS 1-—-8384 by TRW Systems, Redondo Beach, Calif. Issued by 
bridge originator as report 11433-6005-RO_00.] Paper, $3.00. 
8 D. NASA EP (series). 
13053 72. Log of Apollo 11; [produced by Office of Public Affairs]. [1969.] 12 B. fl. 
aburn, oblong 12° [Illustrations are colored.] * Paper, 35c. @ Item 830 G 
1)+8 NAS 1.19: 7: 
NASA facts. (Educational publication of Office of Public Affairs, Educa- 
v tional Programs Division. ) 


13054 v. 4. no. 7. Manned space flight: Apollo. [1969.] 16 p. il. 4° (NF-23.) [Replaces 
v. 3, no. 1.) * Paper, 20c. @ Item 830-H NAS 1.20: 4/7/rev. 


nos. - P P : P Tn 48 P 
— NASA facts. (Educational Services publication of National Aeronautics 
1969. and Space Administration. ) 
SC by 13055 NF-20. United States launch vehicles of peaceful exploration of space. [Revised 
1 sys- Mar. 1969.] 1 p. il., oblong f°, folded into 4° size. [Supplement to NF-S 
"1989 {some illustrations are colored.] * Paper, 25c. @ Item 830—H 
0-007 NAS 1.20 : NF-20 
or as 

NASA picture sets. NAS 1.43/2: (nos. ) 
Tefer- 13056 1. Apollo —— “In the beginning . . .”. 1969. 7 color prints, each 12 x 16 in. or 
Be on 16 x 12 in. [Issued in envelope.] * Paper, $1.00 per set. 
School 13057 2. Men of Apollo, crews 7 through 11. 1969. 5 color prints, each 12 x 16 in. or 


16 x 12 in. [Issuedinenvelope.] * Paper, $1.25 per set. 
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13061 
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13064 


13065 


35. 


193. 


4009. 


5074. 


5080. 


Planetary flight handbook: pt. 7, Direct trajectories to Jupiter, Saturn, 
Uranus, and Neptune, general discussion, contour charts and related 
grapheial information [with list of references]. 1969. x-+97 p. il. 4° 
(Space flight handbooks, v. 3; Scientific and Technical Information 
Division, Office of Technology Utilization.) [Prepared under contract 
NAS 2-—4982 by Fort Worth Division of General Dynamics.] * Paper, 
$1.25.@ Item 830—I 
L.C. card 65—-65649 

Evaluation of motion-degraded images, preseetings of seminar held 
in Cambridge, Mass., Dec. 3-5, 1968, and sponsored by NASA 
Electronics Research Center [with lists of references]. 1969. vi+192 
p. il. 4° (Scientific and Technical Information Division, Office of 
Technology Utilization.) * Paper, $2.00. @ Item 830-I 
L.C. card 75—600852 

Apollo spacecraft, chronology, through Nov. 7, 1962: v. 1; by Ivan 
D. Ertel and Mary Louise Morse. 1969. xiv+269 p. il. 4° (NASA 
historical series; Scientific and Technical Information Division, Of- 
fice of Technology Utilization.) [Includes list of NASA historical 
panes. | * Paper, $2.50. @ Item 830-I 
C. card 69—60008 

Clean room technolgoy [with bibliography] ; by James W. Useller. 1969. 
vi+65 p. il. ({Technology utilization] ; Technology Utilization Divi- 
om. Office of Technology Utilization.) * Paper, 35c. @ Item 
830-I 
L.C. card 75—602376 

Aerospace related technolgoy for industry, proceedings of Technology 
Utilization Conference held at er | Research Center, Hampton, 
Va., May 22, 1969. 1969. viii+183 p. il. 4° (Technology Utilization 
Division, Office of Technology Utilization.) [Cosponsored by Na- 
tional Aeronautics and Space Administration, Small Business Ad- 
ministration, Virginia State Technical Services and Old Dominion 
College.] & Paper, $3.00. 

L.C. card 78—602942 

Weather satellite picture receiving stations, inexpensive construction 
of automatic picture transmission ground equipment, report [with 
bibilgoraphies | : by Charles H, Vermillion. [1969.] vii+83+ [4] p. 
il. 4 pl. 4° ([{Technology Utilization] ; Technology Utilization Divi- 
sion.) Office of Technology Utilization.) & Paper, $3.00. 

L.C, ecard 77—602915 


7500(08.) Management, continuing literature survey, with indexes, selection of 


7501. 


annotated references to unclassified sepecte and journal articles 
entering NASA information system in 1968; [prepared by NASA 
Scientific and Technical Information Facility operated by Technical 
Information Services Company]. June 1969. vili+30+21 p. 4° 
(Scientific and Technical Information Division, Office of Tech- 
nology Utilization.) # Paper, $3.00. 
L.C. card 68—61755 

Systems approach to management, annotated bibliography, with in- 
dexes; (prepared by NASA Scientific and Technical Information 
Facility operated by Technical Information Services Company]. 
July 1969. vi+62 p. 4° (Scientific and Technical Information Divi- 
sion, Office of Technology Utilization.) Paper, $3.00. 
L.C. card 75—603148 
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D-—4858. 


D—4964. 


D—4988. 


D-5124. 


D-5181. 


D-5186. 


Critical-speed analysis of rigid rotors on flexible foundations [with list 
of references] ; by Richard H. Cavicchi. June 1969. cover title, ii+44 p. 
il. 4° [Corrected copy.] ®% Paper, $3.00. 

Depeeanens of improved throat inserts for ablative rocket engines 
[with list of references]; by Jerry M. Winter and Donald A. Peter- 
son, July 1969. cover title, ii+[2]+161 p. il. 4° [Some illustrations 
are colored.] # Paper, $3.00. 

Design techniques for small scientific satellite structures [with list of 
references] ; by J. M. Madey and R. C. Baumann. July 1969. cover title, 
iii+103 p. il. 4° # Paper, $3.00. 

Film boiling from submerged spheres [with list of references]; by 
Robert C. Hendricks and Kenneth J. Maumeister. June 1969. cover 
title, i1i+63 p.il.4° & Paper, $3.00. 


. Flight-determined aerodynamic properties of jet-augmented, auxiliary- 


flap, direct-lift-control system including correlation with wind-tunnel 
results [with list of references]; by L. Stewart Rolls, Anthony M. 
Cook, and Robert C. Innis. July 1969. cover title, [1]+39 p. il. 4° 
[Corrected copy.] & Paper, $3.00, 


. Effect of ultrasonic vibration on precipitation, hardening of steels and 


superalloys, by Stanley G. Young and L. Leonard, Mar. 1969, Errata. 
[June 26, 1969.] [2] p. +f 

Absorption of infrared radiation by ice cryodeposits, by Stephen V. 
Peper, Apr. 1969, Errata. [June 26, 1969.] [2] p. il. 4° ft 

Low-speed deployment, inflation, and steady-descent characteristics of 
ram-air-inflated balloon recovery systems with peropheral airscoops 
{with list of references]; by Sanger M. Burk, jr. June 1969. cover 
title, [1] +21 p.il.4° Paper, $3.00. 
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Parametric angles of trajectory-determined field line intersects pre- 
dicting location of artificial auroras; by E. G. Stassinopoulos. Aug. 
1969. cover title, iii+30 p.il.4° Paper, $3.00. 

Aerodynamic characteristics determined during development of Apolio 
launch escape vehicle configuration [with list of references]; by 
William C. Moseley, jr., and Francis Evans Bowen. June 1969. cover 
title, viili+79 p.il.4° % Paper, $3.00. 

Methods for predicting spacecraft-window-induced line-of-sight devia- 
tions [with list of references]; by Kenneth C. White and Burnett L. 
Gadeberg. July 1969. cover title, [1]-+32 p. il. 4° Paper, $3.00. 

On the shape preseeeies expansion and contractions of objects in E* 
[with list of references]; by P. Argentiero. July 1969. cover title, 
met tad il. 4° Paper, $3.00. 

Linearized theory of stagnation point heat and mass transfer at hyper- 
sonic speeds [with list of references]; by Kenneth K. Yoshikawa. 
Aug. 1969. cover title, [1]-+36 p. il. 4° Paper, $3.00. 

Investigation of 2-phase hydrogen flow in R= inlet line [with list 
of references] ; by Donald C. Urasek, Phillip R. Meng, and Robert E. 
Connelly. July 1969, cover title, ii+15 p. il. 4° & Paper, $3.00. 

Analysis of satellite positional uncertainty by statistical mechanics 
{with list of references]; by N. L. Bonavito. July 1969. cover title, 
iv+1lp.4° & Paper, $3.00 

Aerodynamic loads on deployed canard surfaces and rocket nose section 
of Apollo launch escape vehicle [with list of references]; by Wil- 
liam C, Mosley, jr., and Branch S. Phillips. June 1969. cover title, viii 
+81 p.il.4° & Paper, $3.00 

Effect of oxygen concentration on advanced ester lubricant in bearing 
tests at 400° and 450°F [with list of references]; by Richard J. 
Parker and Erwin V. Zaretsky. June 1969. cover title, ii+11 p. il. 4° 
# Paper, $3.00. 

Brushless de torquer-driven reaction wheel for spacecraft attitude con- 
ay Fi by R. Fulcher. July 1969. cover title, iii+17 p. il. 4° Paper, 

Pioneer 8 cosmic dust experiment; by Otto E. Berg and F. Frank Rich- 
ardson. July 1969. eover title, iii+9 p. il. 4° # Paper, $3.00. 

Plasma generation using large V-groove cathode discharge [with list 
of references]; by Paul R. Caron. June 1969. cover title, [1]+34 p. 
il.4° Paper, $3.00. 

Experimental and theoretical investigation of symmetrical and cambered 
elta wing configuration at Mach numbers from 2.0 to 10.7 [with list 
of references]; by Walter P. Nelms, jr., Ralph L. Carmichael, and 
Charles R. Castellano. June 1969. cover title, [1]+31 p. il. 4e 
# Paper, $3.00 


. Laboratory study of microwave radiometric techniques for re-entry 


plasma measurements [with list of references}; by P. R. Caron [and 
others]. July 1969. cover titie, [1]+33 p. il. 4° Paper, $3.00. 


. Simulation studies of some supersonic transport instrumentation re- 


quirements and operating problems [with list of references]: by 
Norman §. Silsby. Aug. 1969. cover title, [1]+39 p. Paper, $3.00. 


. Steady-state stress relaxation analysis of turbine blade cooling designs 


[with list of references]; by Albert Kaufman. June 1969. cover title, 
ii+43 p.il.4° & Paper, $3.00. 


83. Test plan optimization for Explorer-size spacecraft [with list of refer- 


D-5289. 


D-5290. 


D-5291. 


D-5292. 


D-5293. 


ences]; by J. H. Boeckel and A. R. Timmins. July 1969. cover title, 
ili+14 p. il. 4° & Paper, $3.00. 


. Random phase approximation for anisotropic Heisenberg ferromagnet 


[with list of references] ; by Lawrence Flax and John C. Raich. June 
1969. cover title, 1i+19 p.il.4° # Paper, $3.00. 


. Analysis of 2 dimensional inviscid model of jet re ement under 


vertical-takeoff airplane [with list of references]; by Robert Siegei 
and Marvin E. Goldstein. June 1969. cover title, ii+34 p. il. 4° 
# Paper, $3.00. 

Three-phase heat transfer, transient condensing with freezing on non- 
isothermal inclined plate [with list of references]; by William A. 
Olsen, jr., and Frank B. Molls. June 1968. cover title, iv-+52 p. il. 4° 
# Paper, $3.00. 

Adhesion of gold to various planes of copper studied with LEED [with 
list of references] ; by Donald H. Buckley. June 1969. cover title, ii+ 
18 p. il. 4° & Paper, $3.00. 

Thermocouple technique for measuring hot-gas-side wall temperatures 
in rocket engines [with list of references] ; by Ronald G. Huff. June 
1969. cover title, iii+30 p. il.4° © Paper, $3.00. 

Method for prediction of pump cavitation performance for various 
liquids, liquid temperatures, and rotative speeds [with list of refer- 
ences] ; by. Robert S. Ruggeri and Royce D. Moore. June 1969. cover 
title, ii+29 p.il.4° # Paper, $3.00. 

Interplanetary probe missions with solar-electric propulsion systems 
{with list of references]; by Charles A, Zola, July 1969. cover title, 
[2] +39 p.il.4° & Paper, $3.00. 


. Description of high-enthalpy are tunnel at Langley Research Center 


including test-stream conditions at selected operating points [with list 
of references]; by William L, Wells. July 1969. cover title, [1]+51 
p. il. 4° # Paper, $3.00. 
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5306. 


Flight investigation of fluidic autopilot system [with list of references] ; 
by Wilton P. Lock and Shu W. Gee. July 1969. cover title, [1] +30 
p. il. 4° Paper, $3.00. 

Laboratory investigation of N-wave focusing [with list of references] ; 
by W. D. Beasley, J. D. Brooks, and R. L. Barger. July 1969. cover 
title, [1]+18 p.il.4° % Paper, $3.00. 

Drag reduction due to gas injection through various discrete slots on 3 
dimensional wing at Mach 2.01 [with list of references] ; by Russell B. 
Sorrells III, K. R. Czarnecki, and Lorraine F. Satchell. July 1969. 
cover title, {[1]+43p.il.4° & Paper, $3.00. 

Analysis of molecular beam system utilizing known pressure source 
{with list of references]; by Alphonsa Smith. cover title, [1]+26 
p. il. 4° # Paper, $3.00. 

Data-reduction technique for determining rapidly rising heating rates 
to thermally thick walls [with list of references]: by James L. 
Dillon, Robert L. Wright, and G. Louis Smith. July 1969. cover title, 
{1]+27p.il.4° Paper, $3.00. 

Analog computer study of low-frequency flow dynamics of 2 nuclear- 
rocket cold-flow engine systems [with list of references] ; by Harry W. 
Fox, Jr., and Ronald J. Blaha. July 1969. cover title, iii+82 p. il. 
4° # Paper, $3.00. 

Growth of 2H silicon carbide crystals [with list of references]; by 
z. Anthony Powell. July 1969. cover title, 1i+13 p. il. 4° & Paper, 
$3.00. 

Calculation of elevated-temperature cyclic life considering low-cycle 
fatigue and creep [with list of references]; by David A. Spera. July 
1969. cover title, ii+23 p.il.4° & Paper, $3.00. 

Fabrication process for glass coated electron bombardment ion thruster 
grids {with list of references]: by Bruce A, Banks. July 1969. cover 
title, 1i+38 p.il.4° & Paper. $3.00. 

Comparison of rotational collision numbers obtained from different 
definitions [with list of references] : by Frank J. Zeleznik. July 1969. 
cover title, 1i+45 p.il.4° # Paper, $3.00. 

Corrosion in cobalt alloy, two-phase mercury loop [with list of refer- 
ences] ; by Alex Vary [and others]. July 1969. cover title, 11+ 34 p. il. 
4° Paper, $3.00. 

Excited states of xenon-130 populated by beta decay [with list of 
references] ; by Theodore E. Fessler, Glenn M. Julian, and 8. Jha. July 
1969. cover title, 1i+17 p. il.4° & Paper, $3.00. 

Characteristics design study of mixed-compression 2-dimensional inlets 
with low-angle cowls for Mach number range 2.70 to 1.80 [with list 
of references] ; by Bernhard H. Anderson. July 1969. cover title, il+35 
p. il. 4° # Paper, $3.00. 

Dynamic performance analysis of fuel-control valve for_use in air- 
breathing engine research [with list of references] ; by Peter G. Bat- 
terton and John R. Zeller. July 1969. cover title, ii+27 p. il. 4° 
+ Paper, $3.00. 

Effects of jet-exhaust location on longitudinal aerodynamic ©aaracteristics 
of jet V/STOL model [with list of references] ; by Arthar W. Carter. 
July 1969. cover title, [1] +133 p. il. 4° & Paper, $3.00. 

Finite-step method for calculation of theoretical load distributions for 
arbitrary lifting-surface arrangements at subsonic speeds [with list 
of references] by: James A. Blackwell, jr. July 1969. cover title, 
{1]+40 p.il.4° % Paper, $3.00. 

Gaseous-hydrogen requirements for discharge of liquid hydrogen from 
1.52-meter-(5-ft-) diameter spherical tank [with list of references] ;: 
by Robert J. Stoch! [and others]. Aug. 1969. cover title, 11+ 62 p. il, 4° 
cu cages, $3.00. 

Dynamic response of Mach 2.5 axisymmetric inlet with engine or cold 
pipe and utilizing 60 percent supersonic internal area contraction 
[with list of references] ; by Joseph F. Wasserbauer. July 1969. cover 
title, 1i+58 p. il. 4° # Paper, $3.00. 

Analysis of dynamic response of liquid jet atomization to acoustic 
oscillations [with list of references]; by Marcus F. Heidmann and 
John F. Groeneweg. July 1969. cover title, 1i+43 p. il. 4° # Paper, 

3.00. 

Semiempirical fracture analysis for small surface cracks [with list of 
references] ; by Thomas W. Orange. July 1969. cover title, ii+30 p. il. 
4° # Paper, $3.00. 

Simultaneous usage of attitude control for VTOL maneuvering deter- 
mined by in-flight simulation [with list of references] ; by Frank R. 
Niessen, July 1969. cover title, [1]411 p. il. 4° @Paper, $3.00. 

Shock shapes and pressure distributions for large-angle pointed cones 
in helium at Mach numbers of 8 and 20 [with list of references] ; 
by David A. Stewart and Mamoru Inouye. July 1969. cover title, [1] 
+20 p.il. 4° © Paper, $3.00. 

Upwash patterns on ablating and nonablating cones at hypersonic 
speeds [with list of references]; by John B. McDevitt and Jack A. 
Mellanthin. July 1969. cover title, [1]+32 p. il. 4¢ Paper, $3.00. 

NERVA control drum actuator irradiation test program [with list of 
references] ; by David J. Robinson, John T. Mayer, and Richard R. 
Wyer. July 1969. cover title, 1i+44 p. fl. 4° &Paper, $3.00. 
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D-5348. Mechanical properties of arc-melted tungstein-rhenium-hafnium-carbon 
alloys [with list of references] ; by William D. Klopp and Watler KR. 
Witzke. July 1969. cover title, ii+37 p. il. 4° Paper, $3.00. 

D-—5349. Friction and contact resistance during sliding in vacuum of some low- 
resistivity metals lubricated with sputtered molybdenum disulfide films 
{with list of references]; by John 8S. Przybyszewski and Talivaldis 
Spalvins. July 1969. cover title, ii+21 p. il. 4° &@Paper, $3.00. 

D-5350. Implementation and structure of COMPUTE, time-sharing calculator 
program [with list of references] ; by R. Bruce Canright, jr. and Paul 
Swigert. July 1969. cover title, ii+89 p. il. 4° @Paper, $3.00. 

D-5351. LEED study of adhesion of gold to copper and copper-aluminum alloys 
{with list of references]; by Donald H. Buckley. Aug. 1969. cover 
title, ii+18 p.il.4° © Paper, $3.00. 

D-5352. Nickel base alloy, WAZ-—20, with improved strength in 2000° to 2200° F 
range [with list of references]; by William J. Waters and John C. 
Freche. Aug. 1969. cover title, ii+22 p. il. 4° @Paper, $3.00. 

D-5353. Solar absorptances and spectral reflectances of 12 metals for tempera- 
tures ranging from 300 to 500 K [with list of references] ; by Ernie W. 
fpisz [and others]. Aug. 1969. cover title, ii+21 p. il. 4° Paper, 
$3.00. 

1D-5354. Tensile and cyclic fatigue properties of graphite filament-wound pressure 
vessels at ambient and cryogenic temperatures [with list of refer- 
ences]; by Morgan P. Hanson. July 1969. cover title, 1i+10 p. il. 4° 
* Paper, $3.00. 

D -5355. Dynamic strain aging in carbide strengthened molybdenum alloys [with 

list of references] ; by Peter L. Raffo. July 1969. cover title, ii+-17 p. 
il. 4° Paper, $3.00. 

D-5356. Use of energy thickness in prediction of throat heat transfer in rocket 
nozzles [with list of references] ; by Robert W. Graham and Donald R. 
Boldman. July 1969. cover title, ii+29 p. il. 4° # Paper, $3.00. 

D—-5359. Flight measurements of canard loads, canard buffeting, and elevon and 
—— hinge moments on XB-—70 aircraft including comparisons with 
predictions [with list of references]; by Jerald M. Jenkins [and 
others]. Aug. 1969. cover title, [1]+28 p. il. 4° # Paper, $3.00. 

D-5362. Effect of outdoor exposure at elevated temperature on fatigue life of 
Ti-SAl—1Mo-—1V titanium alloy and AM 350 stainless steel sheet [with 
list of references]; by Edward P. Phillips. July 1969. cover title, 
[1]+26 p.il. 4° % Paper, $3.00. 

D—5363. Analytical evaluation of denting of airplane surfaces by hail [with list 
of references] ; by Robert G. Thomson and Robert J. Hayduk, Aug. 
1969. cover title, [1]+34p.il.4° & Paper, $3.00. 

D-5365. Experimental flow properties in wake of 120° cone at Mach number 
2.20 [with list of references] ; by James F. Campbell and gosepaine 
Grow. July 1969. cover title, {1 j/+54 p. il. 4° & Paper, $3.00. 

D-5366. Effects of nickel on performance of N on P silicon solar cells {with list 
of references] ; by Cosmo R. Baraona. Aug. 1969. cover title, ii+17 p. 
il.4° © Paper. $3.00 

D—-5369. Design of experiments ‘at doubly telescoping sequences of blocks with 
application to nuclear reactor experiment [with list of references] ; 
by Arthur G, Holms and Steven M. Sidik. Aug. 1969. cover title, 
ii+39 p.il.4° & Paper, $3.00. 

D-5372. Stability of 2-fluid wheel flows with imposed uniform axial magnetic 
field [with list of references]: by Carl F. Monnin and John J. Rein- 
mann, Aug. 1969. cover title, ii+49 p. il. 4° & Paper, $3.00. 

D-—-5386. Experiments on steady-state characteristics of herringbone-grooved air 
lubricated journal bearings [with list of references]: by Robert FE. 
Cunningham, David P. Fleming, and William J. Anderson. Aug. 1969 
cover title, ii+26 p.il.4° & Paper, $3.00 


NASA technical report R (series). NAS 1.12: (nos. ) 
314. Analytic function models of noise and modulation [with list of references] : 
by John H. Painter, Someshwar C. Gupta and Jon W. Bayless. June 1969. 

cover title, ili+28 p.il.4° Paper, $3.00. 

317. Numerical analysis of use of perforated walls to control shock location 
and movement in internal-compression supersonic inlet [with list of 
references] ; by Clarence W. Matthews. July 1969. cover title, [1]+52 p. 
il.4° @ Paper, $3.00. 


NASA technical translation TT (series). NAS 1.13/2: F—(nos.) 

F-502. Physics of moon and planets [articles with lists of references]; I. K. 
Koval, editor. June 1969. cover title, v+[2]+112 p. il. 4° [Transla- 
tion of Fizika luny i planet, Naukova Dumka Press, Kiev, 1966.] 
® Paper, $3.00. 
L.C. card 72—602875 

F-518. Design of conical shells subjec ane, to antisymmetric loadings; by A. D. 
Kovalenko, Ya. M. Grigorenko, L. A. Il’in, and T. I. Polishchuk. June 
1969. cover title, iii+[2]+497 p. il. 4° [Translation of Raschet 
konicheskikh obolochek pri antisimmetrichnykh nagruzkakh, Naukovs 
Dumka Press, Kiev, 1966.] & Paper, $3.00 

F526. Critical regimes of supersonic jet aircraft stall and spin [with list of 
references] ; by M. G. Kotik. July 1969. cover title, xiil+206 p. il. 4° 
{Translation of Kriticheskiye rezhimy sverkhzv ‘ukovogo samoleta- 
svali-vaniye 1 shtopor, Mashinostroyeniye Press, Moscow, 1967.] 
® Paper, $3.00. 
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NASA technical translation TT (series )—Continued 

F539. Motion of artificial satellites in earth’s gravitational field [with list of 
references] ; by Yu. G. Yevtushenko ay others]. June 1969. cover title, 
vii+[(2]+304 p. il. 4° [Translation of Dvizheniye iskusstvennykh 
sputnikov v gravitatsionnom pole zemli, Computer Center, Academy 
of Sciences USSR, Moscow, 1967.] & Paper, $3.00. 
L.C. ecard 77—-603178 

F-549. Boundary layer and chemical reactions [with list of references] ; by B. V. 
Alekseyev. July 1969. cover title, vi+-[2]+117 p. il. 4° [Computer 
Center, Academy of Sciences USSR, Moscow, 1967.] ® Paper, $3.00. 

F578. Coordination of voluntary movements of man in a zero Be aE field 
(under weightlessness); by L. V. Chkaidze. July 1969. cover title, 
ili+[2]+2 ». il. 4° [Translation of Koordinatsiya proizvol’nykh 
dvizheniy cheloveka v nulevom gravitatsionnom pole (v nevesomosti), 
from Koordinatsiya proizvol’nykh dvizheniy cheloveka v usloviyakh 
kosmicheskogo poleta, 2d edition, Nauka Press, Moscow, 1966]. 
® Paper, $3.00. 

F-580. Problems of space biology: v. 8, Adaptation to hypoxia and resistance 

of organism [with lists of references] ; V. N. Chernigovskiy, editor. 
July 1969. cover title, vii+244 p. il. 4° [Translation of Problemy 
kosmicheskoy biolegii, v. 8, Adaptatsiya k gipoksii i ustoychivost 
organizna, Nauka Press, Moscow, 1968.] & Paper, $3.00. 

F-581. Solar activity, collection of articles, no. 3 [with lists of references] ; 
E. R. Mustel, BE. I. Mogilevskiy and I. A. Zhulin, editors. July 1969. 
cover title, v+[2]+1S82 p. il. 4° [Translation of Solnechnaya aktiv- 
ry Sbornik statey. no. 3, Nauka Press, Moscow, 1968.] ¢ Paper, 
$3.0 

590. cums of microwave radiation in atmosphere, transactions of Main 
Geophysical Observatory Im. A. I. Voyeykov. no. 222 [with lists of 
referecnes]; K. 8S. Shifrin, editor. July 1969. cover title, vii+185 
p. il. 4° [Translation of Perenos mikrovolnovogo izlucheniya v sf 
mosfere, Trudy Glavnaya Geofizicheskaya ge Im, 


wy 


A. 
Voyeykova, ween 222, Hydrometeorological Press, Leningrad, 1968. 4 


& Press, $3.( 
L.C, card 70. 603204 


NATIONAL ARCHIVES AND RECORDS SERVICE, General Services 
Administration, Washington, DC 20408 


National Archives microfilm publications: Pamphlet accompanying micro- 


copy. (National Archives.) GS 4.206: (nos.) 
353. Records of Department of State relating to internal affairs of Turkey, 

1910—1929; [prepared by Ralph B. Huss]. 1969. cover title, 25 p. 
614. Records of Department of State relating to political relations between 


Liberia and other States including we U ay States, 1919-29; [pre- 
pared by Frank S. Soriano]. [1969.] (1) +5 


673, 674. Records of Department of State relating to woittheal relations between 
United States and Central America, 1910-29; [prepared by Frank 8S. 
Soriano]. [1969.] 11i+13 p. 

722. Records of Department of State relating to internal affairs of Asia, 


1910- _ [prepared by Frank S. Soriano]. [1969.] cover title, [1] 


+13 
746. Ree sede. ‘of Department of State relating to internal affairs of Peru, 
1910-29; [prepared by Frank S. Soriano]. [1969.] cover title, 10 p. 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Gaithersburg, MD 20760 


Building science series. 

19. Study of variables involved in saturating of roofing felts [with list of refer- 
ences; by] Sidney H. Greenfeld. June 1969. ii+16 p. il. 4° (Building 
Research Division, Institute for Applied Technology.) [Work sponsored 
by Asphalt Roofing Manufacturers ssociation ‘een Asphalt Roofing 


Industry Bureau). * Paper, 30c. @ Item 241-A 
L.C. card 72-—603245 C 13.29/2:19 
Handbook. 


106. CODASYL COBOL journal of development 1968. guly ee. [345] p. 4° 
{Issued with perforations.] * Paper, $2.75. @ Item 2 
L.C, card 73-601243 C 13.11: 106 
Monograph. 


70. Microwave spectral tables: v. 3, polyatomic molecules with ™ --¥ rotation 
{with bibliography]; by Paul F. Wacker [and others]. June xi 
+265 p. 4° [This 5 volume NBS monograph presents a comprehensive 
comapiiation of microwave spectra ; all volumes are now available.} * Cloth, 
$4.25. @ Item 247-A 
L.C. card 63-62235 C 13.44: 70/v.3 
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SerreMBer 1969 


Technical notes. @ Item 249-A C 13.46: (nos. ) 
13159 873. Radio-frequency measurements in NBS Institute for Basic Standards ; edited 
y Robert S. Powers and Wilbert F. are. F one 1969, [115] p. il. 4° 

(Institute for Basic Standards.) * Paper, $1.0 
13160 486. Some problems in —e tread wear of Mey {with list of references ; 
by] S. Spinner and F. Barton, Aug. 1969. ii+25 p. il. 4° (Office of 
Vehicles Systems Baek Institute for Applied Technology.) * Paper, 


35c. 
Lc. ‘eard 75~-603243 


13161 503. Electrochemical Analysis Section, summary of activities, July 1968—June 
1969 [with list of references]; edited by Roger G. Bates. Aug. 1969. 
xii+87 p. il. 4° (Analytical Chemistry Division, Institute for Materials 


Research.) * Paper, $1.00. 
L.C. card 68—-60137 


NATIONAL CENTER FOR SOCIAL STATISTICS, Health 
Education, and Welfare Dept. 
Washington, DC 20201 


Notre.—The National Center for Social Statistics was established as part of 
Social and Rehabilitation Service to provide staff coordination, direction, and ad- 

vice for all statistical activities and programs for SRS. 
13162 Medical assistance financed under public assistance titles of Social security 
act. Nov. 1968. 6+[28] p. 4° (NCSS report B-1 (11/68).) [Issued with 
perforations.] f FS 17.602: M 46/968 


NATIONAL COLLECTION OF FINE ARTS, Smithsonian 
Institution, Washington, DC 20560 


13163 National Collection of Fine Arts, National Portrait Gallery, museums of 
Smithsonian Institution [with list of references]. [1969.] cover title, 
16 p. il. * Paper, 25c. @ Item 916 SI 6.2: N 21/2/969 


NATIONAL COUNCIL ON MARINE RESOURCES AND ENGINEERING 
DEVELOPMENT, Executive Office of the President, Executive Office 
Building, Washington, DC 20500 


CMREF pamphlets. (Committee on Marine Research, Education, and 
Facilities. ) Pr Ex 12.9: (nos. ) 
13164 34. Comsnenneatts ship operating schedules, Feb.—Oct. 1969. Feb. 1969. cover 
title, ix+92 P map, 4° + Committee on Marine Research Education and 
A eet Bu ding” i59E, Room 476, Washington Navy Yard, Washington, 
Cc 2 

13165 35. Oceanographic ship operating schedules. July—Dec. 1969. June 1969. cover title 
viii+96 p. map, 4° +Committee on Marine Research, Education and 
Facilities, Building 159E, Room 476, Washington Navy Yard, Washington, 

0 


203 


NATIONAL HIGHWAY SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


13166 Maximum safe speed for motor vehicles, NHSB staff report [with bibliog- 
raphy]. Jan. 31, 1969. vii+81 p. 4° (Office of Research and Program 
Synthesis.) * Paper, $1.00. @ Item 982-D-1 TD 2.202: Sp3 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


13167 Allied health professions personnel training act of 1966, as amended, report 
to the President and Congress. [1969.] xii+94 p. il. 4" (Bureau of 
Health Professions Education and Manpower Training, Division of 
Allied Health Manpower.) * Paper, $1.00. @ Item 507 
FS 2.22: Al 5/2/969 
13168 Biohazard control and containment in oncogenic virus research [with list 
of references]; edited by Alfred Hellman. [1969.] [4]+31 p. 4° [Pre- 
pared in part by Biohazards Department, Pitman-Moore Division, Dow 
Chemical Company under contract PH-43—-65-1045 for Biohazards Con- 
trol and Containment Segment, Special Virus Cancer Program, National 
Cancer Institute.] * Paper, 50c. @ Item 507 FS 2.22: On1 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
@Sent to Depository Libraries Page 89 








GOVERNMENT PUBLICATIONS 


13169 Catalog of tissue typing antisera; edited by Roger V. Ohanesian [and 
other]. 1969. [2]+xiii+369 p. 4° (Transplantation Immunology 
Branch, Collaborative Research, National Institute of Allergy and In- 
fectious Diseases.) [Issued with perforations.] { @ Item 507 
L.C. card 72-603052 FS 2.22: T 52 

13170 Diabetes literature index [by authors and by keywords in title; editors 
Arnold Lazarow and others]. 1968 index issue. [1969.] cover title, [4]+ 
942 p. 4° (National Institute of Arthritis and Metabolic Diseases.) 
[Pages 579 and 580 omitted due to error in computing numbering. Is- 
sued in cooperation with American Diabetes Association Publications 
Committee. Prepared cooperatively by University of Minnesota, Case 
Western Reserve University, and University of Rochester, pursuant to 
contract PH 43-67-663.] * Paper, $6.25. @ Item 507-A-15 

FS 2.22/53-2 : 968 

13171 A full measure of life, support of aging research by National Institute of 
Child Health and Human Development. [June 1969.] cover title, 16 p. 
il + @ Item 507 FS 2.22: L 62/5 

13172 Model Reporting Area for Blindness, proceedings of 1968 conference, May 
23-24, 1968, Bethesda, Md. [papers, with bibliographies]. [1969.] viii+- 
77 p. (National Institute of Neurological Diseases and Blindness, 
Bethesda, Md.) + @ Item 507-Y 
L.C. card 63—60396 F'S 2.22/37 : 968 

13173 NIH, public advisory groups: Authority, structure, functions. Apr. 1, 1969. 
xii+241 p. (Committee Management Staff.) + @ Item 507-N 
L.C. card 73-602922 FS 2.22/22-2 : 969 

13174 Nursing care of patients with cystinosis, Nursing Clinical Conference pre- 
sented by Nursing Department of Clinical Center, National Institutes of 
Health [with list of references]. [July 1969.] [2]+24 p. il. 7 @ Item 
5 FS 2.22: C99 

13175 Opportunities for participation in artificial kidney-chronic uremia research 
and development program [of National Institute of Arthritis and 
Metabolic Diseases]. Sept. 1969. [3] leaves+33 p. 4° (National Institute 
of Arthritis and Metabolic Diseases.) + @ Item 507 

FS 2.22: Ar 7/3/969 

13176 Status of research in developmental anatomy, 1968, report by Anatomical 
Sciences Training Committee of National Institute of General Medical 
Sciences. [1969.] [1]+-vi+62 p.4° + @ Item 507 
L.C. card 73-603169 FS 2.22: An 1/968 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


13177 Decisions and orders of National Labor Relations Board, v. 163, Feb. 16— 
Apr. 14, 1967. 1969. xiii+1077 p. 4° * Buckram, $9.50. @ Item 826 
L.C. card 37-26136 LR 1.8: 163 


13178 Digest of decisions of National Labor Relations Board, annual supplement, 
July 1, 1967-June 30, 1968; [by Board’s Legal Research and Special 
Projects Branch]. [1969.] iv-+61+1101 p. * Paper, $4.75. @ Item 826 
L.C. card 46-27613 LR 1.8/3 : 967-68 


NATIONAL LIBRARY OF MEDICINE, Health, Education, and 
Welfare Dept., Bethesda, MD 20014 


9 Film reference guide for medicine and allied sciences, 1969 supplement, 
Federal Advisory Council on Medical Training Aids FACMTA. [1969.] 
xiv+74 p. 4° (National Medical Audiovisual Center, Atlanta, Ga. ; 
{Air Force, AFP 160-15-1; Army, DA pamphlet 108-2; Navy, NAV 
MED P5042 1969; Public Health Service, PHS 487, sup. 1969; Veterans 
Administration, VA catalog 7]). [Supplements above numbered issues 
dated 1968. Erratum on p. 2 of cover.] * Paper, 75c. @ Item 508-H 
L.C. ecard 56-60040 FS 2.211 : 968/supp.969 
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13180 International bibliography of medicolegal serials, 1786-1967; by Jaroslav 
Nemec. 1969, vii+110 p. 4° (Reference Services Division.) * Paper, 
$1.25. @ Item 508—F 
L.C. card T7-603056 E'S 2.209 : M 46/736—-067 


NATIONAL MUSEUM, Smithsonian Institution 
Washington, DC 20560 


Bulletins. @ Item 919 SI 3.3 : (nos. ) 

13181 291. Systematics and zoogeography of worldwide bathypelagic squid Bathy- 
teuthis (Cephalopoda : Oegopsida) [with list of re ferences ; by] Clyde F, E. 
ee 1969. v+210 p. il. 12 p. of plates. * Paper, $1.50. 
L.C. card 70—602877 

13182 295. Revision of recent Bairdiidae Comeem) (with list of references cited ; by] 
Rosalie Maddocks. 1969. [iv] +126 p. il. 2 pl. * Paper, $1.00. 
L.C. ecard 72—603087 


NATIONAL PARK SERVICE, re Dept. 
Washington, DC 2024 


13183 Castle Garden at an immigrant depot, 1855-90 [with bibliography]; by 
George J. Svejda. Dec. 2, 1968. [1]+iv+167 p. il. 4° (Division of 
History, Office of Archeology and Historic Preservation. ) t 
L.C. card 70-603141 I 29.2: C 27/2/855-90 


13184 Dependencies (outbuildings) of Dudley Digges House in Yorktown, Va., 
Colonial National Historical Park; by Charles E. Hatch, jr. Apr. 1969. 
[1]+v-+47 leaves il. 4° (Division of History, Office of Archeology and 
Historic Preservation.) ft 


L.C. ecard 72-603202 I 29.2: D 86 
13185 Devils Postpile National Monument, Calif. [1969.] [8] p. il. narrow 24° 
+ @ Item 650 I 29.21: D 49/7/969 


13186 Ferryboat Ellis Island, transport to hope, Statue of Liberty National Monu- 
ment [with bibliography]; by Edwin C. Bearss. Apr. 30, 1969. [3]+ iii 
+193 leaves il. 17 pl. 4° (Division of History, Office of Archeology and 
Historic Preservation.) tf 
L.C. ecard 76-603132 I 29.2: E15 


13187 General background study and historical base map, Assateague Island Na- 
tional Seashore, Md.—-Va. [with bibliography]; by Edwin C. Bearss. 
Dec. 18, 1968. [15]+iv+139 leaves il. 13 pl. 4° (Division of History, 
Office of Archeology and Historic Preservation.) t 
L.C. card 79-603201 I 29.2: As7 


8188 Historic resources management plan, Zig Bend National Park [with list of 
references]; by William E. Browh and Roland H. Wauer. Dec. 1968. 
[3]+65 leaves il. 4° (Division of History, Office of Archeology and 
Historic Preservation.) tf 


-_ 


L.C. card 75-603200 I 29.2: B 48 
13189 Master plan [for] Chalmette National Historical Park, La. 1969. 57 p. il. 

4° 

L.C. card 74-603137 I 29.3/2: C 35 
13190 Master plan, Guilford Courthouse National Military Park, N.C. 1969. 69 

p.il.4° ft 

L.C. ecard 71-6038139 I 29.9/2 : G 94/969 
13191 Master plan, Moores Creek National Military Park, N.C. [1969.] [4]+22 

p.il.4° ¢£ 

L.C. card 78-603138 I 29.9/2: M 78 
13192 Master plan, proposed Guam National Seashore, Guam. [1968.] [4]+39 

p.il4° ¢t 

L.C. card 70—603152 I 29.9/2: G 93 
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13193 Master plan, proposed Potomac National River, Md., Va., W. Va. [1969.] 
[4] -+-70 p. il. 3 maps in pocket, 4° 
L.C. card 76—-603029 I 29.9/2: P 84 
13194 Master plan, proposed War in Pacific National Historical Park, Guam. 
[1967.] 45 p.il.4° f 
L.C. card 74-608153 I 29.9/2: W 19 
13195 National Park Service Kansas Governor’s book, 1969, report to Governor 
Robert B. Docking; [prepared by Midwest Regional Office, National 
Park Service, Omaha, Nebr.]. [1969.] 28 p. il. 4° }~ 129.75: K 13/969 
13196 National Park Service Wyoming Governor’s book, 1969, report to Governor 
Stanley K. Hathaway; [prepared by Midwest Regional Office, National 
Park Service, Omaha, Nebr.]. [1969.] 28 p. il. 4° ¢ 129.75: W 99/969 
13197 National parks, national forests, their purposes and management. [Revised 
1969.] [6] p. il. narrow 8° [Prepared in cooperation with Forest Service, 


Agriculture Dept.] * Paper, 10c. @ Item 648 I 29.2: N 21/6/969 
13198 Redwood National Park, Calif. [1969.] [2] p. il. oblong large 8°, folded into 
narrow 24° size. + @ Item 651 I 29.6: R 24/969 


13199 United States independent treasury system, Federal Hall, N.H.S., New 
York; by John D. R. Platt. Dee. 30, 1968. [2]+ii+79 leaves il. 4° 
(Division of History, Office of Archeology and Historic Preserva- 
tion.) ft 
L.C. card 76—608159 I 29.2: In2 

Visitor services training series. 
13200 Yours to preserve [on-the-job guidelines for park conservation ; by Albert Mauncy 
and others]. [1969.] 12 p. il. narrow 8° * Paper, 25c. @ Item 648—-A 
I 29.9/3—2 : P 92 

13201 Whiskeytown Shasta-Trinity National Recreation Area, Calif. 1967. [2] 
p. il. f° folded into narrow 8° size. [Map on verso. Issued in color.] 7 

I 29.39: W 57/2/967 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


[National Science Board] NSB (series). 
13202 69-3. Knowledge into action, improving Nation’s use of social sciences, report of 
Special Commission on Social Sciences of National Science Board. 1969. 
xxXiv+95 p. * Paper, 75c. @ Item 834-2 
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Htle Iredale, III]. June 1968. vii +50-+ [4] p. il. 4° [Project 202. Text on 
F . 2 of cover. ] 
, 4C. card 70—-603179 
Sept 13269 215. Satellites capable of oceanographic data acquisition, review [with selected 
AR. bibliography ; by E. LaViolette and Sandra E. Sein. May 1969. cover 
: title, vii+81+[4] p. il. 4° ([{Oceanographiec Analysis Division, Marine 
ico: Sciences Department.]) [Brrata, 1 p. 4° was issued also. Text on p. 2 of 
over cover. ] 
L.C, card 70-602916 
and 
- 4 NAVAL OPERATIONS OFFICE, Defense Dept. 
blio- Washington, DC 20390 
over 
e 13270 1969 shipbuilding and conversion programs. [1969.] cover title, [40] p. il. 
T2] oblong 8° [Text and other illustrations on p. 2 and 3 of cover.] 7 
@ Item 400-A 
pogo L.C. card 6383-61535 D 207.13 : 969 
yy; 
, 4 
NAVAL PERSONNEL BUREAU, Defense Dept. 
(by Washington, DC 20390 
uth 13271 List of training manuals and correspondence courses. May 1969. [2]+iii+ 
ti}. 50 p. 4° (NAVPERS 10061-AC.) [Revised semiannually.] t @ Item 
21) < 
= 401-A D 208.15 : T 68/969 


#For Sale by Clearinghouse, U.S. pastes of 
Commerce, Springfield, Va. 2215 
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13272 Shipboard electronic equipments; [prepared by Training Publications Di- 
vision, Naval Personnel Program Support Activity]. [1969.] cover title, 
iii+227 p. il. 4" (NAVPERS 10794-C.) { @ Item 404 


D 208.11/2 : El 2/3/969 


NAVAL RESEARCH OFFICE, Defense Dept. 
Washington, DC 20390 


NRL reports. (Naval Research Laboratory.) D 210.8 : (nos.) 


13273 


13276 


13277 


13279 


13280 


13281 


13282 


13286 


13288 


Page 96 


6664. 


NELIAC-N, the NAREC version of NELIAC programming language; by 
John W. Kallander. June 6, 1968. cover title, iv-+82-+-[4] p. 4° ([NRL 
— B02-03, project RR 003-09-41-5101.]) #Paper, $3.00 (AD 

315). 


70. Demineralized water system for NRL cyclotron [with list “ ew. 


6682. 


6698. 


6710. 


6766. 


6771. 


6800. 


6816. 


6820. 


6855. 


6859. 


6861. 





by] R. O. Bondelid. Apr. 4, 1968. cover title, 1i+14+ Lp: il. 4° 
(Cyclotron report 3: [NRL problem H01-—23, RR-002- $3! 41-—5008]) 
Paper, $3.00 (AD 689734). 


. Tables of associated Legendre functions of first and second kind of very 


large degree with arguments near unity [with list of references; by] 
S. Hanish [and others]. June 30, 1969. cover title, vii+52 p. 4° ([NRL 
problem S01-28, project RR 102-08—41—5226.]) Paper, $3.00 (AD 
690866). 

Some investigations of sound- Loca thoring layers near Key West, Fla. [with 
list of references ; by] D. ilson, L. C. Ricalzone, and R. C. Beckett. 
June 5, 1968. cover title, fy 20014 ] p. il. 4° ({LNRL problem S01-—26, 
SR 104—03-—01-8136.]) ¢ Paper, $3.00 (AD 689735). 

Subcritical flaw growth in 9Ni—4C0—O, 25C steel, fatigue and fractographic 
investigation and its relationship to plane strain fracture toughness [with 
list of references; by] T. W. Crooker [and others]. May 1, 1968. cover 
title ii+22+ [4] p.il.4° ([{NRL problems M01-18 and F01-—17, projects 
RR 007-46—-5420 and S—4607-11894.]) Paper, $3.00 (AD 689736). 

FORTRAN programs for 1st order calculation of properties of beam trans- 
port systems [with list of references; by] Philip Shapiro, June 20, 1968. 
cover title, ii+60+-[4] p. il. 4° (Cyclotron report no. 4: ta problem 
H01-—23, RR 002—06-—41-—5008].) % Paper, $3.00 (AD 689737). 

Attenuation of microwave radiation for paths through atmosphere ye 
list of references ; by] R. A. LeFande. Nov. 29, 1968. cover title, ii-+-30 
il.4° ({NRL seeblene RO1-—34 and R01-36, projects RF 14—222-41— 4303 
XF 019-0204-11648.]) % Paper, $3.00 (AD 686664). 

Nitrogen laser power density and some design considerations [with list of 
references; by] A. W. Ali and Nancy V. Alberico. Oct. 15, 1968. cover 
title, ii+12 p. il. 4° ([{NRL problem K03—O08A, project ARPA order 660, 
A 4; NRL contract N0014—66—C0043.]) & Paper, $3.00 (AD 679569). 


. Experimental examination by means of pulses, of circumferential waves on 


aluminum cylinders in water [with list of references; A Werner G. 
Neubauer. Nov. 15, 1968. cover title, ii+68 ¥° il. 4° ({NRIL problem 
81801-—04, project RF 05-511-401-5252.]) aper, $3.00 (AD 680603). 


. CO, pulse technique for determining Ry gas life of charcoal beds: 


F¢ 1, Bench-scale studies [with list of references; by] A. Stamulis and 

K. Thompson. Dec. 31, 1968. cover title, ii+26 p. il. 4° ([NRL prob- 
lem ‘COs—22, project S 4801X3-11750. ]) # Paper, $3.00 (AD 684070). 

NRL SOLRAD 4 satellite, Solar Explorer B, 1968-17A [with list of ref- 
erences ; by] R. W. Kreplin and D, M. Horan. Mar. 24, 1969. cover title, 
ii+48 p. iL ra ([NRL problem A01-20, project A37538/6521/F019- 
02-02.]) % Paper, $3.00 (AD 686019). 

Vapor-phase oxidation of hydrocarbons: pt. 2. Effect of oxygen concen- 
tration on “3 5a 07- combustion and ionization [with list of 
references ; by] F. J. Woods, M. BE. Umstead, and J. * Johnson. Feb. 7, 
1969. cover title, ii+14 p. il. 4° ({NRL problem C 01-03, preject RR 
001—06—41-5850.]) Paper, $3.00 (AD 684072). 

Theoretical and experimental study of AC losses of aan field superconductor 
and implications for power applications [with list of works cited ; wie 
Donald J. Hanrahan, Feb. 26, 1969. cover title, viii+ 60 p. il. 4° ({N 
prentem [E01-01, project RR 010—-04—41-5950 (RN) and SR ob Ata 
01-0800.]) & Paper, $3.00 (AD 685233). 

Pata destructive testing of pressure vessels; [by] J. J. Gennari and 
BE. C. Caul. Apr. 3, 1969. cover title, ii+12 p. il. 4° ([NRL problem 
G01-03, project RF 101-03-46-5254; NRL problem G05—02, project 
SF 199-03-01-1463.]) # Paper, $3.00 (AD 686660). 

Positive plate of lead-acid cell, critical review of recent literature [with 
list of references ; by] Jeanne Burbank. Feb. 18, 1969. cover title, ii+ 24 p. 
il. 4° ({NRL problem CO5-14, project RR 010- 01—43-4755.]) & Paper, 
$3.00 (AD 684765). 

Ionosphere propagation delay measurement techniques using dual phase 
coherent droppler frequencies and thin shell model [with list of refer- 
ences ; by) G. Paul Landis and Louis D. Breetz. Apr. 8, 1969. cover title, 
1i+22 , . il. 4e ({NRL problem R04—16, project A37—538-002/652-1/ 
F019-01- -01.]) Paper, $3.00 (AD 686650). 


*For Sale by Superintendent of Documents 
tDistribution Made by Issuing Office 
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6864. 


6865. 


6870. 


6873. 


6874. 


6883. 


6884. 


6894. 


6896. 


6898. 


6900. 


6903. 


6910. 


6917. 





SepreMBer 1969 


Analysis of forces and bending moments peneretes during the NRL dynamic 
tear test [with list of references; by] G. E. Nash. Jan. 969. cover 
title, iv+68 p. il. 4° ({NRL problem M 01- 25, project RR 007-01-46- 
5432.]) © Paper, $3.00 (AD 684766). 

Evolution of artificial ionospheric plasma cloud as studied by HF and 
VHF radar [with list of references; by] J. R. Davis and 8. R. Curley. 
Apr. 3, 1969. cover title, ii+18 p. il, 4° ({NRL problem R02-23, 
USAF MIPR FD2310-7-0016.]) Paper, $3.00 (AD 688412). 

Corrosion-fatigue crack propagation studies of aw new eae 
structural steels [with list of references; by] T. W. Crooker and E. 
Lange. Apr. 3, te cover title, 1i+16 p. il. 4° ({NRL piovies moi. 
25, projects SF 51-—541—003-—12383 and Ri 007-01- ve 5432 ® Paper, 
$3.00. (AD 6870 77), 

Characterization of fracture toughness of 5Ni-Cr-Mo-V steel by Charpy 
V-notch and os tear tes¢s [with list of references; by] R. W. 
Judy, jr., P. P. Puzak, and BE. A. Lange. Apr. 1, 1969. cover title, ii+ 
14 p. il. 4° ({NRL problem M01-25, project SF 51-541—001-12380 and 
RR 007-—01-46—5432.]) + Paper, $3.00 (AD 687075). 

Corrosion products of iron and their —s. to corrosion in steam-gener- 
ating equipment [with list of references; by] M. C. Bloom and Somers 
H. Smith, jr. Apr. 1, 1969. cover title, ii+i4 p. il. 4° ({NRL problem 
M04—01, project SF 51-542-601, task 12430.]) Paper, $3.00 (AD 
686651). 

Short report of unclassified effort at Naval Research Laboratory; [by] 
Robert E. Seebold. Apr. 2, 1969. cover title, iii+22 p. 4° & Paper, 
$3.00 (AD 686645). 

Using solar X-rays as indicators of solar-flare activity ; ; [by] D .M. Horan 
{and others]. Mar. 27, 1969. cover title, 1i+22 p. il. 4e ({NRL ss 
A01-—20.301, project A37538/652/69F015 551701. ]) @Paper, $3.00 
(AD 686662). 


. Vertical distribution of water vapor over Hd. Mast D.C., during 1966 


and 1967 [with list of references; by i. J. Mastenbrook and D. R. 
Purdy. May 27, 1969. cover title, if+ 98 p. il. 4° ({[NRL problem A03- 
09, project A37540/652/69-R004—02- M1. ]) @Paper, $3.00 (AD 
689108) 

Static configuration of tri-moored, subsurface, buoy-cable array acted on 
by current-induced forces [with list of references; by] R. A. Skop and 
R. E. Kaplan. May 14, 1969. cover title, ii+50 p. il. 4° ([{NRL prob- 
lem FO2-24, project RR-—009—03-45-5807.]) @Paper, $3.00 (AD 
688414). 

Continuously visible satellite constellations; [by] R. L. Easton and R. 
Brescia. Apr. 30, 1969. cover title. i+10 p. il. 4° ([NRL problem R04— 
16, project A37538/652/69F48232751.]) & Paper, $3.00 (AD 688415). 

Median detector for noncoherent distributions [with list of references ; by] 

V. Trunk. May 9, 1969. cover title, 1i+18 p. il. 4° ([NRL problem 
RO2- 54, project RF 05-151-402-4010.]) Paper, $3. oo (AD 688416). 

Integration of metallurgical and fracture mechanics concepts of transition 
temperature factors relating to fracture-safe design for structural steels 
{with bibliographies; by] W. S. Pellini and F. J. Loss. Apr. 22, 1969. 
iii+70 p. il. 4° ({NRL problems M01-—25 and M0O1-14, projects RR 
007—01-46-5432, RR 007—11-41—-5409.]) %& Paper, $3.00 (AD 688413). 


. Adsorption of carbon-14-labeled stearic acid on soda-lime glass [with list 


of references]; by R. L, Patterson, jr.. and L. B, Lockhart, jr. May =e. 
1969. cover title, ii+14 p. il. 4° ([NRL problems C06—06 and M04-0 
project RR 001—05-41-4851 and ARPA order 878.]) # Paper, $3. 06 
(AD 689109). 

Fracture mechanics as related to Neuber ri concentration factor ona 
plastic particle [with list of re Seanates 3 by] J. A. Kies and H. L. Smith 
June 30, 1969. cover title, 1+10 p. il, "40 ({NRL problem F01-03, RR 
009—03-45-5450.]) & Paper, $3. 00. (AD 690867). 

Lanthanum fluoride electrode response in water and in 1M sodium chloride 
{with list of references; by] Theodore B. Warner. June 12, 1969. cover 
title, 8 p. il. 4¢ ([NRL problem G02—03, RR 194—03-41-5052.]) [Text 
on p. 2 of cover.] & Paper, $3.00 (AD 690146). 

Solar X-ray emission during flight of Apollo 8, Dec. 21-27, 1968 [by] 
D. M. Horan, A. T. McClinton, jr., and R. W. Kreplin. June 13, 1969. 
cover title, ii+20 p. il. 4° ({[NRL problem A01-02, A37538/652/ 
69F01551701.}) & Paper, $3.00 (AD 6897739). 


Training device guide. Revised Jan. 10, 1969. [1969.] cover title, [1151] p. il. 


4° 


(NAVTRADEV P-530-2; Naval Training Device Center, Orlando, 


Fla.) [Supersedes NAVSO P-530-2.] ¢ D 210.14/2: T 68/969 


NAVAL SHIP SYSTEMS COMMAND, Defense Dept. 
Washington, DC 20350 


Navy Electronics Laboratory Report. 


69-1. 


Directional reflectance of atmospheric paths of sight [with list of yee. 


ences]; by Seibert Q. we ey. May 1969. hia hie koe, ’ 
(Contract Nobs—90337; U.S. Air Force Task T-76104, Air Force , 
bridge Research Laboratory. ) t D 211.11: 69-1 


#For Sale by Clearinghouse, U.S. Department of 
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GOVERNMENT PUBLICATIONS 


NAVAL WEATHER SERVICE COMMAND, Defense Dept. 
Washington, DC 20390 


Nore.—Under the command of the Chief of Naval Operations, the Commander, 

Naval Weather Service Command insures the fulfillment of Department of the Navy 
meteorological requirements and Department of Defense requirements for oceano- 
graphic analyses/forecasts, and provides technical guidance in meteorological 
matters throughout the naval service. 

Project Stormfury, annual report, 1968. Miami, Fla., May 1969. [68] p. il. 4° 
[Issued jointly by Naval Weather Service Command and Environmental 
Science Services Administration, Commerce Dept.] tf 
L.C. card 79-603165 D 220.9 : 968 


PACIFIC NORTHWEST RIVER BASINS COMMISSION 
1 Columbia River, Vancouver, WA 98660 


Note.—tThe Pacific Northwest River Basins Commission was established March 6, 

1967, under terms of Public law 89—80, approved July 22, 1965. 

River mile index: Coastal tributaries, Pacific Coast basin, Oregon. June 
1968. cover title, [6]-+-84 leaves, il. 3 pl. 4° (Hydrology and Hydraulics 
Committee.) f Y3.P 11/4:10P 11 


—— Coastal tributaries, Pacific Coast basin, Washington. July 1969. cover 
title, [4]+-56 leaves, 1 pl. 4° (Hydrology and Hydraulics Committee.) 
t Y¥3.P 11/4:10P11/2 


—— Moses Coulee, Crab and Foster Creeks, Okanogan (Okanagan), San- 
poil, Colville & Kettle Rivers, Columbia River Basin, British Columbia, 
Washington. Aug. 1968. cover title, [3]+68 leaves, 1 pl. 4° (Hydrology 
and Hydraulics Committee.) f Y 3.P 11/4: 10M 85 


PATENT OFFICE, Commerce Dept. 
Washington, DC 20231 


Classification definitions. (Office of Examining and Documentation Con- 
trol.) [Issued with perforations. } 
class 166. W — Pevupen 5. Jan. 1969. [2] +3+68 p. 4° [Oss inal classification 
. Berlowitz, 1954.] ¢ Paper, 75c. ©@ Ite O58 
class 415. maen “kinetic fluid motors or umps. Oct. 1968. {2]+3+37 p. 4° 
{Original classification, I. J. Gorman and others, 1969.] + Paper, 
25c. @ Item 252 
class 416. Fluid reaction surfaces (i.e. Impellers). Oct. 1969. [35] p.4° [Original 
as I. J. Gorman and others, 1969.] + Paper, 25c. @ Item 


Index of patents issued from Patent Office, 1968: pt. 1, List of patentees. 
1969. 1406 p. large 8° * Cloth, $11.50. @ Item 255 
L.C. card 30—-26211 C 21.5/2 : 968/pt.1 


Index of trademarks, issued from Patent Office, 1968. 1969. 323 p. large 8° 
* Cloth, $4.25. @ Item 256 
L.C. card 30-26199 C 21.5/3 : 968 


Manual of classification [replacement pages] ; July 1969. [1969.] [96] p. 4° 
{Includes list of replacement pages. Issued in looseleaf form.] * Paper, 
$11.00 (including basic manual and supplementary material for an in- 
definite period) ; $3.00 additional for foreign mailing. @ Item 25 

C 21.12: 967/rev.pages—8 


Preservation of incentive system, address by William E. Schuyler, jr., Com- 
missioner of Patents, for delivery before Patent, Trademark and Copy- 
right Section, American Bar Association, Dallas, Tex., Aug. 11, 1969. 
[1969.] 7p. 4° + © 21.20: Sch 8 


POST OFFICE DEPARTMENT 
Washington, DC 20260 


Facilities handbook, series S 
14. Vehicle maintenance at non-personne!l offices. [1969.] [130] p. il.4° [Includes 
transmittal letter 18. Issued in looseleaf form.] tt ©@ Item 
P 1.31/3: 14/3 


*For Sale by Superintendent of Documents 
*Distribution Made by Issuing Office 
98 tOfficial Use. Not Available 
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SEPTEMBER 1969 


How to order printed stamped envelopes. June 1969. [6] p. il. narrow 8 
(POD notice 18.) + @ Item 837 P12: En8/3 


[Public information] PI-—(series). 
31. ver ¢ service postal units, for those wee like to play Post One, Aug. 1969. 
4p.il. oblong12° ¢ @ Item 837-B 36/2: 31 


PRESIDENT OF UNITED STATES 
Washington, DC 20501 


Firearms and violence in American life, staff report submitted to National 
Commission on Causes and Prevention of Violence; [prepared by] 
George D. Newton, jr., Franklin BE. Zimring. [1969.] xxiii+268 p. il. 
({Staff report 7; Task Force on Firearms.]) * Paper, $1.25. @ Item 
851-J 
L.C. card 70-601932 Pr 36.8: V181/F 51 

Justice in time of crisis, staff report to District of Columbia Committee on 
Administration of Justice Under Emergency Conditions [with selected 
bibliography ; prepared by] William A. Dobrovir. [Apr. 1969.] xxviii 
+180 p. ({Emergency Justice Project Task Force.]) * Paper $1.00. 
@ Item 851-J 
L.C. card 72~-602414 Pr 36.8: V 81/J 98 

Pennsylvania Avenue, report of President’s Temporary Commission on 
Pennsylvania Avenue. [1969.] [3]+69 p. il. oblong large 8° * Cloth, 
$4.50. @ Item 851-J 
L.C. card T7-602958 Pr 36.8: P 38/P 38 

Politics of protest, violent aspects of protest & confrontation, staff report to 
National Commission on Causes and Prevention of Violence [with bib- 
liographies] ; prepared by Jerome Skolnick. [1969.] cover title, iii-xxvi 
+276 p. il. (Staff report 3; Hogg ‘er on Demonstrations, Protests, 
and Group Violence].) * Paper, $1.2 @ Item 851-J 
L.C. card 72-601930 Pr 36.8: V 81/P 94 


Rights in concord, response to counter-inaugural protest activities in Wash- 
ington, D.C., Jan. 18-20, 1969, special staff study submitted by Task Force 
on Law and Law Enforcement to National Commission on Causes and 
Prevention of Violence. [1969.] xvi+[2]+120+A-5 p. il. ([Staff report 
4.]) * Paper, $1.00. @ Item 851-—J 
L.C. card 77-602828 Pr 36.8: V 81/R 44 

Shoot-out in Cleveland, black militants and police [July 23, 1968], report 
to National Commission on Causes and Prevention of Violence [with lists 
of references]; by Louis H. Masotti and Jerome R. Corsi. May 1969. 
xvi+100 p. il. 1 pl. ({(Staff report 5.]) * Paper, 75c. @ Item 851-J 
L.C. card 72-602071 Pr 36.8: V 81/C 59 


Shut it down! college in crisis, San Francisco State College, Oct. 1968— 
Apr. 1969, report to National Commission on Causes and Prevention of 
Violence [with lists of references] ; by William H. Orrick, jr. June 1969. 
xiii+172 p. il. ([{Staff report 6; San Francisco State College Study 
Team.]) * Paper, $1.00. @ Item 851-J 
L.C. card 76-602072 Pr 36.8: V 81/Sa 5f 

Violence in America, historical and comparative perspectives [staff] re- 
ports to National Commission on Causes and Prevention of Violence 
| with lists of references] ; by Hugh Davis Graham and Ted Robert Gurr. 
[June 1969.] [Task Force on Historical and Comparative Perspectives 
on Violence in America.]) @ Item 851-—J 
L.C. card 76-601931 Pr 08.8: V 81/H 62/v. (nos. ) 
v. 1. lii-xxii+ 301 p. il. ({Staffreport1.]) * Paper, $1.2 
v. 2. 1ii-xxiv + 303-644 p. il. ({Staff report 2.]) * baser, $1. 50 

White House Fellows. [1969.] cover title, vi+22 p. il. oblong 8° ({[Presi- 
dent’s Commission on White House Fellows.]) + Director, Commission 
on White House Fellows, The White House, Washington, DC 20500 
@ Item 851-J Pr 36.8: W 58/F 33/969-70 


#For Sale by Clearinghouse, U.S. Department of 
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13330 Working Committee on Utilities, report te Vice President and to President’s 
Council on Recreation and Natural Beauty, Dec. 27, 1968 [with selected 
reference list on electric utility industry and environment]. [1968.] 
[3]+iii+126+ [24] p. il. 4° + Federal Power Commission, Washington, 
DC 20426 
L.C. card 78-603040 Pr 36.8: R 24/Ut 3 


PRISONS BUREAU, Justice Dept. 
Washington, DC 20537 


13331 Residential center, corrections in the community [with selected bibliog- 
raphy]. [1969.] cover title, [3]+-iii+26 p. tf 316.2: R31 


PUBLIC DOCUMENTS DIVISION, Government Printing Office 
Washington, DC 20402 


Price list PL (series). 
13332 36. Government periodicals and subscription services ; Aug. 1969. 135th edition. 
{1969.] [2]+41p.il. t @ Item 554 
L.C. card 26—-26170 GP 3.9 : 36/135 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 
Washington, DC 20201 


13333 Activities of Kidney Disease Control Program. [Feb. 5, 1968.] (Health 
Services and Mental Health Administration, National Center for Chronic 
Disease Control, Kidney Disease Control Program.) t FS2.2:K54/9 


13334 Community Health Service, publications catalog. 1969 edition. [Mar. 1969.] 
v+62 p. ({Publication 1907]; Community Health Service, Health Serv- 
ices and Mental Health Administration.) * Paper, 35c. @ Item 481-A 
L.C. card 74-6038082 FS 2.24: C 73/2 


13335 Conversion of organic solid wastes into yeast, an economic evaluation [with 
list of references]; prepared by Floyd H. Meller, Research Division, 
IONICS, INCORPORATED under ocntract PH 86—67-204. 1969. [9] +173 
p. il. 4° ([{Publication 1909; Consumer Protection and Environmental 
Health Service, Environmental Control Administration, Bureau of Solid 
Waste Management, Rockville, Md.]) * Paper, $1.75. @ Item 485 
L.C. card 73-603142 FS 2.2: Y3 


13336 Dangers of flammable clothing. 1968, reprinted 1969. [1969.] [4] p. il. ob- 
long 16° (Environmental Control Administration, Consumer Protection 
and Environmental Health Service.) [Produced in cooperation with 
Michigan Department of Public Health.] * Paper, 10c. @ Item 485 

FS 2.2: F 61 


13387 Demographic and socio-cultural characteristics, off-reservation service 
population, Sells Service Unit, Ariz.; [by Nadine H. Rund and Ella G. 
Rumley]. Dec. 1968. [8] +69+ [38] p. il. 4° (Health Services and Mental 
Health Administration, Health Program Systems Center, Indian Health 
Service, Tucson, Ariz.) tf FS 2.2: Se4 


13338 Directory of personnel responsible for radiological health programs. July 
1969. v+39 p. 4° (Consumer Protection and Environmental Health 
Service, Environmental Control Administration, Bureau of Radiological 
Health, Rockville, Md.) + @ Item 485 
L.C. card 78-601350 FS 2.2: R 11/25/969-2 


13339 Highth revision, international classification of diseases, adapted for use in 
United States, v. 1, Errata. [1969.] [6] p. (Publication 1693.) + @ Item 
508 FS 2.102 : D 63/v.1/errata 


13340 Fl artificial rifién, que es, como trabaja. [Revised May 1967.] [1969.] cover 
title, [32] p. il. oblong 24° ([{Publication 1409; Health Services and 
Mental Health Administration, Kidney Disease Control Program.]) 
* Paper, 35c. FS 2.2: K 54/Spanish 


*For Sale by Superintendent of Documents 
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SerremMBer 1969 


[Emergency health series]. 
13341 A-11. Compendium of State statutes on regulation of ambulance services, opera- 
tion of emergency vehicles and Geod Samaritan laws. Revised edition, 
June 1969. [1969.] [143] p. 4° ([{Publication 1071—A-11]; Health 
Services and Mental Health Administration, Division of Emergency 
Health Services.) * Paper, $1.50. @ Item 486—E FS 2.302: A-11 


13342 Endocarditis, bibliography compiled from English language 1965-66 ; [com- 
piled by Lucille T. Shoop]. [1969.] iv+13 p. 4° ([Publication 1064, 
supp. 2]; Health Services and Mental Health Administration, Regional 
Medical Programs Service, Division of Chronic Diseases Programs, 
Heart Disease and Stroke Control Program.) { @ Item 481-A 
L.C. card 6383-65422 FS 2.24: En 2/supp.2 

13343 Environment and health planning [address presented by Charles C. John- 
son, jr., Administrator, Consumer Protection and Environmental Health 
Service, [to] Pennsylvania Health Council, Inc., 19th annual meeting, 
Pittsburgh, Pa., Mar. 24, 1969. [1969.] [2]+14 p. narrow 8 { @ Item 
481-D FS 2.30: J 63/15 


‘nvironmental health series : Radiological health. 


13344 RH-37. Regulations, standards, and guides pertaining to medical and dental 
radiation protection, annotated bibliography; by David R. Snavely 
{and others]. [June 1969.) x+73 p. ([Publication 999—RH-37]; 
Consumer Protection and Environmental Health Service, Environ- 
mental Control Administration, Bureau of Radiological Health, Rock- 
ville, Md.) [Abstract cards attached.] t+ @ Item 483-F 
L.C. ecard 72—601705 FS 2.300 : RH-37 


Federal employee health series. 
13345 5. Message to women about cancer screening. [1969.] [4] p. narrow 8° ([Pub- 
lication 1919.]) * @ Item 486 FS 2.50/3:5 
13346 Health consequences of smoking, 1969 supplement to 1967 Public Health 
Service review [with list of references cited]. July 1, 1969. [131] p. 4° 7 
@ Item 485-A FS 2.309 : 967/rev./supp.969/ prelim. 


Hill-Burton health facilities series. 

13347 C-—19. Drug distribution in hospitals, today’s requirements and tomorrow’s out- 
look; [6 papers presented at conference on Administrative solutions to 
drug distribution problems]. [June 1969.] cover title, [2]+27 p. il. 
4° ([Publication 930—C-19; Health Services and Mental Health Ad- 
ministration, Health Facilities Planning and Construction Service.]) 
[Reprinted from Hospitals, Journal of American Hospital Association, 

v. 42, no. 23, Dec. 1, 1968.] * Paper, 35c. @ Item 486—-D 
F'S 2.74/3 : C-19 
13348 If you must smoke, 5 ways to reduce risks of smoking. [Revised Feb. 1969.] 
[1969.] [8] p. il. narrow 8° ([Publication 1786; Health Services and 
Mental Health Administration, National Clearinghouse for Smoking 
and Health.]) + @ Item 485 FS 2.2: Sm 7/9/969 


13349 Indian health program [1969.] cover title, 20 p. il. oblong 8° (Bureau of 
Health Services, Division of Indian Health.) 7 FS 2.2: In 25/11/969 


Injury control research laboratory: Research report. ICRL—RR (series). 
(Consumer Protection and Environmental Health Service, Environ- 
mental Control Administration, Bureau of Community Environment 
Management, Division of Planning and Standards. ) 

13350 68-4. Effects of alcohol on decision-making with respect to traffic signals [with 
list of references; by Everett M. Lewis, jr. [and] Kiriako Sarlanis]. 

[1969.] cover title, xili+24 p. [Text on p. 2 of vate + @ Item 

483-0 FS 2.316 : 68-4 

13351 Institutions offering trainee stipends in psychiatric-mental health nursing 
for school year 1969-70. [1969.] [7] p. 4° (Health Services and Mental 

Health, Administration, National Institute of Mental Health.) 7 

@ Item 507 FS 2.22: P 95/16/969-70 


13352 Liberian National Medical Center, Monrovia, Liberia. [May 1968.] cover 
title, [8] p. il. oblong 8° ([{Health Services and Mental Health Admin- 
istration, Indian Health Service.]) [Joint project of Government of 
Liberia, U.S. Agency for International Development, U.S. Public Health 
Service.] tf FS 2.2: L 62/2 
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MORP [Medical and Occupational Radiation Program] (series). 
13353 68—1. Collection of radium leak test articles; assembled by Valorie A. Wood. 
Mar. 1968. vi+115+ [3] p. il. 4° (Bureau of Disease Prevention and 
Environmental Control, National Center for Radiological Health, Rock- 

ville, Md.) # 

L.Cc. eard 71-603171 FS 2.314: 68-1 
National Air Pollution Control Administration publication, AP (series). 
(Consumer Protection and Environmental Health Service.) @ Item 


483-E FS 2.93/38 : (nos. ) 
1385 55. Tobacco, sensitive monitor for photochemical air pollution [with list of ref- 


erences]; by Walter W. Heck [and others]. June 1969. iv+23 p. il. 7 
13355 56. Air pollution translations, bibliography with abstracts, v. 1. May 1969. iii+ 
173 p. 4° (Office of Technical Information and Publications, Air Pollution 
Technical Information Center.) * Paper, $1.75. 
L.C. card 74-603208 
National Air Pollution Control Administration publication APTD (series). 
(Consumer Protection and Environmental Health Service. ) 
3356 69-12. Tall stacks, various atmospheric phenomena, and related aspects [with 
bibliographies]. May 1969, iii+99 p. il. 4° = @ Item 483-E 
L.C. card 76-603246 FS 2.93/3-2 : 69-12 


133 


S| 
-1 


National Communicable Disease Center, neurotropic viral diseases sur- 
veillance: Annual encephalitis summary, 1967. June 10, 1969. [2]+ 
24+[1] p. il. 4° (Health Services and Mental Health Administration, 
Bureau of Disease Prevention and Environmental Control.) [Issued 
with perforations.] ft FS 2.60-14: En 1/967 


13358 National Communicable Disease Center rubella surveillance [report] 1. 
June 1969. cover title, [1]+14+ [38] p. il. 4° (Health Services and 
Mental Health Administration.) [Issued with perforations.] tf 
L.C. card 77—603214 FS 2.60/17: 1 


13359 Oral care for oral cancer patients, report of conference held in Chicago, 
Ill., June 1968 [with bibliographies]. [1969.] viii+67 p. (Publication 
1958.) * Paper, 40c. @ Item 485 
L.C. ecard 73-608047 FS 2.2: Or1/2 


13360 Outlook for coronary nursing, proceedings of conference at Wheaton, Md., 
May 23-24, 1968. [Mar. 1969.] [3] leaves+103 p. 4° ([{Publication 
1926]; Health Services and Mental Health Administration, Regional 
Medical Programs Service, Heart Diseases and Stroke Control Program. ) 
* Paper, $1.00 @ Item 485 
L.C. card 70-603207 FS 2.2: C 81/3 


13361 Premise and home environmental health survey, Papago Indian Reserva- 
tion [with list of references; by Thomas M. Mowery]. July 1968 [52] p. 

il. 4° ([Health Services and Mental Health Administration], Health 
Program Systems Center, [Indian Health Service, Tucson, Ariz.].) tf 

FS 2.2: P 91/3 


Public Health Service bibliography series. 
13362 45. Bibliography on smoking and health with English language abstracts of for- 
eign items, 1969 cumulation. [May 1969.] v+321 p. 4° ([Publication 
1124] ; Health Services and Mental Health Administration, National Clear- 
inghouse for Smoking and Health.) [Supplements Bibliography on smoking 
and health, 1968.] * Paper, $2.75. @ Item 481-A 
L.C. card 68—-60300 FS 2.21: 45/4 


13363 Public policy and air pollution control, [address] by John T. Middleton, 
Commissioner, presented at Penjerdel Regional Conference, Swarth- 
more, Pa., June 11, 1969. [1969.] cover title, 8 p. 4° (Community Affairs 
Bulletin 7/1/69; National Air Pollution Control Administration, Office 
of Education and Information, Field Services Section, Arlington, Va.) 
+ @ Item 481-D FS 2.30: M 58-7 


*For Sale by Superintendent of Documents 
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SEPTEMBER 1969 


13364 Remarks by Charles C. Johnson, jr., Administrator, Consumer Protection 
and Environmental Health Service, Public Health Service, Department 
of Health, Education, and Welfare, for presentation at 4th joint meeting 
of Clinical Society and Commissioned Officers Association, June 3, 1969, 
Boston, Mass. [1969.] 12 p. 4° + @ Item 481—D FS 2.30: J 63/14 


13365 Remarks by Charles C. Johnson, jr., Administrator, Consumer Protection 
and Environmental Health Service, Public Health Service, Department of 
Health, Education, and Welfare, for presentation at international meet- 
ings on traffic medicine, drug abuse, poison control, May 31, 1969, New 
York, N.Y. [1969.] 6 p. 4° * @ Item 481-D FS 2.30: J 63/12 


13366 Remarks by Charles C. Johnson, jr., Administrator, Consumer Protection 
and Environmental Health Service, Public Health Service, Department 
of Health, Education, and Welfare, for presentation at Occupational 
Safety and Health Conference, sponsored by Industrial Union Depart- 
ment, AFL-CIO, June 4, 1969, Washington, D.C. [1969.] 14 p. 4° 7 
@ Item 481-D FS 2.30: J 63/13 


13367 Remarks by Charles C. Johnson, jr., Administrator, Consumer Protection 
and Environmental Health Service, for presentation at 33d annual Edu- 
cational Conference, National Association of Sanitarians, June 23, 1969, 
Houston, Tex. [1969.] 15 p. 4° + @ Item 481-D FS 2.30: J 63/10 


13368 Report for consultation on air quality control region for New Jersey-New 
York-Connecticut interstate area [with list of references]. [Aug. 30, 
1968, published 1969.] [6]+95 p. il. 4° ([National Air Pollution Control 
Administration.])  * @ Item 483-E 
L.C. card 77-600866 FS 2.93/5: N 42 j 
13369 Report for consultation of metropolitan Milwaukee Intrastate Air Quality 
Control Region [with list of references]. June 1969. 49 p. il. 4° (Con- 
sumer Protection and Environmental Health Service, National Air Pol- 
lution Control Administration.) + @ Item 483-E 
L.C. card T7-600866 FS 2.93/5: M 64 
13370 Report for consultation on Metropolitan Providence Interstate air quality 
control region (Rhode Island-Massachusetts) [with list of references]. 
July 1969. [6]+57 p. il. 4° (Consumer Protection and Environmental 
Health Service, National Air Pollution Control Administration.) 7 
@ Item 483-E 
L.C. card T7-600866 e FS 2.93/5: P 94 
13371 Report for consultation on Puget Sound Air Quality Control Region (Wash- 
ington) [with list of references]. July 1969. [1]+-57 p. il. 4° (Consumer 
Protection and Environmental Health Service, National Air Pollution 
Control Administration.) { @ Item 483-E 
L.C. card T7-600866 FS 2.93/5: P 96 
13371A Role of physician in our changing environment; [presented by Charles C. 
Johnson, jr., Administrator, Consumer Protection and Environmental 
Health Service, [at] Student American Medical Association National 


Convention, Chicago, Ill., Apr. 2, 1969.] [1969.] 12 p. narrow 8° f 
@ Item 481-D FS 2.30: J 63/11 


13372 Screening for bacteriuria [with bibliography]. [1969.] 10+ [1] p. 4° 
({Health Services and Mental Health Administration, Regional Medical 
Programs Service, Kidney Disease Control Program.]) * Paper, 15c. 
@ Item 485 FS 2.2:B13 


13373 Selected sources of inexpensive mental health materials, directory for 
mental health educators; prepared by Mental Health Materials Center 
under contract with National Clearinghouse for Mental Health Informa- 
tion, National Institute of Mental Health. [1968.] xiv-+-70 p. ([Publica- 
tion 1911]; Health Services and Mental Health Administration, Na- 
tional Institute of Mental Health.) * Paper, 40c @ Item 506-A 
L.C. card 76-603167 FS 2.22/13: M 52/7 
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{This entry number not used. } 


Smoking and illness. [July 1967, revised Apr. 1969.] [1969.] [8] p. narrow 
8° ([{Publication 1662; Health Services and Mental Health Administra- 
tion. Regional Medical Programs Service National Clearinghouse for 
Smoking and Health.]) * Paper, $6.75 per 100; single copy, 10c. 
@ Item 485 FS 2.2: Sm 7/7/969 


Smoking, tobacco, and health; [by] James L. Hedrick. Revised Mar. 1969. 
[June 1969.] vii+134 p. il. 4° ([Publication 1931] ; Health Services and 
Mental Health Administration.) [Prepared by Resource Management 
Corporation, Bethesda, Md., for National Clearinghouse for Smoking 
and Health in fulfillment of contract PH 86~-67-176.] + @ Item 485 
L.C. card 71-602919 FS 2.2: Sm 7/11/969 


To the Ist Americans, 3d annual report on Indian health program of Pub- 
lic Health Service. [1969.] cover title, 15 p. il. oblong 12° ([Publication 
1580, revised 1969.]) * Paper, 25c. @ Item 486-I 
L.C. card 70-601123 FS 2.86/4 : 969 


Trends in air pollution control regulations, [paper] by Terry L. Stumph 
and Robert L. Duprey, Division of Control Agency Development, to be 
presented at annual meeting of Air Pollution Control Association, New 
York, N.Y., June 22-26, 1969. [1969.] [2]+34+[6] p. il. 4° (Paper 
69-175; Consumer Protection and Environmental Health Service, Na- 
tional Air Pollution Control Administration.) + © Item 481-D 

FS 2.30: St9 


Vital and health statistics: Series 2, Data evaluation and methods re- 
research. (National Center for Health Statistics, Health Services and 
Mental Health Administration. ) 

36. Factors related to response in health examination survey, United States, 
1960-1962 [with list of references; by Henry Miller and Paul Williams]. 
Aug. 1969. [4] +48 p. 4° ([Publication 1000, series 2, no. 36.]) * Paper, 
50c. @ Item 500-E 
L.C. card 73—600270 FS 2.85/2 : 2/no.36 


Series 10, Data from National Health Survey. (National Center for 
Health Statistics, Health Services and Mental Health Administration. ) 
55. Family use of health services, United States, July 1963-June 1964; [by 
Charles 8S. Wilder]. July 1969. iv+60 p. il. 4° ([Publication 1000, series 
10, no. 55; Division of Health Interview Statistics.]) [Prepared in co- 
operation with Census Bureau.] * Paper, 60c. @ Item 500—-E 

L.C. card 72-—601389 FS 2.85/2 : 10/n0.55 





Series 14, Data on national health resources. (National Center for 
Health Statistics, Health Services and Mental Health Administration. ) 





13381 2. Pharmacy manpower, United States, 1966; [by George R. Reinhart]. Aug. 1969. 


vi+28 p. il. 4° ([Publication 1000, series 14, no. 2; Division of Health 
Resources Statistics.]). * Paper, 40c. @ Item 500—-E 
L.C. card 70—601419 FS 2.85/2 : 14/no.2 


Vital statistics of United States, 1967. ([National Center for Health Sta- 

tistics, Division of Vital Statistics. ] ) 
v.1 Natality. 1969. [230] B fl. 4° * Cloth, $4.00. @ Item 510 
L.C. card 40-2627 FPS 2.112: 967/v.1 


Working with older people, guide to practice: v. 1, Practitioner and the 
elderly [with list of references]. Revised Mar. 1969. [1969.] [12]+54 
p. 4° ([Publication 1459-v. 1, Aug. 1966, revised Mar. 1969]; Health 
Services and Mental Health Administration, Community Health Serv- 
ice, Division of Health Care Services, Arlington, Va.) * Paper, 65c. 
@ Item 496-A 
L.C. card 73-603071 FS 2.6/2 : 011/969/v.1 
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13384 Your smoking affects two lives, ask your doctor. May 1969. [4] p. il. narrow 
8° ([Publication 1923; Health Services and Mental Health Administra- 
tion, National Clearinghouse for Smoking and Health, Arlington, Va.]) 
+ @ Item 485 FS 2.2: Sm 7/13 


PUBLIC ROADS BUREAU, Transportation Dept. 
Washington, DC 20591 


13385 Directory, urbanized area transportation planning programs. May 1968. 
cover title, [1]+50 p. 4° (Office of Planning, Urban Planning Di- 
vision.) f TD 2.102: Ur 1/968 


13386 Highway research and development news, plant ecology and esthetics, 
progress and implementation. 
no. 2. Vegetation control. June 1969. [7] p. il. narrow large 8° + 
TD 2.113/2:2 
13387 Improvement of transportation graphics and communications, proceedings 
of seminar, Apr. 11-12, 1968, held by Federal Highway Administration 
Task Force on highway transportation graphics and communications, 
Washington, D.C. [1969.] [2] leaves+-viii+109 p.4° ¢{ 
L.C. card 71-603198 TD 2.102: G 76 
13388 Report on status of multiple use and joint development; prepared by En- 
vironmental Development Division, Office of Right-of-Way and Loca- 
tion. Sept. 30, 1968. cover title, 103 p. il. 4° [Issued with perforations.] tf 
TD 2.121 : 968 


RAILROAD RETIREMENT BOARD 
Chicago, IL 60611 


RRB actuarial study. 
13389 8. Occupational differences in separation rates for railroad workers, 1962-65; 
by Jacob J. Stotland and James L. Cowen. July 1968. [1]+iv amare, 2 p. 
RR 1. 


4° (Office of Chief, Actuary and Research.) ¢ 4:8 
13390 Service and taxable compensation of railroad employees, statistical tables, 
1967. 1968. cover title, viii+91 p. oblong 8° f RR 1.2: C 73/967 


RAILROAD SAFETY BUREAU, Transportation Dept. 
Washington, DC 20591 


Notre.—The Railroad Safety Bureau was established under the Federal Rail- 

road Administration of the Transportation Department by Public Law 89-670, 
approved Oct. 15, 1966. 

13391 Rail-highway grade-crossing accidents for year ended Dec. 31, 1967. [1969.] 
[2] leaves+27 p. 4° 

L.C. card 75-602439 TD 3.109 : 967 

13392 Rail-highway grade-crossing accidents for year ended Dec. 31, 1968. [1969.] 


[3]+27 p. 4° f 
L.C. card 75—-602439 TD 3.109 : 968 


RECLAMATION BUREAU, Interior Dept. 
Washington, DC 20240 
13393 Construction engineers conference, proceedings, Denver, Colo., Feb. 24-27, 
1969. [1969.] xxi+460 p. il. 4° ¢ 


L.C. card 58-62034 I 27.2: C 76/3/969 
13394 Fryingpan- -Arkansas project Colorado. [1969.] cover title, 12 p. il. oblong 
12° ¢ 127.2: F 94 


13395 Glen Canyon Dam and National Recreation area. [1969.] 1 sheet (map on 
verso) il. oblong f° folded into narrow 8° size. [Prepared in cooperation 
with National Park Service. Map and other illustrations are colored. } 
* Paper, 20c. @ Item 660 I 27.2 :G 48/5 


#For Sale by Clearinghouse, U.S. Department of 
Commerce, Springfield, Va. 22151 
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13396 Lower Colorado River reclamation. [1969.] [14] p. il. narrow 8° + 
@ Item 660 [ 27.2: C 71/8/9069 
13397 Pa Mong project, lower Mekong River basin, Laos [and] Thailand, report 13410 


on drainage investigations and requirements, Pa Mong project (stage 1) 
Nam Mun project, Nam Chi project, Thailand-Laos; by Ray J. Winger, 
jr. Apr. 1969. iii leaves+16 p. il. 4° ¢f I 27.2: P19/2 


Power O. and M. bulletin. 13411 
13398 24. Welding repair to peareutte equipment. Denver, Colo. [1969.] cover title, 
ii+29 p. il. 4¢ [issued with perforations.] tf 1 27,45: 24 
Power O. and M. reports, field review of maintenance. ¢f 


13399 Mechanical equipment, Alaska Power Administration, Eklutna project; by Divi- 
sion of Power Operations. Denver, Colo., July 1968. cover title, 2 pl. 4° [Issued 13413 
in looseleaf form.] I 27.45/2: Ek 5/2 
13400 Power features, Eklutna project, Alaska; by Division of Power Operations. 
May 1969. cover title, 5p. 4° 2p. of pl. [Issued in looseleaf form.] 
I 27.45/2: Ek 5/3 


18401 Project Skywater, proceedings: Skywater Conference I, physics and 
chemistry of nucleation, atmospheric water resources program, July 10- 
12, 1967 [with bibliographies]. [July 1967.] [1]+vi+419 p. il. 4° ([Of- 


fice of Atmospheric Water Resources.]) 13415 
L.C. card 74-603145 I 27.2: Sk 9/967 13414 
13402 Reclamation. [1969.] [12] p. il. oblong 8°, folded into narrow 8° size + 
@ Item 660 I 27.2: R 24/7/969 
13403 San Luis unit, Central Valley project. [1969.] [14] p. il. narrow 8° 7 
I 27.2: Sa 5 1/3/969-2 13415 
13404 Third powerplant [Grand Coulee Dam]. [1969.] [11] p. il. oblong 48° + 
@ Item 660 I 27.2: P 87/4 
i ‘ 7 , 13416 
REHABILITATION SERVICES ADMINISTRATION, Health, Education, : 
and Welfare Dept., Washington, DC 20201 
13405 Characteristics and trends of clients rehabilitated in fiscal years 1964-68, eed 
Federal—State program of vocational rehabilitation; [prepared by Al- 
thea H. Peters]. July 1969. iv-+21 p. il. oblong 12° [Prepared by Divi- 13418 
sion of Statistics and Studies.] 7 
L.C. card 70-601660 FS 17.102 : R 26/964-68 
313406 Rehabilitation services administration programs. [May 1969.] 39 p. il. + 13419 
@ Item 529 FS 17.102: P 94/969 
SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 13420 
13407 Accounting series releases, compilation of releases 1-112 inclusive as in 
effect Aug. 1968. [1969.] viii+298 p. 4° [Issued in looseleaf form.] s30en 
* Paper, $2.50. @ Item 902 (Rev. 1969) — 
L.C. card 56-61922 SB 1.24: 1-112 
13408 Securities exchange act of 1934, as amended to July 19, 1968 [Public no. 13422 
291, 73d Congress, H.R. 9323]. [1969.] iii+39 p. 4° * Paper, 50c. © 
Item 906 SE 1.5: Se 2/968 
13423 
SHIP STRUCTURE COMMITTEE 
Washington, DC 20226 
13424 


SSC (series). 
3409 197. Investigation of utility of computer simulation to predict ship structural 
response in waves [with list of references] ; by P. Kaplan, T. P. Sargent, 
and A, I. Raff. June 1969. [4] +52+ [2] p. il. 4° (Oceanics, Inc., Plain- 13425 
view, N.Y.) [Second technical progress report, from project SR—-174, ship “¢ 
computer response, to Ship Structure Committee under Department of 
Navy NAVSEC contract N00024—67-C-5254, project SF013-03-—04, task 
2022, SR-174.] # Paper, $3.00. Y 3.8h 6: SSC-197 


— 


*For Sale by Superintendent of Documents 
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13410 


13411 


13412 


13415 


13414 


13415 


13416 


13417 


13418 


13419 


13422 


13424 


13425 
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SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


Guidebook for coordinators of management training for small business. 
1969. v+78 p. il. 4° ([{Procurement and Management Assistance, Office 
of Management Assistance.]) + @ Item 901-P 
L.C. card 76-603211 SBA 1.19: M 31/2 


Small Business Administration publications, free management assistance 
publications. July 1969. [4] p. 4° (SBA 115A.) 7 © Item 901-N 
SBA 1.18 : 969-3 


Small marketers aids. 
131. Retirement plans for self-employed owner managers ; by Frank J. Costello, jr. 
Feb. 1968. 8 p. 4° [Includes list of publications for further informa- 
tion.] ft SBA 1.14:131 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


Information leaflets (series). SI 1.19: (nos.) 


380. Directions for preserving mammals for museum study; [by] ’ eed Ww. 
Setzer. [1968.] 18+ 2 p. il. (Museum of National History.) 
519. Annotated list of photographs in Division of Agriculture and - Prod- 
ucts; compiled by Pauline B. Christian. 1968. cover title, ili+126 p. 4° 
{{ Museum of History and Technology, Division of Agriculture and Forest 
roducts. ]} ) 


Smithsonian contributions to botany. 


1. Revision of genus Aglaonema (Araceae) [with list of literature cited ; by] 
Dan Henry Nicolson. 1969. iii+69 p. il. 4° * Paper, $1.25. @ Item 910— : 
L.C. card 70—603215 811.29: 


Smithsonian contributions to zoology. @ Item 910—D $11.27: (nos.) 


2. Species of Spalangia Latreille in United States National Museum collection 
(Hymenoptera: Pteromalidae) [with list of literature cited; by] B. D. 
Burks. 1969. [2]+7p.il.4° * Paper, 25c. 

L.C. card 74—603188 

3. Bredin-Archbold-Smithsonian biological survey of Dominica: Bethyloidea 
(Hymenoptera) [with list of literature cited; by] Howard E. Evans. 1969. 
{2]+14p.il.4° * Paper, 25c. 

L.C. card 75—603180 

4. Bredin-Archbold-Smithsonian Bologient survey of Dominica: West Indian 
Stenomidae (Lepidoptera: Gelchioidea) [with list of literature cited ; by] 
W. Donald Duckworth. 1969. [2] +21 p. il. 4° * Paper, 35c. 

L.C. card 79—-603181 
5. Meonegrape of ee of North Atlantic: Family Cretotenthténe [with 
list of literature cited ; by] Richard E. Young and Clyde IF. E. Roper. 1969. 
[2]+24 p. il. 4° [Contribution no. 1005 from Institute of Marine Sci- 
ences, University of Miami, and paper no. 64 from Dana Oceanographical 
Collections.] * Paper, 40c 
L.C. card 73—603185 
6. Revision of 6 species of flavus-bidentatus group of Eunice (Eunicidae: Poly- 
chaeta) [with list of literature cited; by] Kristian Fauchald. 1969. [2] + 
15 p. — < {Contribution no, 324 from Allan Hancock Foundation.] 
* Paper, 3 
L.C. card 76--608187 
8. Morpholoy, ontogeny, and intraspecific variation of Spinacopia, new genus of 
Myodocopid Ostracod (Sarsiellidae) [with list of references; by] Louis S. 
Kornicker. 1969. [2]+50 p. il. 4° * Paper, $1.25. 
L.C. card 77—603186 

Checklist of amphibians and reptiles of Barro Colorado Island, Panama, with 
comments on faunal We - and sampling [with list of references; by] 
Charles W. Myers and A. Stanley Rand. 1969. [2]+11 p. il. 4° * Paper, 


25¢. 
L.C. card 72-603182 

11. Habitats, flora, mammals, and wasps of Gebel 'Uweinat, Libyan Desert [with 
bibliography; by] Dale J. Osborn and Karl V. Krombein, 1969. [2]+18 
.il. 4° * Paper, 30c. 

.C. card 76—-603183 

12. Tracheitaxy as generic criterion in Himantariidae, with proposal of 2 new 
Bothriogastrine enera (Chilopoda : Geophilomorpha) {with list of litera- 
ture cited ; 1k E Crabill, jr. 1969. [2]+9 p. il. 4° * Paper, 25c. 
L.C. card i3%b3189" 

13. Illustrated key to families of order Teuthoidea (Cephalopoda) [with list of 
references ; by] Clyde F. E. Roper, Richard E. Young, and Gilbert L. Voss. 
1969. [3] +32 p. il. 4° [Contribution no. 1024 from Institute of Marine 
Sciences, University of Miami.] * Paper, 45c. 
L.C. ecard 70—-603184 


10. 
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Smithsonian contributions to zoology—Continued 
13426 14. Indian Ocean Kinorhyncha 1, Condyloderes and Sphenoderes, new Cyclor- 
hagid genera [with list of "literature cited; by Robert P. Higgins. 1969. 
{2 RRS RP oe ° po aaa, 25c, 


13427 15. ssienioem of Cophalopeda of North Atlantic : Family pomstattestine [with 
list of literature cited ; by}, Richard E. Young and Clyde F. B. Roper. 1969. 
[2] +10 p. il. 4° * Paper, 25c. 
L.C. card 73-603193 

13428 16. Bredin-Archbold-Smithsonian biological survey of Dominica: Mosquitoes of 
Dominica wires ey —. list of literature cited; by] Alan 
em. 1969. [ Lt SP il, 4° ‘aper, 25c. 

L.C. card 70-6031 

13429 18. Nearctic W abshitane” citie and new taxa (Lipidoptera; Gelechioidea) [with 
list of literature cited; by] Renald W. Hodges. 1969. [2]+30 p. il. 4 
* Paper, 40c. 
L.C. card 76-603191 

13430 19. —_ history of some Egyptian solitary wasps and bees and their associates 
(Hymenoptera: Aculeata) [with list of literature cited; by] Karl V. 
Krombein. 1969. [oi +35 p il, 4° * Paper, 30c. 
L.C. card 72-6031 


13431 Smithsonian International Exchange Service, 1967 annual report; [by 
J. A. Collins]. 1968. cover title, 399-400+-vii p. [From Smithsonian year 


1967, report of Smithsonian Institution for fiscal year 1967.] 7 
SI 1.1/a 3: 967 


SOCIAL AND REHABILITATION SERVICE, Health, Education, and 
Welfare Dept., Washington, DC 20201 


13432 Crisis of qualified manpower for criminal justice, analytic assessment with 
guidelines for new policy: v. 2, Correctional institutions, pilot study of 
correctional training and manpower; [by] Herman Piven, Abraham 
Aleabes. 1969. xi+114 p. il. 4° ([JD publication 565] ; Office of Juvenile 
Delinquency and Youth Development.) * Paper, $1.25. @ Item 512-A-1 


L.C. card 79-602125 FS 17.2: C 86/2/v.2 
13433 New directions in helping people help themselves, SRS. [1968.] [10] p 
narrow 8° ([{SRS-101.]) #¢ FS 17.2: H36 


Public assistance report. 


13434 50. Characteristics of State public assistance plans under Social security act: 
Old-age assistance, aid to blind, aid to families with dependent children, aid 
to a ge | and totally disabled, aid to aged, blind, or disabled, general 
provisions, eligibility, assistance, ‘administration. 1967 edition. [1969.] 
cover title, 134 p. oblong 8° (Assistance Payments Administration.) 
* Paper, $1.50. @ Item 519 FS 17.19 : 50 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept., Washington, DC 20201 


Actuarial notes. 
13435 54. Distribution of SMI bills and reimbursements by type of service iy Robert J. 


Myers. July 1969. [2] p. 4° f 8.19/2 : 54 
Research and statistics note, 1969 (series). (Office of Research and Sta- 
tistics.) 7 FS 3.28/2 : 969/ (nos. ) 


13436 12. Outlays for medical care of aged and nonaged persons, fiscal years 1966-68 ; 
by Dorothy P. Rice and Barbara 8S. Cooper. July 16, 1969. [1 9} P- il. 4° 

13437 13. ~~ ae expenditures for hospital care, services of physicians an entists, 
S Private health 5g by region and state, 1966; by Louis S. Reed 

aaa Willine Carr. Aug. 1, 1969. 13+ [8] p. 4° 


Research report. 
13438 29. Evolution of medicare . m idea to law [with select bibliograph 
Peter A. Corning. (1969. a p. (Office of Research and Boedeti Line} 
* Paper 65c. @ Item 522-A 
L.C. card 70-650153 FS 3.49 : 29 


13439 Social security today, discussion of some current issues in social security, 
with Robert M. Ball and Christopher C. Hartman. [Mar. 1968.] [3]+20 p. 
[From 3-part Sunday Spotlight Q & A series published in Baltimore 
News American on Jan. 28, Feb. 4 and Feb. 11, 1968.] f 

FS 3.2: So 13/24 
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SSI (series). 
41. Medicare a insurance benefits in extended care facility. [Mar. 1969.] 
4p. ft Item 523-B FS 3.52: 41 


TIB (series). 


6. Social security sequations, rights and benefits based on disability, regulations 
no. 4, subpart P, pertinent regulations relating to disability claims under 
title 2 of Social security act including medical cri‘eria (listing of impair- 
ments) used in evaluating claims. Aug, 1968. cover title, (31) 2B $5072 ‘ 


SOIL CONSERVATION SERVICE, Agriculture Dept. 
Washington, DC 20250 


ingineering field manual for conservation practices [with list of refer- 
ences]. 1969. cover title, [1070] p. il. 4° [Issued in looseleaf form.] 7 
@ Item 120-A A 57.6/2: En 3/3 


SCS national engineering handbook: sec. 15, Irrigation, chap. 6, Contour- 
levee irrigation. [July 1969.] cover title, [2]+30 p. il. 4° 


[Text on p. 2 of 
cover. Issued with perforations.] * Paper,40c. @ Item 120-A 
A 57.6/2 : En 3/sec.15/chap.6 


Soil survey: Collin County, Tex. [with list of literature cited; by Arthur 


Hanson and Frankie F. Wheeler]. June 1969. cover title, i+-55 p. 69 p. of 
pl. and maps, 4° [Prepared in cooperation with Texas Agricultural 
Experiment Station. Text on p. 2 of cover. One map is colored.] * Paper, 
$4.00. @ Item 102 (Rev. 1957) 

L.C. card 70-602826 A 57.38: C 69 


——Delaware County, Ohio [with list of literature cited; by Francisco 


Matanzo and others. July 1969. cover title, i+-71 p. 61 p. of pl. and maps, 
4° [Prepared in cooperation with Ohio Department of Natural Re- 
sources, Division of Lands and Soil and Ohio Agricultural Research and 
Development Center. Text on p. 2 of cover. One map is colored.] 
* Paper, $4.00. @ Item 102. (Rev. 1967) 

L.C. card 75-603069 A 57.38: D 37 


—— Preble County, Ohio [with list of literature cited; by Norbert K. 


Lerch and others]. June 1969. cover title, i+101 p. il. 77 p. of pl. and 
maps 3 tabs. 4° Prepared in cooperation with Ohio Department of 
Natural Resources, Division of Lands and Soil, and Ohio Agricultural 
Research and Development Center. One map is colored.] * Paper, $4.75. 
@ Item 102 (Rev. 1957) 

L.C. card 70-602790 A 57.38: P 91 


Washabaugh County, S. Dak. [with list of literature cited; by Robert 
E. Radeke]. July 1969. cover title, i+-62 p.+[3] leaves, il. 99 p. of pl. and 
maps, 4° [Prepared in cooperation with Bureau of Indian Affairs, De- 
partment of Interior, and South Dakota Agricultural Experiment Sta- 
tion. Text on p. 2 of cover. One map is colored.] * Paper, $5.25. @ Item 
102 (Rev. 1957.) 

L.C. card 70-603168 A 57.38: W 27/3 


Soil survey investigations report. 


22. Soil survey laboratory data and descriptions for some soils of Alabama and 
Florida. Aug. 1969. [4]+171 p. 4° [Prepared in cooperation with Alabama 
and Florida Agricultural Experiment Stations. Maps on p. 3 and p. 4 of 
cover.] ft @ Item 121-A A 57.52 : 22 


SPORT FISHERIES AND WILDLIFE BUREAU, Interior Dept. 
Washington, DC 20240 


FHL (series). (Division of Fish Hatcheries.) f I 49.28 : (nos.—letters) 


46-TN. we in trout and pond-fishes. Revised Apr. 1969. [1969.] 
3 leaves 4° 
46-VA. —— dealers in trout and pond-fishes. Revised Apr. 1969. [1969.] 
p. 4° 
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GovERNMENT PUBLICATIONS 


North American fauna (series). 

66. Mammals of Maryland [with list of references; by John L. Paradiso]. [Apr. 
1969.] cover title, iv-+-193 p. il. [Illustrations are maps showing distribu- 
tion of species, etc. Text on p. 2 of cover.] * Paper, $1.00. @ Item 

12- 1 49.30 : 66 
Refuge leaflets. + I 49.44 : (nos. ) 

5. Cape Romain National Wildlife Refuge. wy a [8] p. il. narrow 8° 

167. Birds of National Bison + [ Mar. 1969.] 4 

187. Birds of Kirwin Nationa! Wildlife Refuge. [Dec. 1968.} [6] p. il. narrow 12° 

195. Birds of Union Slough National Wildlife Refuge. [1969.] [6] p. il. narrow 8° 

203. Birds of Minidoka National Wildlife a. Apr. 1969. 4 p. 4° 

301. Mammals of Malheur National Wildlife Refuge. ey 1969.] 4 p. il. 4° 

302. Mammals of National Bison Range. [Mar. 1969.] 4 

501. Ninepipe and Pablo National Wildlife Refuges. lay [4] p. il. 

560. San Luis National Wildlife Refuge. [ Apr. 1969.] (a p. 


Regulatory announcement. 

83. Federal regulations governing hunting, possession, transportation, importa- 
tion of mourning and white-winged doves, wild pigeons, rails, woodcock, 
Wilson’s snipe, sea ducks, gallinule and of waterfowl, coots, and cranes in 
Alaska, 1969-70. Aug. 1969. 15 p. + @ Item 613 I 49.24: 83 


Resource publications. I 49.66 : (nos. ) 
68. Effects of surface mining on fish and wildlife resources of United States, 
special report [with list of references] ; by Willard M. Spaulding, jr. and 

Ronald D. Ogden. Aug. 28, 1968. iv+51 p. il. 4° * Paper, 60c. @ Item 


613-B 
L.C. card 79-603173 

69. Right to exist [report on our endangered wildlife]. [1969.] cover title, 12 
». il. 4° * Paper, 25c. @ Item 613—-B 

74. Wildlife research problems, programs, progress, 1967, activities in Division of 
Wildlife Research of Bureau of Sport Fisheries and Wildlife for calendar 
year 1967. [June 1969.] viii+104 p. il. 4° [Includes list of publications, 
Jan. 1—Dec. 31, 1967.] * @ Item 613-B 
L.C. card 61-61718 

76. Parasites and diseases of warm-water fishes. [Reissued May =) [1969.] 
[2}+20 p. il. narrow 8° ([Fish Farming Experimental Station, Stuttgart, 
Ark.]) [Issued as FWS Circular 112, July 1961.] f 


Special scientific report : Wildlife (series). 
120. Study of spotted tinamous and pale spotted tinamous of Argentina [with 
list of references]; by Gardiner Bump and Janet W. Bump. Apr. 1969. 
cover title, x+160 p. il. 4° * Paper, $1.50. @ Item 1+ .15 78:12 
$120 


Technical papers. 
24. Biology of crayfish Orconectes causeyi and its use for control of aquatic weeds 
in trout lakes [with list of references]; by Jack L. Dean. Jan. 1969. 15 p. 
il. 4° [Corrected copy.] * Paper, 25c. @ Item 615-A 


L.C. card 75-601553 I 49.68 : 24 
Wildlife conservation in United States today. [1969.] 6 p. il. (Office of 
Endangered Species, International Activities.) + 149.2: W 64/7 


Wildlife leafiet. 
484. Trapping house sparrows to protect experimental grain crops; by Willis C. 
Royall, jr. May 1969. 4 p. 4° 7 149.13 : 484 


STATE DEPARTMENT 
Washington, DC 20520 


Department and foreign service series. @ Item 863 S 1.69 : (nos.) 
126. or wy A [Department of State, U.S. Foreign dieneun, U.S. Mis- 
sion to ted Nations, Agency for International Development, Peace 
Corps, U.S. Arms Control and Disarmament Agency, Foreign Agricultural 
Service] July 1969, revised as of Jane 30, 1969; [compiled by Publishing 
and Reproduction Services Division, Office of Operations]. gf evised July 
1969.] [1969.] vi+464 p. 4° ([Publication 7722.]) aper. $4.50. 
L.C. card 9-22072 
132. Career in Foreign Service of United States. [Revised July 1969.] [1969.] 
cover title, [4]+24 p. il. 4¢ ([{Publication 7924.]) * Paper, 50c. 


East Asian and Pacific series. 
181. Viet- 7 information notes: no. 14, Pacification in Viet-Nam. July 1969. 
7 il. 4° \({ Publication 8473]; Office of Media Services, Bureau of 
Public Affairs.) * Paper, 10c. * Item 870 $1.38: 181 
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13473 Foreign relations of United States, diplomatic papers, 1945: v. 7, Far East, 
China. 1969. vi+1506 p. ([Publication 8442, Historical Office, Bureau of 
Public Affairs.]) [Also issued as H. doc. 779, pt. 7, 79th Cong., 2d sess.] 
* Cloth, $7.25. @ Item 872 


L.C, 


ecard 10-3793 S$ 1.1: 945/v.7 


13474 _-__ y, 9, American Republics. 1969. x-+1466 p. ([Publication 8452, His- 
torical Office, Bureau of Public Affairs.]) [Also issued as H. doc. 779, 
pt. 9, 79th Cong., 2d sess.] * Cloth, $7.00. @ Item 872 8S 1.1:945/v.9 


13475 Greek, basic course: v. 3; [by] P. Sapountzis and 8S. Obolensky. 1969. viii+- 

529-736 p. 4° (Foreign Service Institute.) [Compiled and published 
with support of Office of Education, Department of Health, Education, 
and Welfare. Basic course series edited by Augustus A. Koski.] * Paper, 
2.00. @ Item 872-A 

L.C. card $7-62203 $ 1.114/2: G 81/v.3 


International organization and conference series. 


13476 


13477 


13478 


13479 


13480 


13481 


13482 


13483 


13484 


13485 


13486 


55. UN, 
[ 


action agency for peace and progress. [Revised July 1969.] [1969.] 


12] p. il. narrow 8° ([{Publication 7733; Office of Media Service, Bureau 
of Public Affairs.]) * Paper, 10c. @ Item 882-B S$ 1.70: 55/6 


International organizations series. 
5. European communities. [July 1969. il. 4° ([Publication 8410; Office of 


Media Services, Bureau of Pub iz 2 Pesire ]) [issued with perforations. ] 
* Paper, 10c. @ Item 882-C $ 1.70/5: 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $6.00 additional for foreign mailing; single 
copies vary in price. @ Item 899 S 9.10: (nos.) 
6425, v. 2. General agreement on tariffs and trade, Geneva (1967) protocol and 


6681. 


6685. 


6688. 


6689. 


6690. 


6691. 


6692. 


6994. 


schedules, Geneva June 30, 1967; [entered into force with respect 
to United States Jan. 1, 1968]. 
v. 2. cover —, v+-787-1812 p. * Paper, $4.25. 
Lc. ecard 77-—60112 
Protocol on authentic trilingual text of Convention on International 
Civil Aviation (Chicago, 1944), proces-verbal of rectification to 
French text of Convention annexed to protocol of Sept. 24, 1968, 
between United States and other Governments, done at Washington 
Apr. 8, 1969. org {2]+2 p. * Paper, 10c 
L.C. card 70-6029 
Agricultural <eeadiiten, agreement between United States and 
Dominican Republic signed Santo Domingo Mar. 28, eo ; Ay 
into force Mar. 28, 1969] and amending agreement, oT 
Domingo Apr. 15, 1969; [entered into force Apr. tee 196 ne [1960 
{2 +23 Pi; . [Bingtish and Spanish.] * Paper, 2 
. card 71-6 
Agricultural commodities, agreement between United States and Ice- 
land, signed Reykjavik May 23, 1969; [entered into force May 23, 
1969]. [1969.] (2) * de * Paper, 10c. 
L.C. card 78-6028 
Military mission, A between United States and Liberia, extend- 
ing agreement of Jan. 11, 1951, as amended and extended, effected 
tb exchange of notes signed Monrovia May 28 and June 2, 1969 
ntered into force June 10, 1969, effective Jan. 11, 1969.] [1969. j 
2}+2p. * Paper, 10c. 
C. card 70—602861 
Alien amateur radio operators, agreement between United States and 
Sweden, effected by exchange of notes, signed en Ma 
and 7. 2, 1969; [entered into force June 2, 1969.] (1369 
{2]+3 * Pa ee 10e. 
L.C. eaud 70-6027 
Agricultural en 1 agreement between United States and India 
a r Delhi Ma of Dec. 23, 1968, effected by exchange of notes 
ew Delhi May 29, 1969; [entered into force May 29, 1969]. 
1969.1 Parte aper, 10c. 
.C. card 74—602862 
Atomic energy, application of safeguard by IAEA to United States- 
Turkey cooperation eqpeemens, agreement between United States, 
Turkey and International Atomic Energy ages, signed Vienna 
oo 30 b ages {entered into force June 5, 1969.] [1969.] [2]+8 p. 
‘aper, 
L.C, card 77—602860 
Scientific cooperation, agreement between United States and Iran, ef- 
fected by exchange of letters signed Tehran May 23 and 27, 1968; 
{entered into force May 27, 1968]. [2]+2 p. * Paper, 10c 
L.C. card 73—602878 
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Treaties and other international acts series—Continued 

6695. Agricultural commodities, agreement between United States and Ghana, 
signed Accra June 9, 1969 ; [entered into force June 9, 1969]. [1969.] 
7 +4p. * Paper, 10c. 

.C. card 79-603139 

6696. Agricultural commodities, agreement between United States and 
Dominican Republic signed Santo Domingo Apr. 1, 1968; [entered 
into force Apr. 1, 1968] and amending agreement effected by ex- 
ay, of notes, signed Santo Domingo May 9 and 10, 1968 ; [entered 
into force May 10, 1968]. [1969.] [2] +22 p. [English and Spanish.] 
* Paper, 15c. 
L.C. card 72—603131 


13489 Treaties and other international agreements of United States, 1776-1949: 


13490 


13491 


13492 


13493 


13494 


13495 


13496 


13497 


13498 


Page 





v. 2, Multilateral 1918-30 ; compiled under direction of Charles I. Bevans. 
[May 1969.] vii+1157 p. il. large 8° ([Publication 8441.]) * Cloth, 
$10.25. @ Item 899-A 

L.C. card 70-600742 S 9.12/2:2 


United States treaties and other international agreements: v. 19, pt. 1, 
1968. [1969.] [2]+1226 p. large 8° [Includes treaties and other inter- 
national acts series 6425. Text in English and French.] * Cloth, $11.50. 
@ Item 899-A 
L.C. card 53-60242 S$ 9.12: 19/ pt.1 


Vietnamese familiarization course; [by] Nguyen-Hy-Quang, Eleanor H. 
Jorden & Associates. 1969. xv-+232 p. 4° ([Foreign Service Institute, 
basic course series; edited by Augustus A. Koski.]) * Paper, $1.75. 
@ Item 872-A 
L.C. card 70-603046 S$ 1.114/2: V 67/2 


STATISTICAL REPORTING SERVICE, Agriculture Dept. 
Washington, DC 20250 


Chickens and eggs, layers, potential layers, rate of lay and egg production, 
monthly 1967-68. Mar. 4, 1969. 16 p. 4° (Pou 2-4 (3-69) ; Crop Report- 
ing Board.) 7+ A 92.9/13 : 967-68 


Commercial broilers, annual production and weekly placements, 1968. 
Mar. 6, 1969. 10 p. 4° (Pou 2-7 (69); Crop Reporting Board.) 7{ 
A 92.9/10 : 968 


Maine 1968 potato acreage, yield, size and grade survey. [Feb. 1969.] cover 
title, [2]+9 leaves, 4° [Prepared in cooperation with Maine Depart- 
ment of Agriculture, Augusta, Maine and Maine Potato Commission.] 
7 A 92.2: P 84/2 


Potatoes and sweet potatoes, estimates by States and seasonal groups, crops 
of 1967 and 1968, acreage, yield, production, price, value, farm dis- 
position, stocks. Aug. 1969. 16 p. 4° (Pot 6 (69); Crop Reporting 
Board.) 7 A $2.11/4 : 967-68 

Production of manufactured dairy products, 1968. July 1969. 63 p. 4° 
(Da 2-1 (69) ; Crop Reporting Board.) + @ Item 24-F 
L.C. card 48-47164 A 92.10/5 : 968 


SYSTEMS RESEARCH AND DEVELOPMENT SERVICE, 
Transportation Dept. 
Washington, DC 20553 


SRDS program, goals, achievements, trends, Apr. 1, 1968—Mar. 31, 1969. 
{1969.] cover title, xi+133 p.il.1pl.4 ¢ 
L.C. card 74-603216 TD 4.502 : P 94/968-69 


TARIFF COMMISSION 
Washington, DC 20436 


Canned sardines, report to the President investigation no. TEA-—I-13 under 
sec. 301(b) (1) of Trade expansion act of 1962. July 1969. cover title, 
iii+94 p. il. 4° (TC publication 291.) + TC1.2:Sa7 


*For Sale by Superintendent of Documents 
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18499 Concord grapes from Canada, determination of no injury or likelihood 
thereof in investigation AA1921-56 under Antidumping act, 1921, as 
amended. Aug. 1969. cover title, [1]+16 p. 4° (TC publication 292) 7 

TC 12:G 76/2 


13500 Summaries of trade and tariff information prepared in terms of tariff 
schedules of United States (TSUS) : Schedule 5, Nonmetallic minerals 
and products; v. 1, Cement, concrete, lime, gypsum, stone, —W 
graphite, asbestos, abrasives, and products thereof. 1969. viii+-228+ 
[36] p.4° (TC publication 293.) f 
L.C. card 68-61532 TC 1.26/2:5/1 


13501 Supplement 2 to Tariff schedules of United States annotated (1969) ; 
[Aug. 12, 1969]. 1969. [40] p. 4° (TC publication 272.) [Issued in 
looseleaf form.] * Paper, $8.00 (including supplementary service for an 
indefinite period) ; $2.00 additional for foreign mailing. @ Item 982-B 

TC 1.35/2 : 969/supp.-2 


TENNESSEE VALLEY AUTHORITY 
Washington, DC 20444 


13502 Annual report, Division of Health and Safety, fiscal year 1968. Oct. 1968. 
(3]+vi+[1]+54 p. il. 4° [Includes list of other publications.] ¢ 
L.C. card 72-603210 Y 3.T 25: 1-9/968 


13503 Horseshoe properties, quarter century of forestry progress. [1969.] cover 
title, [1]+7 p. 4° (Division of Forestry Development.) [Prepared in 
cooperation with Tennessee Department of Conservation, Division of 


Forestry.] 7 Y 3.T 25: 2H 78 
13504 TVA 1969 press handbook. [1969.] [4]+51 p. il. ({Information Office.]) + 
L.C, card 66—87813 Y 3.T 25 : 6-2 P 92/969 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


13505 Annual report of Secretary of Transportation on administration of Natural 
gas pipeline safety act of 1968. [1969.] [35] p.il.4° f 
L.C. ecard 70-603081 TD 1.10/4 : 968 


13506 24 annual report to Congress, Jan. 1—Dec. 31, 1968, on administration of 
National traffic and motor vehicle safety act of 1966. [1969.] ix+115 
p. il. 4° ¢ 
L.C. card 68-61655 TD 1.10/2: 968 


13507 Department of Transportation and marine sciences, report prepared for 
Under Secretary, Department of Transportation, by Marine Science Task 
Force, Dec. 15, 1967. [1968.] [2]+31 leaves, 4° t TD12:M33 


13508 Highway-railway grade crossing safety program. Mar. 1969. [4] leaves-+-ii 
+34 p. il. 4° [Report of Joint Action Group on Grade Crossing Safety 
of Federal Highway Administration and Federal Railroad Administra- 
tion.] ft 
L.C. card 71-603163 TD 1.2: H 53/2 


13509 Transportation information; report to Committee on Appropriations, U.S. 
House of Representatives from Secretary of Transportation. May 1969. 
(1]+xi+244 p.il.4° ¢f 
L.C. card 72-602954 TD 1.2: T 68/7 


13510 United States Department of Transportation, what it buys, where it buys, 
how it buys. Oct. 1968. cover title, [1]+26 [2] p.il.4° t TD1.2:T68/5 


13511 Urban commutation alternatives. Oct. 1968. cover title, [3]+-70 p. il. 4° 
( Office of Planning and Program Review.) tf 
L.C. card 70-603038 TD1.2:C 73/2 
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GOVERNMENT PUBLICATIONS 


TREASURY DEPARTMENT 
Washington, DC 20220 


Procedures and descriptions of forms, Office of Domestic Gold and Silver 
Operations. [Revised May 1, 1969.] [1969.] [1]+8 p. * Paper, 10c. 
T1.10:G56/4 


UNITED STATES TRAVEL SERVICE, Commerce Dept. 
Washington, DC 20230 


13th program report, United States Travel Service, annual report of 
Secretary of Commerce, Jan.—Dec. 1968. [1969.] [4]+40 p. il. 4° + Paper, 
50c. C 47.1: 968 


Statistical summary and analysis of foreign visitor arrivals, U.S. citizen 
and non-U.S. citizen departures, Apr. and Ist 4 months, 1969. [1969.] 
vi+53 p.il.4° ¢ 
L.C. card 78-603217 C 47.2: F 76 


VETERANS ADMINISTRATION 
Washington, DC 20420 


Bibliography (series). 
10-7. We ag these truths ; fpespaces by Rosemary D. Reid]. July 1969. cover 
title, 31 p. 4° + Medical and General Reference Library, wg tee ¢ 
Medicine and Surgery, Veterans Administration, Washington, DC 2042 


@ Item 983—A 
L.C. card 70—603223 VA 1.20/3 : 10-7 
VA pamphlets. + @ Item 988 VA 1.19 : (nos. ) 


05-44. Professional opportunities in Veterans Administration for psychologists 
(clinical or counseling) and pay chology technicians, psychology aids, 
op student trainees, more than 100 university affiliations, some 

50 ap — annually, over 200 work locations nationwide, in 
hospita clinics, regional offices. Aug. 1969. [4] p. 4° [Super- 
sedes VA ‘pamphlet 10-57 (Rev. Jan. 1968).] 

20-67—1. Summary of benefits for veterans with service since Jan. 31, 1955, and 

their dependents. Revised May 1969. [1969.] 7 p. 4° 


WAGE AND HOUR AND PUBLIC CONTRACTS DIVISIONS, Labor Dept. 
Washington, DC 20210 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in agriculture in Puerto Rico: pt. 1, General information. Sept. 
1968. cover title, [52] p. 4° (WH 69-105.) f L 22.2: Ag 8/3/pt.1 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in children’s dress and related products industry in Puerto Rico. 
Mar. 1969. cover title, [96] p.4° (WH 69-821) ft L 22.2: C 43/9 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in fabric and leather glove industry in Puerto Rico. May 1969. 
cover title, [126] p. 4° (WH 69-968) ft L 22.2: G 51/3 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in hosiery industry in Puerto Rico. May 1969. cover title, [68] 
p. 4° (WH 69-969) ft L 22.2: H 79/7 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in hospitals and related institutions industry in Puerto Rico: 
pt. 1 General information. Oct. 1968. cover title, iii+49+A-10 p. 4 
(WH 69-342.) ¢ L 22.2: H 79/9/pt.1 


23 Data pertinent to review of minimum wage rates under Fair labor stand- 


ards act in hotel and motel industry in Puerto Rico. Sept. 1968. cover 
title, iii+31+A-6 p. 4° (WH 69-170) ¢f L 22.2: H 79/8 


Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in industries in Virgin Islands. Oct. 1968. cover title, iii+17 
+[1]+A-63 p. 4° (WH 69-167) ¢ L 22.2: V 81/5 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
tOfficial Use. Not Available 
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13525 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in local transit industry in Puerto Rico. Sept. 1968. cover title, 
([2]+13 p. 4° (WH 69-216) ¢ L 22.2: T 68/2 

13526 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in “1966 coverage’ enterprises in wage order industries in 
Puerto Rico established before 1966. Sept. 1968. cover title, iv+42+A 47 
p. 4° (WH 69-156.) ¢ L 22.2: P96 r/31 

13527 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in restaurant and food service industry in Puerto Rico. Sept. 
1968. cover title, iii+-22 p. 4° (WH 69-171.) ¢ L 22.2: R31/6 

13528 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in selected classifications of rubber products industry in Puerto 
Rico. July 1969. cover title, [78] p. 4° (WH 69-1168) 

L 22.2: R 82/2/969 

13529 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in shoe and related products industry in Puerto Rico. July 1969. 
cover title, [143] p. 4° (WH 69-1167) ¢ L 22.2: Sh 7/3 


13530 Data pertinent to review of minimum wage rates under Fair labor stand- 
ards act in textile and textile products industry in Puerto Rico. June 
1969. cover title, [165] p. 4° (WH 69-1220.) ¢ L 22.2: T 31/3 


13531 Data pertinent to review of minimum wage rates established under Fair 
labor standards act in tobacco industry in Puerto Rico. July 1969. cover 
title, [110] p. 4° (WH 69-1376) ¢ L 22.2: T 55/5 


13532 Directory of Offices of Wage and Hour and Public Contracts Divisions. 
Revised June 30, 1969. [1969.] cover title, [64] p. 4° + @ Item 777 
L 22.2: D 62/3 

Explanatory bulletin, title 29 Code of Federal regulations. 


13533 pt. 548, subpt. B. Interpretations explaining and illustrating terms used in reg- 
ulations, pt. 548, —_— A, general regulations providing for 
authorization of established basic rates for computing over- 
time pay, under Fair labor standards act of 1938, as amended. 
[1969.] iii+11 p. 4° (WHPC publication 1266.) [Conforms 
to Code as of Mar. 21,1969.] ¢ @ Item 778 

L 22.10/2 : 548/subpt.B/969 


WATER RESOURCES COUNCIL 
1025 Vermont Avenue, N.W., Washington, DC 20005 


13534 Annotated bibliography on hydrology and sedimentation 1963-65, United 
States and Canada; prepared under auspices of Hydrology and Sedi- 
mentation Committees, Water Resources Council [by Engineering- 
Science, Inc., Los Altos, Calif.]. June 1969. xi+527 p. [Supplement to 
previous bibliographies on hydrology and sedimentation prepared in 
cooperation with or under auspices of Subcommittees on Hydrology and 
Sedimentation, Inter-Agency Committee on Water Resources.] * Paper, 
$4.50. @ Item 607-A Y3.W 29: 9/9 


WEATHER BUREAU, Commerce Dept. 
Washington, DC 20235 


13535 Naming of hurricanes. 1968. [2] p. il 4° ¢ C 30.2: H 94/6 


WOMEN’S BUREAU, Labor Dept. 
Washington, DC 20210 


13536 Weightlifting provisions for women by State. June 1969. [1]+9 p. 4° 
({WB 69-122.]) f @ Item 782 L 13.2: W 42/969 


@For Sale by Clearinghouse, U.S. Department of 
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entry numbers in the catalog. 


A 


Abernethy, Roy F., spectrochemical analyses 
of coal ash for trace elements, 13025 
Ablation, ablating and nonablating cones, 
upwash patterns at hypersonic speeds, 

1 


Abrasives, trade and tariff information, sum- 
maries, 13500 
Absorption, solar, and spectral reflectances 
for 12 metals for ——- ranging 
from 300 to 500K, 1 
Academy of Sciences, Azerbaydzhan, SSR, 
new candidates, 12909 
—- of —_, \< - aumaa SSR, presi- 
dent interviewed, 12906 
Academy of pay USSR, general infor- 
mation 7 
Acadia Jobs Corps Civilian Conservation 
Center, effectiveness and administration, 
under Economic pean act of 1964, 
GAO report, 1273 
Accelerometers, angular, SH-type seismic 
shear waves detected by means of, 12780 
Accessions index, lists, etc., see Library 
accessions. 
Accidents : 
prevention program (remarks), 13365 
radiation accident cases, emergency han- 
dling, 11966-969 
recreational boat accidents, boating safety 
programs, a reventive recommenda- 
tions, study, 
see also Airevatt ‘accldents-—Motor vehicle 
accidents—Rallroad accidents 
Acclimatization : 
fish, Seeeeenent of stocks in USSR 
waters, 12942 
man under water, USSR study, 12949 
Acounts and accounting : 
accounting and _ reporting procedures 
manual for Project Prime under re- 
source management systems, Army 
pamphlet, 11938 
re series releases, SHC, compila- 
on, 134 
Acid mine drainage, see Mine drainage. 
Acids, see names of acide. 
Acoustics, see Sound. 
Acreage allotments, see names of products. 
Actions at law, a ircraft crash litigation pro- 
vide Federal jurisdiction and body of uni- 
form Federal law, ro 12306 
Acts of Congress, see Law 
Actuarial notes, 18435 
Actuators, NERVA control drum actuator 
irradiation test programs, 22 
Acuity, comparison of systems for air con- 
duction audiometry from 8-20 KS/S, 
13000 
Aculeata, see Bees—Wasps. 
Adams Bayou, flood plain information, 12476 
Aderesese, lectures, etc. : 
j— 
Allen, James B., Jr., 12441 
Bates, George P., Jr., 11925 
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Addresses, lectures, etc.—Continued 
by—continu 
Brimmer, Andrew F. ere 12648 
Chartener, William H., 12067 
Childs, J. T., 13205 
Crooker, John H., Jr., 12024—25 
Finger, Harold B., 12808 
bson, A. ity ooe 


Jeakeen, Samuel C., 12818 

Johnson, Charles C., Jr., 13343, 13364— 
367, 13871A 

Kingman, Woodward 12807-806 

McLellan, a 6 

Martin ea Jt., ‘ wennt 


Middleton, John T., 133 
Podesta, ‘Robert A., 303065, 12387, 
12395 

Reed, John H., 18204 
Robert son, J. :* 638 
Schuyler, William E., Jr., 13317 
Seaborg, Glenn i 11965 
Stumph, Terry L., 13378 
Thomas, David D., 12597 
Tribus, Myron, Do 

MA SP series, 12994-0995 


Adhesion : 
gold to con and ee 
alloys, LE study, 131 
gold to various planes of copper studied 
with ED, 1 
Administration, see Administrative manage- 
ment. 


Administrative management : 
a and effectiveness of work 
title 5 ot and training project under 
5 of Economic opportunity act of 
O report— 
Carrell, Chariton amaretto, and Saline 
Counties, Mo., 127 
Jackson County, oe 12729 
a ta City and $t. Louis County, 
° 
Wayne icone Mich., 12731 
Army Supply management and stock fund 
activities in Korea, improvement needed, 
GAO report, 1274 is 
contractor data and reports, list, 11896 
— Gold and Silver Operations 
eseqoeres aud descriptions of 
} anne f 
guidebook for coordinators of management 
training for small business, 13410 
historic resources neat plan, Big 
National Park, 88 
management— 
literature survey, bibliography. 13064 
operating facility hand 11917 
change, 11918 
systems approach, annotated bibliog- 
raphy with indexes, 13065 
national pase system, policies, reports, 
12157-158 
New Florencia, case study for 1979 
censuses of population and housing, 
administrative requirements and con- 
trol system, 12018 
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Administrative management—Continued 
personnel responsible for radiological 
health programs, directory, 13338 


Small Business Administration, free 
management assistance publications, 
list, 13411 


staffing guide for U.S. Army training 
centers, 11937 

Administrators, representatives, Federal 
aviation regulations, 12583 
see also Hospital administrators. 

Adsorption, carbon-14-labeled stearic acid on 
soda-lime glass, 13301 

Adult education, see Education. 

Advertising, see Signs (advertising) —also 
subjects advertised. 

Advisory committees, National Institutes of 
Health, public advisory groups, authority, 
structure, functions, 13173 

Advisory Council on State Departments of 
Education, state of State Departments of 
Education, report, 12439 

AEC, see Atomic Energy Commission. 

Aerial photography 
applications to hydrobiological research 

in south Florida, 12755 
specifications, 12718 
status maps, 12671 
see also Photography. 


Aerodynamics: 
amse ponte, phages of jet V/ 
TOL m odel, effects of jet-exhaust loca- 
den, 13113 
Apollo launch escape vehicle configura- 
tion, characteristics determined during 
development, 13075 
flight-determined, aerodynamic properties 
of jet- augmented, auxiliary flap, direct- 


lift control system, corrected copy, 
13070 
see also Flight—Lift (aircraft)—Load 
(mechanics). 


Aeronautical charts, see Maps and charts. 
Aeronautics : 
aviation forecasts, 1968-79, fiscal years, 
125 
certificated pilot filght and 
schools, list, 12596 
civil aviation, international convention, 
protocol, proces-verbal, of rectification 
to French text annexed to protocol, 


ground 


13479 
Congo, civil aviation survey, final report, 
12854 


Federal aviation act of 1958— 
amend, report, 
Federal avia- 


enforcement procedures, 
tion regulations, 12583 
rule makin rocedures, Federal avia- 
tion regulations, 12583 
midair collisions in U.S. civil aviation, 
special accident prevention study, 13206 
see also Flight. 
Aerospace, see Outer s poe. 
Aerospace Research O 
Research ‘Applications Conference, 
proceedings, 11899 
OAR series, 11898—899 
Aetna Freight Lines, Inc., 
accident, 13036 
AFHRL, see Air Force Human Resources 
Laboratory. 
Africa: 
east coast, currents, 13214 
economic growth trends, 12855 
geographic distribution of shigellae, 
changes in etiological structure of dys- 
entery tn countries of Africa, character- 
istics, USSR study, 12926 
market profiles, 12068 
selected references, 11910 
west coast, tide tables, 12059 
West, rice study, 11885 
AFSCM, ace Air Force Systems Command. 
Age, limits in appetatmente to U.S. Park 
Police, report, 12263 


motor carrier 
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ged: 

Mexican-Americans 
Federal programs and services, availa- 

bility and usefulness, hearings, 12282 

outlays for medical care, 1966—68, fiscal 
years, 13436 

project report on a centralized compre- 
hensive program, —— for action for 
older Americans, 11786 

working with older people, practitioner 
and the elderly, practice guide, 13383 
Aging, full measure of life, 13171 
Aging, Special Committee on, Senate, hear- 
ings, 12282 
Aglaonema, see Araceae. 
Agricultural adjustment act, see Agriculture. 
Agricultural commodities, see Agricultural 
products. 
Agricultural credit, loans and discounts of 
lending institutions supervised by FCA, 
annual report, 12577 
Agricultural economics, see Agriculture. 
Agricultural engineering, conservation prac- 
tices, engineering field manual, 13442 
Agricultural products : 
agricultural commodities agreement with— 
Dominican Republic, 13480, 18488 
Ghana, 13487 
Iceland, 13481 
India, 13484 

agricultural production in Western Eu- 
rope, indices, 12419 


building U.S. agnemiters exports 12668 
marketing bulletins, 11 
photographs in Division of Agriculture 


ooene ‘orest Products, annotated list, 
Agritatinent Research Service : 
appropriations, report, 12254 
S series, 11787-795 
Agricultural situation, see Agriculture. 
Agricultural Stabilization and Conservation 
Service : 
annual reports— 
Alabama, 11802 


Arkansas, 11810 

California, 11811 

Delaware, 11812-11814 

Florida, 11816—817 

Georgia, 11818-819 

saver, 11820-821 

Idaho, 11822 

Tiltnols. 11823 

Indiana, 11824—825 

Iowa, 11 

Kansas, 11806—807 

Maryland, 11827 

Michigan, 11828 

Minnesota, 11829 

Mississippl, 11830-8381 

Missouri, 11832 

New Jersey, 11833-834 

North Carolina, 11835, 11836 

North Dakota, 11837 

Ohio, 11838-840 

Oregon, 11841 

Pennegivania, 11842 
Rhode Island, 11843 

South Carolina, 11844-845 

South Dakota, 11846 

Tennessee, 11848, 11847 

Texas, 11849-8506 

Utah, 11851 

Vermont, 11852 

Virginia, 11853-—854 

Washington State, 11855 

Wisconsin, 11856-—858 

Wyoming, 11860 

appropriations report, 12254 
vote for farmers of your choice, commit- 
teemen, election, general information, 
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Agricultural trade development and assis- 
tance act of 1954: 


food for peace, annual report on Public 


law 480, 12136 
ae. of Conarene Public law 480, proj- 
tI 


i , cumulative 
fist of serials, 12989 
Agriculture: 

agricultural adjustment act, amend, hear- 
ing, 12283 

agricultural economy in brief— 
Israel, 12416 
Mozambique, 12414 

agricultural prospects in Central America, 





agricultural situation in Communist areas, 
midyear review, 12 

agriculture handbooks, 11861-862 

agriculture information bulletins, 11863- 


864 
Ethiopia, survey, 12417 
Foreign Agricultural Service, miscellane- 


ous FAS—M series, 1266 9-670 
Peruvian agricultural situation, look 
ahead, 12415 


Puerto Rico, minimum wage rates, data 
pertinent to review, 1351 
USSR, scientific research, 12900 
Western Europe, situation, midyear re- 
view, 12422 
Agriculture and Forestry Committee, Senate : 
hearings, 12283—284 
reports, 12252, 12260 
Agriculture Committee, House, 
hearings, 12202 
— Department : 
propriations, report, 12254 
a saster loan programs, hearings, 12288 
leaflets, 11869—871 
marketing bulletins, 11872 
marketing research reports, 11873—874 
Syn publications, 11875 
A [progr gram aid] series, 1 
rabl cations available, list, 1 2823 
statistical bulletins, 11886 
technical bulletin, 11887 
AIB series, 11863—864 
= see International Development Agency. 
Ps 
leakage and air leakage calculations in 
mine ventilation, USSR study, 12944 
open-air testing of lethal chemicals, en- 
vironmental dangers, hearings, 12221 
spore content, determination with station- 
ary probes, USSR study, 12890 
Air bearings, see Bearings (machinery). 
Air carriers: 
acquisitions of control, unlawful saggeral 
of CAB, amend act, report, 121 
airworthiness certification and related ap- 
provals, 12593 
local service, unit costs, 12026 
promotional fares, stimulus or demon? 
(address), 12024 
Air conditioning, equipment, shipments, 
tt? al patterns of industrial growth, 


Air Force: 
information material for guidance coun- 
selors, 16 
lithograph series, 11897 
officers— 
effectiveness report as performance 


measure, research review, 11889 
estimates of OBR distributions by Air 
Force officers, 11890 
interpretation and utilizaton of scores 
e Air Force officer qualifying test, 


1 
wating, administrative communications, 
118 


Air Force Department : 
Air Force manuals, 11892 
Air Force pamphlets, 11893—895 
Assistant Secretary of Air Force (finan- 
cial a ment), nomination of 
oman wy hearings, 12286 
Re 11898-899 
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Air Force Human Resources Laboratory, 
technical reports, 11888—891 
Air Force Systems Command, manual, 11896 
Air inlets (aircraft) : 
internal- compression supersonic inlet, nu- 
merical analysis of use of perforated 
walls to oot shock location and 
movement, 1314 
Mach 2.5 -t..-. a inlet with engine 
or cold pipe and utilizing 60 percent 
supersonic internal area contraction, 
dynamic response, 13116 
mixed compression 2-dimensional inlets 
with low-angle cowls for Mach number 
range 2.70 to 1.80, characteristic design 
study, 13111 
Air navigation : 
flight navigator written test guide, 12585 
flight services handbook, change, 11919 
Air pollution : 
air pon utaoes detection by remote sensors, 
stu 
air wiles a and regulated electric power 
and natural gas industries, staff report, 
12616 
air quality control 
consultation— 
Milwaukee Intrastate, 13369 
New Jersey-New ag caeees In- 
terstate area, 13368 
Providence Interstate, 13370 
Puget Sound, 13371 
bibliography of translations, 13355 
clean air act, amend, report, 12159 
control— 
inertial separation chamber for control- 
ling air pollutants emitted by cotton 
gin plants, 11789 
photoc emical, tobacco as 
monitor, 13354 
public policy and air pollution control (ad- 
dress), 13363 
tall stacks, various atmospheric phenom- 
ena, and related aspects, 13356 
regulations (paper), 


region, report for 


sensitive 


trends in control 
13378 


Air Pollution Control Administration, sec 
National Air Pollution Control Adminis- 
tration. 

Air quality act, see Air pollution. 

Air routes, see Airways. 

Air safety, see Safety of life. 

Air scoops, ram-air-inflated balloon recovery 
systems with peripheral airscoops, low- 
speed yee inflation, and steady- 
descent characteristics, 13073 

Air service, see Aeronautics, 

Air speed, critical-speed analysis of rigid 
rotors on flexible foundations, corrected 
copy, 13066 

Air traffic: 
control, facility menegmnent, 11917-918 
holding patterns, 1 
midair collisions in U.S. civil aviation, 

1968 special accident prevention study, 


13206 
personnel, flight services handbook, change, 
11919 


see also Airports. 
Air transportation, 
carriers. 
Air University Library, special bibliography 
series, 11907-—915 
Aircraft : 
aircraft and related products, identifica- 
tion and registration marking Federal 
aviation regulations, 12583. 
airworthiness— 
one and related 


2593 
FAA directives, 12583 
aviation forecasts, fiscal years 1968-79, 


see Aeronautics—Air 


approvals, 


rocedures for products and 


certification 
eral aviation regulations, 


13583 
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Aircraft—Continued 
civil, technical standard order authoriza- 
tion, Federal aviation regulations, 12583 
Coast Guard, authorization for procure- 
ment, hearing, 12292 
effects of severe atmospheric conditions, 
USSR study, 12901 
jet V/STOL model, effect of jet-exhaust 
location on longitudinal aerodynamic 
characteristics, 1511 
large, airworthiness directiv es, summaries, 
1 


reventive maintenance, re- 


a yn 
alteration, Federal aviation 


buildi 
regula baa, 12584 
midair collisions in U.S. civil aviation, 
ose ee accident prevention study, 


military procurement Spam, 1970, 

authorize, report, 12 

noise abatement program. Federal Aviation 
Administration, 

noise nee and Federal Government 
policy, 12579 

— Federal aviation regulations, 


sonic booms, effects of operations, 12581 
supersonic jet, stall and spin, ‘critical 
regimes, 13144 
supersonic transports— 
simulation studies of some instrumen- 
tation — and operating 


problems, 
tentative standards, 


12665 
thins queeeation jets and safety (address), 
119 


airworthiness 


titles and security documents, recording, 
‘ederal aviation regulations, 12583 

U.S. supersonic at program, fuel 
considerations, 125 

verticraft / powered lift transport category 
aircraft, tentative airworthiness stand- 
ards, 12666 

VTOL, simultaneous usage of attitude con- 
trol for maneuvering determined by in- 
flight simulation, 13119 

XB-70, canard loads, canard buffeting, and 
elevon and win -tip — moments, in- 
cluding com sons with predictions, 
flight measurements, 13132 

see also Aircraft accidents—also names of 
aircraft parts. 

Aircraft accidents : 

crash litigation, provide Federal jurisdic- 
tion and oeer of uniform Federal law, 
hearings, 12306 

midair collisions in U.S. civil aviation, 
iTS special accident prevention study, 


procedures and methods of investigation 
(paper), 13205 
Aircraft automatic pilots, flight investiga- 
tion of fluidic autopilot system 13099 
Aircraft Development Service, reports, list- 
ing, 11924 
Aircraft mechanics, see Mechanics (persons). 
t r stations, Federal aviation 
regulations, 12584 
Airfields, see Airports. 
Airmen : 
administrative airmen, comparing predic- 
tion of job performance ratings from 
trait ratings, 11888 
— 900 panoramic survey of teeth, 


Airplanes 
Pating “of surfaces by hail, 
special subcommittee report, 
evaluation, 131° 


analytical 
12207 


InpEx 





Airports: 
oreepment. legal aspects (address), 
ground access problem, report on dimen- 
eS. 27 


se problem and Federal Government 
te 12579 
“ lic, affected by agreements with Fed- 
al government, list, 12589 
Washington National and Dulles Inter- 
national Airport, 1969-80, forecasts, 


12601 
Airspace utilization, see Air trafiic. 
Airways: 
legal aspects 


development, (address), 
instrument flight — off-airway routes 


cause & cure 
(address), 12597 
pot Ante pa see Aircraft. 
a 3 
Agricultural Stabilization and Conserva- 
tion Service— 
annual Congressional summary, 11802 
annual report, 11803-8004 
census of business, 1967, 
area statistics, 11982 
150th anniversary of founding, com- 
memorative medals, law, 12114 
soil survey laboratory data and descrip- 
tions, 13448 
Alaska : 
Agricultural Stabilization and Conserva- 
tion Service, annual report, 11805 
Alaska’s economy in case of national eco- 
nomic pause, fiscal strength through oil 
and gas receipts, 12611 

Alaska atives and eae 9 hire, 12610 

Army’s role in buildi Al aska, 11949 

census of business, 1967, Tetail trade, area 
statistics 11983) 

Eklutna Project, power features, field re- 
view of maintenance, 00 

Federal careers in Northwest, 12042-34 

fire danger indexes for selected coastal 
stations, summary and analysis, 12720 

land, general information, 12987 

permafrost and related engineering prob- 
ems, 

potential evapotranspiration and climate 
by Thornthwaite’s classification, 12712 

v"polley analy and economic development, 

cy fg 12612 
Alaska, pamphlet, 


retail trade, 


Army, 


coots and cranes, Federal 
governing hunting, ete. 


a. 
regulations 
61 


Alaska Power Administration : 
a gee hearin 12204 
lutna project, mec anical equipment, 
— and operation, field review, 


Alberico, Nancy nitro 
power density onl some 
tions, 13280 

Alsegeerene, N. Mex., area wage survey, 


Als uerque “ey * Cor ps Cm A Women, 
Ibuquerque, tiveness and 
aeilenttee. GAO oa 12734 
Alcohol : 
effects on decision- making with respect to 
traffic signals, 13350 
am rulings, 
bulletin, cumulative, 
plement system, 12832 
A tole f ald i i 
olo; of alder, symposium proceedings, 
12672 / 7 . 


n laser power 
esign considera- 


ete., internal revenue 
° eee sup- 


red— 

marketing, 
12700 

nitro 


pulpwood and saw logs, 





EC-121, incident ingquiry— 
hearings, 12295 

vertical-takeoff, 2 dimensional inviscid 
model of jet inpingement, analysis, 
18092 

see aleo Aircraft. 
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enrichment of 2 forest eco- 
sys 14 
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Alder—Continued 
sitka, influence on soil formation and 
microbiological succession of landslide 
of alpine origin at Mount Rainier, 12707 
Alekseyev, B. boundary layer and chemi- 
cal reactions, visise 
soot. see i 
ns, foreign visitor arrivals and non U.S. 
citizen departures, statistical summary 
and analysis 13514 
Allen, | James B., jr., remarks, July 17, 1969, 


Allen, Patton T., enhancement of viral quan- 
roe by media supplements and buffers 
1 


Alliance for progress, see Latin America. 
Allowances, see Pay, allowances, etc. 
aoe. see names of metals, etc. 
Aluminum : 
adhension of gold to Brat and oom er 


aluminum alloys, LEE wo 131 
dawsonite and nahcolite in Green River 
shales, determination, 


formation oil 
13028 


see also names of articles manufactured 
from aluminum. 
Atenaey, Ernesto, relief. pease 
Alvin —. research vehicle) : 
used to investigate variability of bottom 
reflected signals, 13213 
AM sertes, 11971 
Ambulances : 
ambulance-rescue squads, emergency handl- 
ing of radiation accident cases, 11966 
ambulance services operation of emergency 
vehicles, compendium of State statutes 
on regulation, 13341 
American Battle —w Commission, 
appropriations, report, 1219 
American history, see Mittens history. 
American Indians, see Indians. 
American Legion convention, 1968, proceed- 
ings, 12135 
American nationals, U.S. citizen and non 
U.S. citizen departures, statistical sum- 
mary and analysis, 1 
American Republics: 
foreign relations of U.S., 


papers— 
departmental edition, 13474 
document edition, 12134 
American Revolution Bicentennial 
mission : 
appropriations, report, 12171 
joint resolution establishing, amend to ex- 
tend 1st reporting date and authoriza- 
tion for appropriations report, 12266 
Amides, polyamide honeycomb core, com- 
pressive and shear properties, 12696 
Acmeaeeten, safety standards, DoD manual, 


Amphibians : 
and reptiles of Barro Colorado Island, 
Panama, with comments on faunal 
change and sampling, checklist, 13422 
endangered species, prevent importation 
and interstate shipment of— 
hearings, 12290 
report, 12190 
Analog computers, see Electronic computers. 
Analysis, see names of substances analyzed. 
Analysis (mathematics), see Mathematics. 
Analytic function models of noise and modu- 
lation, 13140 
Anatomy : 
developmental, status of research, 1968, 
nae D 13176 
human brain, device for cooling, USSR 
study, 12882 
Anderson, Bernhard H., characteristic design 
study of mixed-compression 2 dimensional 
inlets with low-angle cows for Mach num- 
ber range 2.70 to 1.80, 13111 
Anemometers, ship, heights above mean 
water level, 13244 


diplomatic 


Com- 


Do not order from index; see indicated entry 





Angles, posemetete, of trajectory-determined 
eld line intersects  premetes location of 
artificial auroras, 1 

Animals, laboratory animal act, how it pro- 

tects your dog and cat, 11882 

see also Aquatic animals—Wildlife. 

Anisetro) ve eisenberg ferromagnet, ran- 
dom 2 ee 13091 

Anaeee ~y motor carrier accident, 


Annuities, railroad retirement act, supple- 
mental, continue, amend act, hearing, 
12231 

Antarctic regions : 
oceanographic cruise summary, Ross Sea, 


13 
oral acidogenic bacteria in Antarctic, 
12998 


Antarctica, see Antarctic regions. 
Antennas: 
antenna engineering, development, USSR 
study, 129538 
Federal item identification guide, 12355 
Anti-friction bearings, see Bearings (ma- 
chinery). 
Antigens and antibodies, tissue typing anti- 
sera, catalog, 13169 
Antiserum, see Antigens and antibodies. 
Antitrust laws see Monopolies.—Trusts (in- 
dustri i. 
Antonio, anklin J., relief, 12100 
Apollo project, see Project Apollo (man-in- 
space program). 
Apollo spacecraft, see Spacecraft. 
Appalachian region : 
development act of 1965, extend, reports 
12162, 12259 
housing assistance, HUD handbook, 12810 
Appalachian Regional Commission : 
alternate Federal cochairman, nomination 
a Orville H. Lerch, heart 22 
oo hearings, 12285 
ox en rts, 


12162, 12259 

Appropriations ; 

general Govenment matters— 

969, continue law, 12116 
1970, continue— 
law, 12118 
reports, 12156, 12253 
supplemental, 969, report, 12166 
see also po Boy or names of departments, 
ete., for which appropriations are made. 

Appropriations Committee, House : 

hearings, 12203-—4 

reports, 12156, 12171, 12192, 12197 
Appropriations Committee Senate : 

hearings 12285 

reports, 12253-—254 
Aquatic animals, maneuverability, 

study, 12911 
Aqueous solutions, stannous fluoride, clinical 

evaluation, when used as constituent of 

prophylactic paste, topical solution, and 

dentifrice in Naval personnel, report after 

2 years, 13003 
Aquifers : 

artesian, in Gwandu formation, 12770 


USSR 


stream-aquifer systems, analog-digital 
models, 12754 
Araceae, revision of genus Aglaonema 


(Araceae), 18415 

Are melting, see Melting. 

Are tunnels, see Wind tunnels. 

Are welding, quality and reliability assur- 
ance handbook, materials and material 
processes series, 12377 

Arcade, N.Y., floods, information, 12528 

Area wage survey, see Wages. 

Arena, © Mex., ground water, availability, 


Argentiero, P., on the shape preserving ex- 
pansion and contraction of objects, in B®, 

Argentina, spotted tinamous and pale spotted 
tinamous, study, 13466 
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Arizona: 
Agricultural Stabilization and Conserva- 
tion Service— 
annual report, 11809 
annual summary by congressional dis- 
tricts, 11808 
Arkansas: 
Agricultural Stabilization and Conserva- 
tion Service annual summary of pro- 
gram operations by Congressional dis- 
tricts, 11810 
climate, 12559 
Arlington, Tex. : 
Cottonwood Creek floods, how to avoid 
damage, 12530 
flood plain information, 12455, 12462 
floods, how to avoid damage, 12533 
Arlington National Cemetery, general infor- 
mation, 11928 
Armed Forces: 
appropriations, 1970, military procure- 
ment, authorize, report, 12258 
defense supply, procurement regulation, 
12353 
news style guide, 11926 
procurement quality assurance, handbook, 
878 
uniformed services savings deposit pro- 
gram, 11943 
Armed Forces Information Service : 
DoD pamphlets, 11926 
posters, DoD-P series, 11927 
Armed Services Committee, House: 
hearings, 12205-8 
report, 12194 
Armed Services Committee, Senate: 
hearings, 12286 
reports, 12258, 12280 
Armed services papers, 12205-7 
Arme!l unit, see Missouri River Basin project. 
Arms control, see Disarmament. 
Arms Control and Disarmament Agency, ap- 
priations, report, 12192 
Army: 
role in building of Alaska, 11949 
tips for dependents, general information, 
11942 
training centers, staffing guide, 11937 
troop topics, 11943 
United States Army, Alaska, pamphlet, 
11949 
Army Aviation Materiel Laboratories, tech- 
nical reports, 11950—957 
Army Department: 
appropriations, 
12204 
Assistant Secretary of Army (installations 
and logistics), nomination of J. Ronald 
Fox, hearings, 12286 
bomb and hand grenade fuzes, reasonable- 
ness of prices question under three nego- 
tiated contracts, GAO report, 12748 
field manuals, 11933-936 
Korea, improvements needed in supply 
management and stock fund activities 
GAO report, 12745 
pamphlets, 11937—945 
technical manuals, 11947-948 
transportation and travel, worldwide 
travel costs guide, pamphlet, 11940 
Army Materiel Command Firing Range, Un- 
derhill, Vt., adjust legislative jurisdiction 
report, 12280 
Army National Guard, see National Guard. 
Arnold, Robert D., Alaska natives and Fed- 
eral hire, 12610 
Arrant, Lourdes M., relief, 12095 
ARS, see Agricultural Research Service. 
Arson, riots, looting, and burning, subversive 
influences, hearings, print additional 
copies, report, 12278 


public works, hearings, 


InpEx 





Artificial kidneys : 
research and development program, op- 
portunities for participation, 13175 
what it is, how it works, Spanish edition, 


1334 
El artificial rifién, que es, como trabaja, 
13340 


Arts and Humanities, National Foundation 
on, see National Foundation on the Arts 
and the Humanities. 
As the seed is sown, 12141, 12397 
Asbestos, trade and tariff information, sun- 
maries, 13500 
ASCS, see Agricultural Stabilization and 
Conservation Service. 
Ash, William J., raising ducks, 11866 
Ash content, see Coal. 
Asher, William J., conceptual design study of 
demulsification of fuel emulsions by coa- 
. yee process, 11955 
Asia: 
characteristics of geographic distribution 
of shigellae, changes in etiological struc- 
ture of dysentery Ls countries of, Asia, 
USSR study, 12926 
Fast Asia, economic growth tends, 12856 
East Asian and Pacific series, 13472 
impact of new grain varieties, 12421 
internal affairs records of Department of 
State, pamphlet to accompany micro- 
copy, 13154 

Near East and South Asia, economic 
growth trends, 12858 

south, selected references, 11914 
supplement, 11915 

southeastern, selected references— 
excluding Vietnam, 11908 
Vietnam, 11909 

Asphalt, see Roofing. 

Assateague Island National Seashore, back- 
ground study and historical base map, 
13187 

Assessments, see Taxation. 

Assistance, see Public assistance 

Associations, see names of associations— 
also subject with which association has to 


do. 
Astrogeology, contributions to astrogeology 
(series), 12780 
Astronautics: 
effect of spaceflight factors on central 
nervous system, USSR study, 12927 
manned space flight, Project Apollo, NASA 
facts, 13054 
space flight handbooks, 13058 
Astronomy : 
astronomiec latitude and their computing 
pre wo investigations in determining, 
astronomical phenomena, 13210 
Atlanta, Ga., Camp Creek and North Fork 
ae Creek floods, how to avoid damage, 


Atlantic Coast: 
Continental Shelf and slope, organic ex- 
frocks from deep core samples, study, 
‘ 
nautical chart catalog, 12060 
Atlantic Ocean : 
North— 
Coppalepeda. family 
ycloteuthidae, monograph, 13419 
Joubiniteuthidae, monograph, 13427 
edge of Gulf Stream, oceanographic 
cruise summary, 13259 
44°N 41°W, Ocean Station DELTA 
oceanographic observations, 12062 
western, shrimps of genus Penaeus, 12075 
Atlantic-Pacific Interoceanic Canal Study 
Commission : 
annual report, 12154 
appropriations, hearings, 12204 
Atlantic States: 
cost of transporting freight, 12866 





Artificial heart, implantation, USSR study, 
12948 
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Middle Atlantic region, employment sta- 
tistics, 1958-66, compilation, 12979 
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Atlantic States—Continued 
North Atlantic slope basins, surface wa- 
ters, quality, 12801 
regional reports, Middle Atlantic region, 
f2979- 


98 
South Atlantic slope basins, surface wa- 
ters, quality, 12801 
Atlantic Underwater Test and Bvaluation 


Center : 
AUTEC sediment deposition/erosion study, 
interim report, 13219 
taut wire buoy omer, for environmental 
monitoring in AUTEC, 13231 
Atmosphere : 
atmospheric paths of sight, directional 
reflectance, 13306 
attenuation of microwave radiation for 
paths through at elevation angles, 18279 
hemispheric teleconnections of mean cir- 
= anomalies at 700 millibars, 
125 
severe atmospheric conditions effects on 
aircraft, USSR i f 12901 
spacecabin, removal of acid gases and ox- 
ides of nitrogen, 13049 . 
tall stacks, various atmospheric phenom- 
ena, and related aspects, 13356 
transfer of microwave radiation, trans- 
actions of Main Geophysical Observa- 
tory, Im. F.I. Voyeykov, 13150 
upper— 
atmesgeere and space, USSR research, 
12 
electrostatic fields, measurement in 
earth’s atmosphere, 12957 
Atmospheric Physics and Chemistry Labora- 
tory, weather modification program, sym- 


posium, 12576 
At pherie Sci 8 ianwerts Soviet litera- 
ture accessions, guide, 12575 
Atomic energy: 
civilian nuclear power, steam-cooled fast 
breeder reactors, 1 
cooperation for civil uses, agreement with 
urkey, —_ of safeguards by 
IABA, 1348 
NERVA control drum actuator irradiation 
test program, 13122 
products, current industrial reports, 12005 
Atomie Energy Agency, International, see 
International Atomic Energy Agency. 
Atomie Energy Commission : 
research and development report, 
11959—964 
appropriations, authorizing— 
law, 12129 
report, 12250 
Atomic Energy Joint Committee, report, 
122 





Atomic power plants, see Nuclear reactor 
power plants. 

Atomic weapons, see Weapons. 

Atomization, dynamic response of liquid jet 
atomization to acoustic oscillations, analy- 
sis, 13117 

Atoms, atom’s expanding role in industry 
(remarks), 11965 

Attachment, exemptions, in case of nonresi- 
dents, amend D.C. code, report, 12176 

Attenuation : 
and backscattering of infrared radiation 

by ice fog and water fog, 1193 
microwave radiation for paths through 
atmosphere, 13279 

Atterbury Job Corps Center for Men, Bdin- 
burg, Ind., effectiveness and adm{inistra- 
tion, GAO report, 12735 

Attitude control, see Aircraft—Satellites— 
Spacecraft. 

Auctions, livestock, how packers and stock- 
yards act applies, 1187: 

Audiometry, ——- of 7 systems for air 
ceaepeticn audiometry from 8-20 KC/S, 


Auditing, see for audit reports, names of 
corporations, etc. 


Do not order from index; see indicated entry 





Auditory acuity, see Acuity. 

Auditory system, see Hearing. 

Augers, can augur planting improve survi- 
val of Douglas-fir seedlings? 12703 

Auroras, artificial, predicting location, para- 
metric angles of trajectory-determined 
field line intersects, 18074 

Australie, lights and fog signals, list, change, 


AUTEC, see Atlantic Underwater Test and 
a ae Center. 
utomatic data processing ulpment, see 
Electronic data processing & stems. 
Automatic picture transmission, ground 
equipment, weather satellite picture re- 
ceiving stations, inexpensive construction, 
report, 13063 
Automation : 

automated control, data processing, prog- 
ress made, USSR study, 12984 

automatic planning, accounting and con- 
trol systems in coal industry, USSR 
etetyy 12930 

Automobile license plates, congressional au- 
tomobile tags, issuance of additional one 
to each Member of Congress, authorize, 

report, 12181 

Automobile men, see Mechanics (persons). 

a tags, see Automobile license 
es. 

Automobiles : 

Canadian agreement, operation of automo- 
tive products trade act of 1965, annual 
report, 12293 

excise tax rates, continue, report, 12270 

Autopilots, see Aircraft automatic pilots. 
ary N.J., floods, how to avoid damage, 
Aviation, see Aeronautics—iAircraft. 
Aviation accidents, see Aircraft accidents. 
Aviators : 

certificated "ee flight and ground schools, 
list, 1259 

flight navigator written test guide, 12585 

Azerbaydzhan, Soviet Socialist Republic, 

Acomemy of Sciences, new candidates, 


Bacteria and bacteriology : 
—_ se bacteria in Antarctic, 


screening for bacteriuria, 13372 
Bacteriuria, see Urine, 
Bader, J.S. : 
ground-water data as of 1967— 
central coastal subregion, Calif., 12772 
Sacramento basin subregion, Calif., 


773 
San Joaquin basin subregion, Calif., 
mid 
Badger Creek, Badger flats beryllium area, 
Park and Jefferson Counties, Colo., geol- 
ogy and beryllium deposits, 12781 
Baffin Bay, oceanographic cruise summary, 
13228, 13260 
Bahamas, comparison of synoptic tempera- 
ture-depth observations in Tongue of 
Ocean, 13227 
Bail, policy and determinations, administra- 
tion of justice in D.C. during and after 
civil disorders of Apr. 1968 and in riot- 
related prosecutions, 13322 
Bail Agency : 
District of Columbia— 
staff, increase, report, 12255 
supervision of all persons released on 
nonsurety release, ete., report, 12255 
Bairdia, revision of recent Bairdiidae (Ostra- 
coda), 13182 
Balance of payments, interest equalization 
tax act on foreign securities, extend, re- 
port, 12191, 12198 
Ball, Robert M., social security today, dis- 
cussion of some current issues in social 
security, 13439 
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Balloons, ram-air inflated balloon recovery 
systems with peripheral airscoops, low- 
speed deployment, inflation and steady- 
descent characteristics, 13078 

Baltic Sea, sailing directions, change, 18262 

Bands (music) : 

Diatwiet of Columbia Metropolitan Police 
Department Band, include members of 
Fire Department, etc., report, 12178 

Banking and Currency Committee, House 
hearings, 12209—210 
report, 12195 

Banking and Currency Committee, Senate : 
neariaga, — 
report, 

Bankruptcy, laws, 1968, study, report, 12248 

Bankruptcy Laws of United States Commis- 
sion, establish, report, 12245 

Banks, Bruce A., fabrication process for glass 
coated electron bombardment ion thruster 
grids, 13107 

Banks and banking : 
bank holding company act amendments, 

report, 12195 

bank holding company act of 1956, amend 
report, 12195 

bank prime loan rate (statement), 12649 

credit for purchasing or carrying— 
margin stocks, regulations, 12646 
registered stocks, regulations, 12647 

District of Columbia, installment loans, 

charge or deduct interest in advance— 
hearing, 12211 
report, 12183 

on cutting corners (remarks), 12638 

prime interest rates, increase, investiga- 
tion hearings, 12209 

see also Federal Reserve member banks— 
National Banks. 

Baraona, Cosmo R., effects of nickel on per- 
formance of N on P silicon solar cells, 
13136 

Barrels, steel shipping, current industrial 
reports, 1200 

Barrett, James W., crop-tree thinning of 
ponderosa pine in acific Northwest, 
12 


Barro Colorado Island, Panama, amphibians 
and reptiles, with comments on faunal 
change and sampling, checklist, 13422 

Barsis, A. P., analysis of propagation meas- 
urements over wrrequies terrain in 76— to 
9200-MHz range, 12569 

Barstow, Calif., floods, Mojave River, 12522 

Barwick, Atwood 8., Project FLOOD, report 
on data collected by Mine division 48, cen- 
tral Mediterranean Sea, May, 1965, 13235 

——, a C., spacecraft oceanography, 
13 


Bates, George P., Jr., address, Oct. 7-11, 
1968, 11925 

Bates, Roger G., Blectrochemical Analysis 
Section, commer of activities, July 1968— 
June 1969, 1316 

Bathymetric charts, see Maps and charts. 

Bathymetry, marine magnetic and bathy- 
metric profiles, Gulf of California, 13257 

Bathyteuthis, see Squids. 

Bathythermographs, BT profiles, free field 
rapid access format, 13261 

Batterton, Peter G., dynamic performance 
analysis of fuel-control valve for use in 
airbreathing engine research, 13112 

Battlement Mesa project, interrelationship 
with resources and management of Grand 
Mesa National Forest, water resource de- 
velopment impact survey, report, 12727 

BDSA, see Business and Defense Services 
Administration. 

Beams, see Ion beams—Molecular beams. 
Bean, B. R., radio-physical studies of evapo- 
ration at Lake Hefner, 1966-67, 12571 

Bearings (machinery) : 
anti-friction bearings, manufacturers’ ship- 
ments and unfilled orders, 11972 
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Bearings (machinery) —Continued 
bearing tests at 400° and 450°F, effect of 
oxygen concentration on advanced ester 
lubricant, 13082 
herringbone-grooved air-lubricated journal 
bearings, experiments on steady-state 
characteristics, 1313 
Bearss, Edwin C.: 
ferryboat Ellis Island, transport to hope, 
13186 


general background study and _ historical 
base map, Assateague Island National 
Seashore, 13187 
Beasley, W. D., laboratory investigation of 
N-wave focusing, 18100 
Beautification, highways, outdoor advertis- 
ing, control, amend U.S. Code, hearings, 


123821 
Becker County, Minn., community action pro- 
gram, effectiveness and administration, 

3A0 report, 12737 

oy Mass., floods, how to avoid damage, 
124 

Beef cattle, see Cattle. 

Bees: 

Egyptian solitary wasps and bees and 
their associates (Hymenopterea: Acu- 
leata), life history notes, 0 

sound perception in the honeybee, experi- 
mental proof, USSR study, 12916 

Beetles, see names or classes of beetles. 
Beloit, Wis. : 
flood = information, 12475 
we 3 zoee flooding, how to avold damage, 
Bending moments, see Moments. 
Bentleyville, Pa. : 
flood plain information, 12472 
floods, how to avoid damage, 12485 
Berg, Otto E., Pioneer 8 cosmic dust experi- 
ment, 130 
Bering Sea, northern, USCGC Northwind 
oceanographic cruise, report, 12063 
Bering Strait, USCGC Northwind oceano- 
graphic cruise, report, 12063 
Berry, Brian J. L., metropolitan area defini- 
tion, re-evaluation of concept and statiscal 

practice, 12023 

Beryllium, deposits of Lake George (or 
Badger Flats) beryllium area, Park and 
Jefferson Counties, Colo., 12781 

BES series, 12444 

Beta decay, excited states of xenon-130 pop- 
ulated by beta decay, 18110 

Bethyloidea, Bredin-Archbold-Smithsonian 
biological survey of Dominica, Bethyloida 

(Hymenoptera), 13417 

Beuter, John H., Webb-Pomerene export 
trade associations and wood products in- 
dustries or can Webb-Pomerene act help 

Tens i. more processed wood to Japan? 

Bevans, Charles I., treaties and other inter- 
national agreements of United States, 

1776-1949, compilation, 13489 

Bibliography : 


910 
air pollution translations, 13355 
Air University Library series, 11907-—915 
et Development Service reports, 


bi of war, selected references, 11913 
sia— 
south, selected references, 11914—915 
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Birds : 
Kirwin National Wildlife Refuge, list, 


13454 
Minidoka National Wildlife Refuge list, 
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for calculation of theoretical load distri- 
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Bloch, Richard B., oceanographic cruise sum- 
a North Atlantic edge of Gulf 


1 
Blocks, de design of experiments as doubly tele- 
scoping sequences of blocks with applica- 
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drying of fence posts, 09 
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Bottom sediment charts, see Maps and charts. 
Botulism, outbreak in California hearings, 
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Boulder County, Colo., flood plain informa- 
tion, 124638 

Bosptary layer, and chemical reactions, 


146 
Bourkland, Martin T. : 
oceanographic cruise summary— 
Davis Strait, 13254 
western Greenland Sea, 13221 
Bourquin, Larry B., investigations in deter- 
mining astronomic latitudes and their 
computer programs, 13226 
Boving, P. A., box ejector for insect distribu- 
tion from helicopter, 11791 
Bowen, C. W., installation of high-reduction- 
tea transmission in UH-—1i helicopter, 
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box ejector for insect distribution from 
helicopter, 11791 
wood, preservative treatments for pro- 
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study, 12882 
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Breaker, Laurence C. : 
magnitude of temperature variability at 
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1 
variability of bottom reflected signals using 
deep research vehicle Alvin, 18213 
Breakfasts, school breakfast preeram, meals 
for needy children, provide temporary 
emergency assistance, report, 12187 
Bredin-Archbold-Smithsonian biological sur- 
vey of Dominica, 13417-418, 13428 
Breeding, see names or classes of plants or 
animals. 
Bremsstrahlung radiation, investigation of 
production in spacecraft materials, 13042 
Breslau, Lloyd: 
riverbank echo-ranging system for riverine 
positioning, 13247 
technique for locating of buried sand and 
gravel deposits in shallow-water areas, 
13246 
Brimmer, Andrew F.: 
addresses, etc.— 
July 9, 1969 
July 25, 1969, 12648 
British Columbia, Columbia River basin, 
Okanogan and Kettle Rivers, river mile 
index, 13310 
British Solomon Islands, poant quarantine 
import requirements, 11799 
Brosqeasting, see Radio broadcasting—Tele- 
vision. 
Broadwoven goods, see Textiles. 
Broilers, see Chickens. 
Srokers, credit, regulations, 12644 
Bromine, minerals yearbook chapter, 13007 
Broome, Joseph H., industrial Si cleaning 
equipment shipments and end use, 11974 
Brown, John N., reappointment as citizen 
rorent of Smithsonian Institution, law, 
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oqres** plan, Big Bend National Park, 


Bruce, David, charts for determining sam- 
pling rate and number in sample, 12701 

Bruce, James A., oceanographic cruise sum- 
mary, marine hiofouling studies tn Mon- 
tego and Oyster Bays, Jamaica, 138253 

Bryant, Melrose, Europe, western, selected 
references, 11912 

BT, see Bathythermographs 

Buckley, Donald H. : 
adhesion of gold to various planes of cop 


InpEex 





per studied with LEED, 13094 


Page 126 








Buckley, Donald H.—Continued 
LEED study of adhesion of gold to copper 
and copper-aluminum alloys, 1312@ 
Budget of United States : 
1970— 


amendment, proposal, 12247 
supplemental, proposal, 12152 


planning-programming-budgeting system,. 


analysis and evaluation of public ex- 
penditures, print additional copies, re- 
port, 1227 
Buffeting loads, see Loads (mechanics). 
Bors. see names of bugs. 
Building : 
construction e' 
ceedings, 1339 
construction reports, residential altera- 
tions and repairs, 11997 
industrialized building, comparative 
analysis of Buropean experience, spe- 
cial report, 12812 
permits, 11996 
Building science series, 13156 
Building trades, health and safety in Fed- 
eral and federally financed construction 
prapects, promote, report, 122 
Building U.S. agricultural exports, 12668 
Buildings : 
multistory frame, design of structures to 
resist effects of atomic weapons, 11947 
prefabricated, industrialized building, 
comparative analysis of European ex- 
perience, special report, 12812 
Bulgaria, mineral industry, minerals year- 
book chapter, 13013 
Bulletins, see Farmers’ bulletins—aleo names 
of departments, etc., issuing bulletins— 
also subjects. 
Bump, Gardiner, study of spotted tinamous 
7 eg spotted tinamous of Argentina, 


meers conference, pro- 


Bunting, Donald C., ship anemometer heights 
above mean water level, 13244 
Buoys: 
static configuration of tri-moored, sub- 
surface, buoy-cable age | acted on by 
current-induced forces, 13297 
taut wire buoy array for environmental 
monitoring in AUTEC, 13231 
Burbank, Jeanne, positive plate of lead-acid 
cell, critical review of recent literature, 
13287 
Burk, Sanger M., jr., low-speed deployment, 
inflation, and steady-descent characterts- 
ties of ram-air-inflated balloon recovery 
systems with peripheral airscoops, 13073 
Burks, B. D., species of Spalangia latreille 
in U.S. National Museum collection (Hy- 
menoptera: Pteromalidae), 13416 
Burning, see Arson. 
Burroughs, Lester R., evaluation of advanced 
gear-forging techniques, 11954 
Business : 
and OEO, partnership against poverty, 
12402 
census— 
retail trade area statistics, 11982-990 
wholesale trade area statistics, 11991- 


9 
CODASYL COBOL journal of develop- 
ment, 13157 
development loans, who can borrow, how 
to apply, 12388 
income tax returns, statistics 12839 
losses from operating a business, tax In- 
formation, 12835 
overseas business reports, 12068-70 
small business— 
and economic development in negro 
community (statement), 12648 
guidebook for coordinators of manage- 
ment training, 13410 
silver sales limited to, Treasury Dept., 
GAO report, 12750 
small marketers aids, 123412 
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Business—Continued 
working with perete es rise, — 
operations of Office rivate 
sources, 12863 
Business and Defense Services Administra- 
tion, publications for business, 11973 
Buying, see Purchasi 
Byars, Gaye, Asia, sou heastern, selected un- 
classified references— 
excluding Vietnam, 11908 
Vietnam, 11909 
Byrne, Robert, economic factors affecting 
level of domestic petroleum reserves, 
12244 
Cc 


C&MS, see Consumer and Marketing Service. 
C/HS pamphlet, 12398 
CAB, see Civil Aeronautics Board. 
Cabinets, and racks, Federal item identifica- 
tion guide, 12356 
Cables, static configuration of tri-moored, 
subsurface, buoy-cable array acted on by 
current-induced forces, 13297 
see Central American Common 
Market. 
Calculations, see Numerical calculations. 
Cadavers, use of cadaver blood and aspects 
of homoplasty, selections from scientific 
meeting, USSR study, 12925 
Cadmium, minerals yearbook chapter, 13008 
Caguas, Puerto Rico 
ood plain information, 12451 
floods, how to avoid damage, 12486 
inundations, Spanish edition, 12545 
aes iver: 
aguas, Puerto Rico, inundations, how to 
avoid camege, Spanish edition, "12545 
flood plain in: yr 12461 
Calaveras Creek, San Antonio River Basin, 
Tex. 1966, Ek ~R., of hydrologic data, 


12761 
Calcium, and calcium compounds, minerals 
yeerbook chapter, 13009 
California : 
Agricultural Stabilization and Conserva- 
tion Service, annual report, 11811 
botulism outbreak, hearings, 12238 
census of business, 1967, retail trade, area 
statistics, 11984 
desert, recreation study, 12985 
ground water data, 1967— 
central coastal subregion, 12772 
Sacramento basin subregion, 12773 
San Joaquin basin subregion, 12774 
California, Gulf of, marine magnetic and 
bathymetric profiles, 13257 
Camber (aircraft) : 
symmetrical and cambered delta wing con- 
: ration at Mach numbers from 2.0 to 
7, experimental and theoretical in- 
a ny 
Cameras, 350° penoramlc camera for under- 
water use, 13 
Cameroon, economic trends and their impli- 
cations for United States, 12848 
Camp Creek, floods, metropolitan Atlanta, 
Ga., how to avoid damage, 12525 
Campbell, James F., experimental flow 
properties in wake of 120° cone at Mach 
number 2,20, 13135 
Camping, and picnicking in Eldorado Na- 
tional Forest, 12673 
Camps, Youth camp safety survey act, hear- 
ing, 1221 
Canada : 
automobile agreement, operation of Auto- 
motive products trade act of 1965, 
annual report, 12293 
concord stapes, Tariff Commission investt- 
gation, 1 
Canal Zone: 
code, amend, report, 12188 
azeteer, official standard names, 12753 
nsurance business, annual report, 11981 
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Canal Zone Government, cash relief pay- 
ments to former employees to provide cost 
of living adjustments, amend Canal Zone 
code, report, 12188 

Canandaigua Outlet, Ontario and Wayne 
Counties, N.Y. floods, keep damages low 
by building high, 12526 

Cancer : 
oral care for oral cancer patients, confer- 

ence, 13359 
screening, message to women, 13345 
Coneses foods, see names or Classes of foods 


Cauright: R. ~ i pute tine aha and 
structure of time-sharing 
calculator Cae. Mm e125 

Cantaloupes, see Muskmelons. 

Cany Creek, Jackson, Miss. vicinity, floods, 
how to avoid dam e, 12527 

CAP (Community ction a nearame), see 
Economic unt Ns Jy fo 

Cape May Coun 
amage, 124874 

Cape Romain National Wildlife Refuge, gen- 
eral information, 13452 

Capital of United States: 

ational Capital transportation act of 
1969, Federal contribution for transit 
development program, report, 12257 
vertical a Ss water vapor over 
Washington, D. 6 
see also District of ‘Columbia. 

Caprara, Alfredo, relief, 12155 

Car, Martial : 
oceanographic cruise summary— 

dye dispersal study in Da Nang Bay, 
Republic of Vietnam, 13229 
Ross Sea, Antartica, 1 13241 

Caramanzana, Maria P., relief, 12083 

Carbides, p-— strengthened. ue = 

amic strain it - g. 13 
see 4 ilicon carbid afnium em 

Carbon dioxide, effect on vision of repeated 
exposure, 1 

Carbonates, dawsonite and nahcolite in 
Green River formation oil shales, deter- 
mination, 1 8 

Carbonic anhydrase, erythrocyte, maximum 
rate analysis, in hypercapnic guinea pigs, 


1 1 

Carbonization, wood waste, 13026 

Cardiac activity, see Heart. 

Careers, see Civil service—Government offi- 
cials and el 

Cargo, one, Shipments—Ships 

Carison, B., experimental ‘and Presetical 
investigation of striations in HE—NDP laser, 


1304 

Caron, Paul R.: 

laboratory study of microwave radiometric 
techniques for re-entry plasma meas- 
urements, 13087 

plasma generation eatag ,aree V-groove 
cathode discharge, 130: 

Carriers, see Motor carriers. 

Carroll County, Mo., work experience and 
training project, administration and effec- 
tiveness, GAO repo 28 

Carter, Arthur W., effects of jet-exhaust lo- 
cation on longitudinal eepenveamse char- 
acteristics of jet V/STOL model, 13 

Cartography, wi Maps and charts, 

Casper, Wyo., fi plain information, 12458 

Castle Garden gt. depot, 1855-90, 

history, 131 1838 

Catalogs : 

Coast Guard Academy, 12064 

tissue typing antisera 13169 

United States nautical chart catalog, At- 
lantie and Gulf Const, Puerto Rico and 
Virgin Islands, 1 0 

water data eibition index, 12777 

water resources research, 1 2837 

Coes sts, pow Kg eA combustion 

ionization effect of oxygen concentra- 
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Cathode rays, plasma generation ues using large 
V-groove cathode discharge, 085 

ey War Veterans and civil defense, 
12030 


Cats, cabeseny, animal act, how it protects 
your cat, 1 

Cattaraugus Creek, floods, 
12528 


Cattle, beef cattle breeding, 11868 

Cattle ranches, see Ranches. 

Causes and Prevention of Violence, National 
Commission on, see National Commision 
on Causes and Prevention of Violence. 

Cavicchi, Richard H., critical-speed analysis 
of rigid rotors on flexible foundations, cor- 
rected copy, 1 

Cavitation, pump,  iltea for various 
liquids, liquid temperatures, and rotative 
speeds, method for prediction, 13096 

Celadonite, studies, 12783 

Celestial mechanics, analysis of satellite 
positional uncertainty by statistical me 
chanics, 13080 

Celina, Tenn. : 
flood plain information, 12456 
floods, how to avoid damage, 12492 

Cells, human cytomegalovirus, harmful ef- 
fect of 6-azauridine on replication, USSR 
study, 12943 

CEMA symposium on atomic power stations 
as ast reactors, USSR studies, 12912- 


information, 


Cement, trade and tariff information, sum- 
maries, 13500 
Census: 
business— 
retail trade area statistics, 11982—990 
—— trade area statistics, 11991-— 


confidential, census confidentiality, how it 
grew, 11995 

governments, final reports, 11993—994 

new census, methods for seasonal adjust- 
ment of foreign trade data, technical 
notes, 12020 

New Florencia, case study for 1970 cen- 
suses of population and housing admin- 
istrative requirements and mapping, 
administrative control system, 1201 

1970— 


census and legislation related thereto, 
hearings, 12240—242 
oy the plans, 12022 

Census Burea 

ar classifications, comparison of 
U.8. and international ‘standards, 12021 

technical paper, 12021 

working paper, 12023 
Centipedés, tracheotaxy as generic criterion 
in Himantariiidae, with proposal of 2 
new Bothriogastrine We aa Chilopoda : 
Geophilomorpha), 
Central America: 
agricultural ——. report, 
a of geographic dictribation 
of shigelae chanses in etiological struc- 
ture of dysentery in countries of, USSR 
study, 12926 

records of eet. of State, pamphlet ac- 
ouster microcopy, political rela- 
tions w ith 8. and other States, 18153 

United States assistance to onal or- 
ganizations, briefing papers, 

Central American Common Market, United 
States assistance to regional organiza- 
tions, briefing papers, 1 0 

Central nervous system, see Nervous system. 

Central States: 
cost of transporting freight, 12867 
south —:° region, 970-90 electric 

power, 1 
south, home trait garden, 11869 

Central Valley fro eSios San Luis unit, gen- 

eral informa 
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Centralia, Wash. : 
flood plain information, 12452 
floods, how to avoid damage, 12493 

Cephalopods, Cephalopoda of North Atlantic, 

family Cyloteuthidae, monograph, 13419 
see also Squidds. 

Certification of air carriers, Ad Air carriers. 

Chad, ganene basic data, 12069 

Chad Basin, Bornu and Dikws Ewmiration, 
saeere we ground water, avail- 
ability, 

“ohio, Re, Lake and Cuyahoga Counties, 

foe flood damages need not increase, 

Chalmette Pama Historical Park, master 
pian, 

Chamber devices, inertial separation cham- 
ber for controlling air pos utants emitted 
by cotton gin plants, 11 

Chancelleries : 

Chancery act of 1964, amend report, 


12175 
foreign, in D.C., regulate location, amend 
grandfather clause in act, report, 12175 
Chandler, Edwin E., water spectrum, 12555 
Channel Islands, oceanography, Sept.—Oct. 
1965, 13268 
Channels: 
sand-channel 
characteristics of wetr. 
studies of flow in alluvial channels (se- 
ries), 9 
Character, trait ratings for aircraft me- 
chanics and administrative airmen, com- 
paring ee of job performance 
ratings from, 11888 
Charcoal, beds, residual gas life, COz pulse 
technique for determination, bench-seale 
studies, 18282 
Chariton County, Mo., work experience and 
training porject, administration and effec- 
tiveness, GAO report, 12728 
Charlotte, N.C., area wage survey, 12967 
Chartener, William H., address, Jan. 2, 
1969, 12067 
— three different techniques of color 
be ya applied to chartering and 
rinting, 1 
Cheektowa a, aty.: 
flood plain information, 12477 
floods, how to avoid damage, 12537 
bey River, flood plain information, 


Chehalis, Wash : 
flood plain information, 12452 
floods, how to avoid damage, 12493 
Chemical industries, see Chemicals, 
Chemical reactions and boundary layer, 
13146 
Chemicals: 
chemical plants, investment and operating 
costs, bibliography, 13011 
lethal, open-air testing of, environmen- 
tal dangers, hearings, 12221 
physicochemica! proeesvas of processes of 
microbiological oxidation of petroleum 
hydrocarbons, USSR study, 12876 
Chemism and physicochemical properties of 
processes of microbiological voxidation of 
pertoleum hydrocarbons, 1287 
Chemistry physics and Gaaaeey of nuclea- 
toa, f+: Skywater conference proceed- 
ngs, 
see also Sur..ce chemistry. 
Chi Jen Feng, see Feng, Chi Jen. 
Chicago and Northwestern RR, accident, re- 
port, 12626 
Chicago, Milwaukee, St. Paul and Pacific 
RR, accident, report, 12626 
Chickens : 
commercial broilers, production and weekly 
placements, 13493 
layers and egg production, 13492 
Chicory, roots, crude, elimination of duty, 
law, 12126 
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Child development, see Children. 

Child labor, District of Columbia, employ- 
ment of minors, amend act rel. to vacation 
work permits, report, 12184 

Children : 
aid to families with dependent children, 

Federal participation, repeal limitation 
in program, law, 12126 
Child nutrition act of 1966, meals for 
needy children, provide temporary emer- 
gency assistance, report, 12187 
disadvantaged, Head Start child develop- 
ment centers— 
good nutrition, 12405 
paysicans and Project Head Start, 
24038 


food service programs under National 
school lunch act, meals for needy chil- 
dren, provide temporary emergency as- 
sistance, report, 12187 
marriage, fertility and childspacing, 12011 
Children’s clothing, see Clothing. 

Childs, J. T., paper, Oct. 17, 1968, 13205 
Childs, T. W., elytroderma disease of pon- 
derosa pine in Pacific Northwest, 12711 
Chile, economic trends and their implications 

for United States, 12849 
Chilopoda, see Centipedes. 
China : 
Communist China and its cultural revolu- 
tion, Soviet analysis, 12 
foreign relations of U.S., diplomatic pa- 


pers— 
departmental edition, 13473 
document edition, 121383 
China Sea, see South China Sea. 
Chiropody, regulating practice of podiatry 
in D.C., amend act, report, 12177 
Choha, DeForest D., three different tech- 
niques of color separation applied to chart- 
ing and printing, 13243 
Christian, Pauline B., annotated list of pho- 
tographs in Division of Agriculture and 
Forest Products, 18414 
ee Del., floods, how to avoid damage, 


Chuang, K. C., feasibility of using optical 
correlation technique for detecting im- 
pending fatigue failure, 11957 
Chuckchi Sea, USCGC Northwind oceano- 
graphic cruise, report, 12063 
Churches, District of Columbia, prohibit 
picketing within 500 feet of any church, 
report, 12172 
Cincinnati, Ohio, area wage survey, 12969 
CINTPRFOR, see Inter-American Center for 
Research and Documentation on Voca- 
tional Training. 
Circuit Court of Appeals, judge, nomination 
of Roger Robb, hearing, 12309 
Circuits, monolithic, holographic microscopy 
for determination of failure mechanisms, 
13051 
Circulars, see names of departments, etc., 
issuing circulars. 
Cities and towns: 
city government finances, 12016 
economic development of communities (re- 
marks), 12395 

economic development of inner city goals 
(address), 12887 

finances of municipalities and township 
governments, 1967, census of govern- 
ments, 11994 

HEW cities handbook, 12803 

metropolitan area definition, re-evaluation 
of concept and statistical practice, 12023 

metropolitan areas and counties, estimates 
of population, July 1, 1966, summary re- 
port, current population report, 12015 
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Cities and towns—Continued 
model cities, hearings, 12210 
science & technology and the cities, Panel 
on Science and Technology, 10th meet- 
ing, proceedings, 12148 
transportation —s program, urban- 
ized area directory, 13385 
urban commutation alternatives, 13511 
urban outlook, films, filmstrips, slides, and 
audiotapes, bibliography, 12816 
urban storm water runoff, selected ab- 
stracts, 12663 
Citizens of United States, see American 
nationals. 
Citrus fruit, research conference, program 
and abstracts of papers, 11801 
Civil Aeronautics Board : 
air carriers, acquisition of control, unlaw- 
ful Lng == AB approval, amend act, 


report, 

regulations, 12027 

Civil aviation, see Aeronautics. 

Civil defense, see Civilian defense. 

Civil Defense Office : 
appropriations, 1970, hearings, 12285 
leaflets, 12028-34 
miscellaneous publications MP series. 

12035 

Civil disorders, see Riots. 

Civil disturbances, see Riots. 

Civil law, actions involving aviation and 
space activities, service of process, hear- 
ings, 12306 

Civil righte : 

American Indian, model code to govern 
administration of justice, etc., estab- 
lish, ort, 12262 

we hold these truths, bibliography, 13515 

Civil Rights Commission, appropriations, 
1970, report, 12192 

Civil service : 
evaluation of employees for promotion and 

internal placement, 12046 

examination announcements— 
clerk, 12040 
educators and librarians, amendment, 


12038 

engineering equipment operators, amend- 
ment, 39 

hospital administration, resident, VA, 


120 
librarians, Veterans Adminstration in- 
stallations, 12051 
medical officer, dental officer, 12052 
mineral industries safety officer, amend- 
ment, 12037 
— operators, amendment, 
trainees in vacation work-study pro- 
grams, engineering, physical sciences, 
mathematical sciences, 53 
Federal careers in Northwest, 12042-43 
Federal merit promotion policy, 12045 
Federal personnel manual, supplements, 
12046-47 


job grading standards— 
electrician, 12048 
elevator operator, 12049 

job grading system for trades and labor 
occupations, Federal personnel manual 
supplement, 12 

@ job qualification system for trades and 

labor occupations, 12050 

pay structure of Federal civil service, 
12055 

supergrade positions, additional, hearings, 
12318 


your first job...a key to your future, 
remember Uncle Sam when it comes to 
choosing an employer, 12054 
Civil Service Commission : 
appropriations, 1970, hearings, 12285 
pamphlets, 12054—56 
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Civil service pensions : 
retirement system— 
Federal enoere facts, 12044 
financing and benefits, amend U.S. Code, 
hearings, 12317 
Civilian defense : 
B'nai B'rith, and civil defense, 12031 
Catholic War Veterans and civil defense, 


12030 
civil defense, program, status, 12035 
DAV and civil defense, 12032 
education, lifetime of learning, 12436 
partners in defense, Veterans of Foreign 
Wars, 12028 
port preparedness, film, 12034 
Reserve Officers Association and civil de- 
fense, 12033 
Retired Officers Association and civil de- 
fense, 12029 
Civilian nuclear power, evaluation of steam- 
cooled fast breeder reactors, 11964 
Claims, civil action for damages arising out 
of operation of aircraft, provide Federal 
jurisdiction and body of uniform Federal 
law, hearings, 12306 
Clarion, Pa., motor carrier accident, 13036 
Clark, B. Davis, basic waste characteristics 
at winter recreation areas, progress report, 


12654 
Clark, Robert Newhall, analysis of oscilla- 
tions in pulse-modulated satellite attitude 
control systems, 13040 
Clark County, Ark., water resources, 12798 
Clarke, Frank E., evaluation and control of 
corrosion and encrustation in tube wells of 
Indus Plain West Pakistan, 12768 
Classification, see Civil service. 
Classification definition series, 13311-313 
Classified matter, see Confidential material. 
Clean air act, see Air pollution. 
Clean rooms, technology of, 13061 
Clerks, examination announcement, 12040 
Cleveland, Ohio, shoot-out, black militants 
and police, 13326 
Cleveland County, Ark., 
12798 
Climate : 
and potential evapotranspiration in Alaska 
by Thornthwaite’s classification, 12712 
climatography of United States, climatic 
summaries of resort areas, 12559-60 
cold, — acidogenic bacteria in Antarctic, 
Clinical psychologists, see Psychologists. 
Clinics, see Dental clinics. 
Closures, for containers, current industrial 
reports, 11999 
Clothing : 
children’s dress and related products in- 
dustry in Puerto Rico, data pertinent to 
review of minimum wage rates, 13519 
dangers of flammable clothing. 
Clutter, see Radar. 
CMREF, see Marine Research, Education, 
and Facilities Committee. 
Coal: 
bituminous coal and lignite distribution 
and marketing, changing patterns, 
1966-1968, 13006 
coal-steam gasification reactions, influence 
of residence time, temperature, and 
steam concentration, 13027 
spectrochemical analyses of coal ash for 
trace elements, 13025 
Coal mines and mining: 
automatic planning, accounting and con- 
trol systems in coal industry, USSR 
study, 12930 
health and safety of coal miners, improve 
working conditions, hearings, 12213, 
12310 
see aleo Mine drainage. 
Coal Research Office, appropriations, 1970, 
report, 12171 


water resources, 
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Coalescence, demulsification of fuel emulsions 
by goctereenee process, conceptual design 
study, 1 

Coast and Geodetic Survey : 

ESSA technical reports, C&GS series, 
12566 

nautical chart catalog, Atlantic anc Gulf 
ore Puerto Rico and Virgin Islands, 


Coast Guard: 

appropriations for vessels, etc., authoriza- 
tion, hearing, 12292 
oceanographic reports, 12062-63 

Coast Guard Academy, New London, cata- 
logue of courses, 

Coast Guard stations, construction of shore 
and offshore establ ag oo appropriation 
authorization, hearing, 12292 

Coastal flooding, Hampton, Va., 12453 

Coating materials, phosphate, and inhibitors, 
Preventive compounds, military standard, 


— alloy, two-phase mercury loop, corro- 

sion 
COBOL, see Electronic computers, 

Cochran, P. H., thermal properties and sur- 
face temperatures of ceedbeds, guide for 
foresters, 12721 

Cocke, Joseph B., inertial separation chamber 
for controlling air > - yma emitted by 
cotton gin plants, 11789 

CODASYL, see Electronic data processing 
systems, 

Code of Federal regulations, 12628-634 
index, 12628 
see also for titles, chapters, ete., of the 

Code printed separately, subject in- 
volved. 

Codes of law: 
statutes of United States, revision and 

codification, study, authorization, re- 
port, 12271 
United States— 
title 5, amend, to provide additional 
supers ps 4. ositions, hearings, 12318 
nical corrections, law, 


see B - - ie 
Codex Alimentarius Commission, interna- 
tional standards for food products, U.S. 
delegates, etc., 12325 
Codispoti, Louis A. : 
spain Bay” cruise summary— 
Baffin Bay-Davis Strait-Labrador Sea, 


3228 
UNITAS IX cruise around South Amer- 
fea, 18255 
Coeur d’Alene National Forest, general in- 
formation, 12674 
Cold (weather) : 
oral, ppfitrenie bacteria in Antarctic, 
Cold Regions Research and WBngineering 
Laboratory, research reports, 11929-9382 
Collective bargaining : 
bereatning in major symphony orchestras, 
major agreements, paid vacation and holl- 
day provisions, 129 
College students, see Students. 
Colleges and universities ; 
earned degrees, conferred, 1967-68, insti- 
tutional data, 12427 
eligible institutions guaranteed student 
loan program, list, ie education act 
of 1965, as amended, 124 
Emergency student loan act of 1969, hear- 
ing, 12311 
enrollment, 1967 fall, upper division, 12435 
financial statistics— 
current funds, revenues, and expendi- 
tures, 12432 
student financial aid, 124338 
amend, 





Higher education act of 1965, 
hearing, 12311 
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Colleges and universities—Continued 
higher education, salaries, 12434 
psychiatric-mental health nursing insti- 
tutions offering stipends, list, 13351 
San Francisco State College, shut it down! 
college in crisis, 13327 
Collin County, Tex., soil survey report, 13444 
Collins, J. A., Smithsonian international ex- 
change service, annual report, 13431 
Collins, William E., modification of vestibular 
nystagmus and vertigo by visual stimula- 
tion, 11971 
Collisions, see Aircraft accidents. 
Collisions (electronic) : 
rotational, comparison of numbers ob- 
tained from different definitions, 13108 
Colonial National Historical Park, Dudley 
Digges House Dependencies (outbuildings), 
history, etc., 13184 
Color photography, see Photography. 
Color-printing, three different techniques of 
color separation applied to charting and 
printing, 13243 
Color prints, see Prints. 
Colorado, Fryingpan-Arkansas project, gen- 
eral information, 13394 
Colorado River and Valley : 
compilation of hydrologic data of basin, 
1966— 
Deep Creek, Tex., 1966, 12768 
Mukewater Creek, Tex., 12764 
Waller and Wilbarger Creeks, Tex., 


12765 
lower Colorado River, reclamation, 13396 
Columbia River and Valley: 
and tributaries, flood plain information, 
12454 
basin— 

British Columbia and Washington, Moses 
Coulee, Crab & Foster Creeks, Okano- 
gan, Sanpoil, Colville Rivers, river 
mile index, 1331 

preserve as source of salmon and steel 
head trout, cost incurred, GAO report, 
12732 

Columbus, Ohio: 
metropolitan area, Big Walnut 
floods, how to avoid damage, 12524 
vicinity, flood plain information, 12450 
Colville River, river mile index, 13310 
Combat, Marine Corps, lithograph series, 
12992 
Combustion, platinum-catalized combustion 
and ionization, effect of oxygen concentra- 
tion, 13284 
Commemorative medals, see Medals. 
Commerce : 
foreign trade data, technical notes on new 
census method for seasonal adjustment, 

12020 

summaries of trade and tariff informa- 
tion, 13500 

waterborne, 1967, calendar year, 12556 
national summaries, 12557 

Webb-Pomerene export trade associations 
and wood products industries or can 

Webb-Pomerene act help U.S. sell more 

processed wood to Japan? 12713 

Commerce Committee, Senate, hearings, 
12289-292 

Commerce. Department, appropriations, 1970, 
report, 12192 

Commercial Fisheries Bureau : 
appropriations, 1970, report, 12171 
circulars, 12072-73 
Federal aid program. 1969 activities, 12075 
Technological boratory, Seattle, Wash., 

guide, 12072 

Commercial treaties, see General agreement 
on tariffs and trade. 

Commission on Government Procurement, see 
Government Procurement Commission. 
Commission on Mortgage Interest Rates, see 

Mortgage Interest Rates Commission. 


Creek 
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Commission on Population Growth and the 
American Future, see Population Growth 
and the American Future Commission. 
Commissions, see nemes of commissions, 
Commodities, see names of commodities. 
Comodity Credit Corporation, appropriations, 
1970, report, 12254 
Commentsy Exchange Authority, appropria- 
tions, 1970, report, 12254 
Commodity exchanges, Code of Federal regu- 
lations, 12630 
Communications : 
administrative communications, 11893 
aeronautical, flight services handbook, 
change, 11919 

high frequency sky-wave communication 
services, technical considerations in se- 
lection of optimum frequencies, 12568 

improvement of transportation graphics 
and communications, proceedings of 
seminar, 13387 

information networks and commutation, 
USSR study, 12910 

motes” control systems, USSR study, 

use of Federal Aviation Administration 
oe Federal aviation regulations, 


use of surface waves in communicating 
with high speed vehicles, 12574 
Communism, subversive influences in riots, 
looting and burning, hearings, print ad- 
ditional copies, report, 12278 
see also Un-American activities. 

Communities, see Cities and towns. 

Community Action Program, see Economic 
Opportunity Office. 

Community centers, project report on cen- 
tralized comprehensive program, designs 
for action for older Americans, 11786 

Community development programs, commu- 
any action program, CAP mission guide, 
mobilization of non-poor volunteers, 12401 

Community facilities : 

Head Start child development centers— 
good nutrition, 12405 
physician and Project Head Start, 12403 

Community health, see Health. 

Community profile, 12399-4090 

Cw relations, lifetime of learning, 


= transportation, see Transporta- 
on. 
Compensation, see Salaries—Pensions— 
ages. 
Competition : 
evaluation of 2 proposed methods for en- 
hancing in weapons systems procure- 
ment, Defense Dept., GAO report, 12742 
foreign, in horticultural products, 12669 
Compounds, preventive, phosphate coatings 
and inhibitors, military standard, 12368 
Compression, rapid compression in satura- 
tion-excursion dives to 1000 feet, effect 
on pulmonary functions, 13004 
COMPUTE (time-sharing calculator pro- 
gram), see BHlectronic data processing 
system. 
Computers, simulation, investigation of 
utility of computer simulation to predict 
~~ 4 structural response in waves, 13409 
see also Electronic computers. 
Conceptual design study of demulsification 
“seen emulsions by coalescence process, 


Concrete, trade and tariff information, sum- 
maries, 18500 

Condensation, three-phase heat transfer, 
transient condensing with freezing on non- 
isothermal inclined plate, 13093 

Conductivity (electric), see Electric con- 
ductivity. 

Condyloderes, see Kinorhyncha. 

Cones: 
ablating and nonablating, upwash patterns 

at hypersonic speeds, 13121 
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Cones—Continued 
laboratory vane shear and fall-cone devices, 
comparison of shear strength measure- 
ments, 13245 
large-angle pointed cones in helium at 
ach numbers of 8 and 20, shock shapes 
and pressure distributions, 13120 
wake of 120° cone at Mach agg or 2.20, 
experimental flow properties, 13135 
Conference Committee, report, 12166 
Conferences, congresses, etc., see names of 
conferences, etc.—also subject of confer- 


ence. 

Confidential material : 
census confidentiality, how it grew, 11995 
a; ce industrial security manual, 


Congo (Kinshasa) : 
civil aviation survey, final report, 12854 
Congress of United States: 
code of Federal regulations, 12629 
congressional record, 90th Cong., 2d sess., 
bound volumes, 12076—79 
Members, issuance of two congressional 
automobile tags to each, authorize, re- 
port, 12181 
technical information for Congress, 12149 
Congressional record, see Congress of United 
States. 
Congressional serial set, 12080 
Conifers, eo apparatus for estimating 
stomatal aperture in conifers, 12693 
Connecticut : 
census of business, 1967, retail trade, area 
statistics, 11985 
Interstate Air Quality Control Region, re- 
port for consultation, 13368 
Connectors (electric) : 
electrical connectors, test methods, mill- 
tary standards, 12370 
Federal item identification guide, 12357 
Conservation, see Natural resources—also 
subjects. 
Constitution of United States : 
constitutional rights, Americai 
amendments, report, 
our Constitution and Government, Federal 
textbook on citizenship, 12819 
Constitutional rights, see Constitution of 
United States. 
Cones eardiac function algorithm 
USSR, 12908 


Indian, 


Construction, see Building trades—Construc- 
tion 5 eee (military )— 
Roads and highways. 

Construction industry : 
construction reports, 11996—997 
health and safety in Federal and federally 

financed construction projects, promote, 
report, 12269 
projects, common situs picketing, hearings. 
5 

Consumer and Marketing Service 

ogaceptiasions, 1970, report, 12254 
C&MS series, 12324-9326 

regulations, inspection and certification of 
processed fruits and vegetables, etc., 

Consumer Interests, President’s Committee 
on, see President’s Committee on Con- 
sumer Interests. 

Consumer Protection and Environmental 
Health Service, appropriations, 1970, re- 
port, 12197 

Consumers : 

Utility consumers’ 
hearings, 12301 
print additional copies, report, 12275 

Contagion and contagious diseases, seasonal 
aspects of infectious diseases and their 
causes, USSR study, 12877 

Containers: 
closures, current Industrial reports, 11999 
land bridge, fact or fiction? (remarks), 

12994 


counsel act of 1969, 
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Contamination : 
Ss clean room technology, 
pollen, Pa Douglas-fir seed orchard to 

avoid, 

Continental sheif: 
continental margin, oceanographic cruise 

sum 
drillin, 
(series), 127 
Contiaster report NASA CR (series), 13039- 


52 
Contractors, data and reports, management, 
list, 11896 
Contracts, see Government contracts. 
Control (vehicle), see Aircraft automatic 


ry, 13: 
on continental margin off Florida 


pilots. 

Control systems: 
=n media, USSR 
contractor data and reports, management, 

list, 11896 

New Florencia, case study for 1970 cen- 
suses of population and housing, ad- 
ministrative requirements, 12018 

Conventions, and treaties, see subjects. 

Coochs Bridge, Del., floods, how to avoid 
damage, 12494 

Cooks Branch, flood plain information, 12461 

Cooling, human brain, devices for, USSR 
study, 12882 

Cooling systems, turbine blade, steady-state 
stress relaxation analysis, 13089 

Cocper, James B., ground-water exploration 
in Bosque ~ Fa Grant Socorro Coun- 
ty, N. Mex., 12775 

Cooperative 7... Service, general in- 
formation, 11879 

Cooperative State Research Service, ap- 
propriations, 1970, report, 12254 

Cooperatives ; now and in fature, 12578 

Coordinators of a eapeaies for 
small business, guidebook, 13410 

Coots, hunting, possession, rr 
importation, 1969-70, Federal regulations 
governing, Alaska, 13461 

Copper 
PRED studies, adhesion of gold to— 

copper-aluminum alloys, 


study, 


copper and 
13126 
various planes of copper, 13094 
Copyright: 
nternational copyright protection, 12334 
law of United States, 12332 
machine translations, copyrights for, USSR 
consideration, 12954 
status of work, how to investigate, 12333 
Copyright Office : 
bulletins, 12882 
circulars, 12333-—834 
Core drilling, drilling on continental margin 
off Florida (series), 12779 
Corn Creek unit, see Missouri River Basin 
project. 
Corning, Peter A., evolution of medicare . 
from idea to law, 13 
Coronary diseases, see Heart diseases. 
Corporations : 
and Federal income tax, 12829 
surcharge, continue, report, 12270 
Compas. Christi, Tex., port, general data, 


Correctional institutions, see Reformatories. 

Correctional rehabilitation, see Rehabilita- 
tion of criminals. 

Correlation between United States and inter- 
national standard industrial classifica- 
tions, a ye with particular ap- 
plication for Bureau of Census, 12021 

Correspondence, Defense Supply Agency, 
manual, change, 352 

Cor hools and courses : 
Indeeteial College of Armed Forces, pro- 

gram of studies, 12873 
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Correspondence schools and courses—Con. 
Navy training manuals and correspond- 
ence courses, 13271 
Corrosion and anticorrosives : 
corrosion— 
fatigue crack propagation studies of 
new high-strength structural steels, 


13291 
in =— alloy, two-phase mercury loop, 
products of iron and their relation to 
corrosion in steam-generating equip- 
ment, 13298 
evaluation and control in tube wells of 
Indus Plain, West Pakistan, 12768 
Corticosteroids, adrenal, in submaxillary 
fluid, 11906 
Coshocton sampler, see Sampling devices. 
Cosmic dust, Pioneer 8 cosmic dust experi- 
ment, 18084 
Cost, see subjects. 
Cost and standard of living: 

Canal Zone Government, former employ- 
ees, cash relief payments to provide cost 
of living adjustments, amend Canal 

_ Zone code, report, 12188 

living standards in New York City, chang- 
ing tterns, 12981 

Costa Rica, Puerto Limon, survey under 
Harbor survey assistance program, 13256 
Costello, Frank J., Jr., retirement plans for 

self-employed owner managers, 13412 

Cotton: 

and synthetic textiles, 1965, employee 
compensation and payroll hours, 12963 

lygus bugs, how to control them, 11870 

plant residue, probabilities of obtaining 
uniform planting depths, in soils con- 
taining, 11790 

varieties planted, 12327 

Cotton gins and ginning, cotton gin plants, 
inertial separation chamber for controlling 

air pollutants, 11789 

Cottonwood Creek : 

flood plain information, 12455 

floods in Grand Prairie and Arlington, 
Tex., how to avoid damage, 12530 

Counseling psychologists, see Psychologists. 
Counselors : 
eutsanee. Air Force information material, 


guidance, and Job Corps teacher, examina- 
tion announcement, amendment, 12038 
Counterguerrilla operations, 11935 
Counties, and metropolitan areas, estimates 
of population July 1, 1966, summary re- 
port, current population reports, 12015 
Countries, see Foreign countries. 
Countryman, Kenneth A.: 
oceanographic cruise summary— 
Baffin Bay, Davis Strait, Labrador Sea 
13260 : 
Denmark Strait, 13233 
Courses of study, see Curriculum. 
Courts of United States, appropriations, 
1970, report, 12192 
Cow Bayou, Brazos River basin, Tex., 1966, 
compilation of hydrologic data, 12762 
Cowling, mixed-compression 2 dimensional in- 
lets with low-angle cowls for Mach num- 
ber range 2.70 to 1.80, characteristic 
design study, 13111 
Cowlitz County Wash. : 
flood plain information, 12454 
floods, how to avoid damage, 12495 
Cowls, see Cowling. 
Crab Creek, river mile index, 13310 
Crabill, R. BE. jr., tracheotaxy as generic ecri- 
terion in Himantariidae, with proposal of 
2 new Bothriogastrine genera (Chilopoda : 
Geophilomorpha), 13424 
Cracking of metals, see Fracture of metals. 
Cranes (birds) : 
hunting, possession, transportation, {m- 
portation, 1969-70, Federal regulations 
governing, Alaska, 13461 
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Crashes, see Aircraft accidents. 
Craters, geologic investigations and engineer- 
7 eee Project Pre-Gondola I, 


11 

Crawfish, biology of crayfish, and its use 
for control of aquatic weeds in trout 
lakes, corrected copy, 13467 

Cra -_ see Crawfish. 

Cc t: 


brokers and dealers, regulations, 12644 
brokers, dealers, and members of national 
securities exchanges, regulations, 12645 
by banks for purchasing or carrying mar- 
gin stocks, regulations, 1264 7 
securities, by rsons other than banks 
brokers, or dealers, regulations, 12641 
see also Installment credit. 

Credit bureaus, and reporting, safeguards to 
protect citizens from sagenpee isclosure 
of personal data, establish hearings, 12307 

Credit unions, statistics (periodical), 12607 
see also Federal credit unions. 

Creep of materials, calculation of elevated- 
temperature cyclic life considering low- 
cycle fatigue and creep, 13106 

Crews, see Spaceship crews. 

Crime and criminals : 
criminals justice, qualified manpower cri- 

sis, analytic assessment with guidelines 
for new policy, 13432 
firearms and violence in American life, 


13321 
riots, civil and criminal disorders, inves- 
tigation hearings, 12300 
print additional copies, report, hearings, 
12276-277 


riots, looting, and burning— 
administration of justice in D.C. Gariag 
and after civil disorders of Apr. 196 
and in riot-related prosecutions, 13322 
subversive influences, hearings, print 
additional copies, report, 1228 
uniform crime reports, 12603 
Criminal laws, National Commission on 
Reform, see National Commission on Re- 
form of Federal Criminal Laws. 
Critical speed analysis of rigid rotors on 
flexible foundation, correct copy, 13066 
Crooker, John H., jr.: 
address— 
July 18, 1969, 12024 
Aug. 11, 1969, 12025 
Crooker, T. W.: 
corrosion-fatigue crack propagation studies 
of some new high-strength structural 
steels, 13291 
Subcritical flaw growth in 9Ni-4CO-0.25C 
steel, fatigue and fractorgraphic investi- 
gation and its Se to plane 
strain fracture toughness, 13277 
Crops, insecticides, guide, addendum, 11862 
see also names of crops. 
Crow Indian Reservation : 
eattle ranching operations, 12820 
soil & range resources inventory— 
Garvin Basin, 12822 
Pyror Mountain area, 12821 
CRREL, see Cold Regions Research & En- 
gineering Laboratory. 
Cruises: 
oceanographic cruise summary— 
UNITAS IX cruise around South Amerti- 


ca, 13255 
USNS Lace (T—AGOR 7) seismic sur- 
vey of Wilmington Canyon, 13258 
USCGC Northwind oceanographic cruise, 
Northern Bering Sea, ring Strait, 
Chuckchi Sea, report, 12063 
Crushed stone, see Stone. 
Crustaceans : 
mati 7 of recent Bairdiidae (Ostracoda), 
131 


Spinacopia, new genus of Myodocopid Os- 
tracod (Sarsiellidae), morphology, on- 
togeny. and intraspecific variation, 
1 
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Crystal Hills Recrearton Area, Arisz., gen- 
eral information, 12984 
Crystals, growth of 2H silicon carbide crys- 
tals, 13105 
Culicidae, see Mosquitoes. 
Culture: 
China and Yo + eae revolution, Soviet 
analysis, 12 
demographic —~ | socio-cultural character- 
istics, off-reservation service Indian 
opulation, Sells Service Unit, Ariz., 


Cumberland River, flood plain information, 
2 


2456 
Cunningham, Robert B., experiments on 
steady-state characteristics of herring 
bone-grooved air-lubricated journal bear- 
ings, 18139 
Current industrial reports, 11999-12008 
Current meters, Japanese current meter ar- 
rays, analysis, 13222 
Currents, see Ocean currents, 
Curriculum, Coast Guard Academy, catalog 
of courses, 12604 
Curvature (mathematics) : 
transmission loss atlas for select aeronau- 
tical service bands from 0.125 to 15.5 
GHz, 12567 
Curves, see Curvature (mathematics). 
Cut stone, see Stone. 
Cutler, Martin B., static and fatigue test 
properties for woven and nonwoven S- 
glass fibers, 11953 
Cuyahoga County, Ohio: 
Chagrin River, flood damages need not 
increase, 12529 
Rocky River floods, keep damages low by 
building high, 12496 
“Oho tk River, floods in Cuyahoga County 
hio, keep damages low by building high, 


cycling, calculation of elevated-temperature 
eyclic life considering low-cycle fatigue 
and creep, 13106 
Cyclorhagida, see yom 
Cycloteuthidae, see Cepha 
Cyclotrons : 
eyclotron report (series), 13274, 13278 
NRL cyclotron, demineralized water sys 
tem, 13274 
Cybernetics : 
and regulation theory, USSR study, 12951 
economic cy poy its pass and fu- 
ture USSR study, 1 
Cylinders, ph he, waves on alumi- 
num cylinders in waters by means of 
pulses, experimental examination, 13281 
Cyprus, mineral industry, minerals yearbook 
chapter, 13014 
Cystinosis, nursing care of patients with 
cystinosis, nursing clinic conference, 
4 


Da Nang Bay dye dispersal gtedy, oceano- 
graphic cruise, summary, 13229 

Dairy industry, see Dairying. 

Dairy products, manufactured products, 1968 
production, 13496 

Dairying, dairy inspection and grading serv- 
ices, 11872 

Dallas County, Ark., water resources, 12798 

Dallas County, Tex. : 
flood plain information, 12461-12479 
floods, how to avoid damages, 1 0 
Hutton Branch and Cooks Branch floods, 

how to avoid damage, 12532 

Dalrymple, Dana G., potato industry in Bast 
Pakistan, improving iy potato multiplica- 
tion and storage, 12842 

Dalton, Kenneth V., retail prices of food 
1964—68, indexes and average prices, 12974 

Damage control, books for submarines, 
preparation and revision of, military stand- 

ard, 12366 
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Damages, see Claims. 

Damelin, Jack, development of VHF propa- 
gation curves for Maritime Mobile Radio 
Service, 12604 

Dams, stage-discharge characteristics of weir 

in stand-channe: stream, 12799 
see also names of dams or bodies of water. 

Dance, W. E., investigation of bremsstrah- 

lung production in spacecraft production, 


Dangerous articles, see Hazardous  sub- 
stances. 

Dardanelle, Ark., floods, how to avoid dam- 
age 12513 


Dassow, John A., guide to Bureau of Com- 
mercial Fisheries Technological Labora- 
tory, Seattle, Wash., 12072 

Data processing, see Electronic data process 
ing systems. 

DAV, see Disabled American Veterans. 

Davis, Charles L., Sea Spider site survey in 
support of Project Parka 52 

Davis, J. R., evolution of artificial ionospheric 
plasma cloud as studied by HF and VHR 
radar, 13290 

Davis Strait, oceanographic cruise, summary, 

13228, 13354, 260 

Day care of children : 

food service programs under National 
school lunch act meals for needy chil- 
dren, provide comgoenty emergency as- 
sistance, report, 1 

trust funds for day care centers, em- 
ployer contributions, report, 12261 

Days, see names of special days. 

DCASR, see Defense Contract Administra- 
tion Services Region, 

Dealers : 
credit, regulations, 12644 
trout and pondfishes, lists— 

Tennesseee, 1344 
Virginia, 13450 

Dean, Jack L., biology of crayfish and its 
use for control of aquatic weeds in trout 
lakes, corrected copy, 13467 

Death, radiation mortality of rodents under 
hypobaric-hypoxic conditions, 11902 

Debt, adjusting business in D.C, prohibit, 
report, 12256 

Decay (radioactive), see Beta decay. 

Decision-making, effects of alcohol, with re- 
pect to traffic signals, 13350 

Decisions, see names of courts, etc., rendering 
decisions. 

Deductions, see Income tax. 

Deep Creek, Colorado River basin, Tex., 1966, 
compilation of hydrologic data, 12763 

Defense, see National defense. 

Defense Construction Supply Center, Colum- 
bus, Ohio, annual historical summaries, 
12335-336 


Defense Contract Administration Services 
regions : 
annual historical summaries— 
Atlanta, 12337 
Boston, Mass., 12338 
Chicago, 12339-340 
Dallas, 12341 
Los Angeles, 12342 
Philadelphia, Pa., 12343 
St. Louis, 12344 
San Francisco, 12345 
Defense Department : 
a ag 1970— 
earings, 12203 
report, 12258 
Do!’ ——* 11926 
DoD posters, 11927 
evaluation of 2 proposed methods for en- 
hancing competition in weapons systems 
procurement, GAO report, 12742 
manual DSAM series, 12350-3352 
militar “soa authorization, 1970, 
hearings, 12206 
military standards, 12362—371 
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Defense artment—Continued 
need for improvement in receipt and stor- 
age of military supplies and equipment, 
GAO report, 12746 
procurement quality assurance, handbook, 


378 
qwaltey and reliability assurance handbook, 
12377-378 


Defense Depot Memphis, Memphis, Tenn., an- 
nual historical summary, 1 

Defense Depot Tracy, Tracy, 
historical summary, 12 

Defense Dlectronics Supply Center, annual 
historical summary, 12349 

Defense Preparedness Office, disaster loan 
programs, hearings, 12288 

Defense Supply Agency : 
correspondence manual, 
Defense Depot Tracy, annual 

summary, 12347-3 348 

manual DSAM series, 12350-8352 
procurement regulation, 12353 

Degrees (colleges, universities, etc.) : 
doctor's 1961-8 conferred by U.S. institu- 


Calif., annual 


change, 12352 
historical 


tions, 1957-67, by State institution, and 
field, 1242 
earned de Ml conferred, 1967-68, institu- 


tional data, 12427 

DeHuff, Gilbert L., vanadium, 13031 

Delaware: 

ASCS, annual summary, 11812-814 

employment statistics, 1958-66, compila- 
tion, 1 

water resources Goveogmeat by Army 
Corps of Engineers, 1 

Delaware County, Ohio, soil survey report, 
13445 

Delaware River and Valley, Tocks Island 
dam, hydroelectric power development re- 

ort, 12274 

Delaware River Basin Commission, appro- 
priations, 1970, hearings, 12204 

Delta, Calif, estuary, water pollution, hear- 
ing, 1 

Delta wings, see Wings (aircraft). 

Demineralization of saline water, see Water, 

Democratic Party National Convention dis- 
rupton of 1968 subversive involvement, 
hearings, 12230 

Demography, off-reservation service Indian 
population, Sells Service Unit, Ariz., 13387 

Denmark — oceanographic cruise, sum- 
mary, 1323 

Denniaville, NJ. floods, how to avoid dam- 
age, 12490 

Density 
Sea of Japan, 13220 
Yellow Sea, 13218 

Dental care, see Dentistry. 

Dental clinics, dental Srentanant room, im- 
proved {llumination, 119 

Dental health, see Teeth. 

Dental officers, see Dentists. 

Dentifrices, stannous fluoride, clinical evalu- 
ation, when used as constituent of prophy- 
lactic paste, topical solution, and dentifrice 
in Naval personnel, report after 2 years, 

3003 


Dentistry : 
clinical evaluation of stannous fluoride 
when used as constituent of prophylac- 
tie paste, topical solution, and den- 
tifrice in Naval personnel, report after 
2 years, 13008 
dental radiation m gonteeiee. regulations, 
standards, guides, annotated 
bibliography, 13844 
oral acidogenic bacteria 
12998 
Dentists : 
and Project Head Start, 12298 
dental officer, examination, announcement, 
12052 
eupgnstures. for services, by region and 
state, per capita, 13437 
Dependent children, see Children. 


in Antarctic, 
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tips for de- 


Dependents, Army personnel, 
pendents, 11942 
sce also Veterans. 
—" see Sedimentation and deposi- 


on. 
Deposits (soldiers, etc.) : 
uniformed services savings deposit pro- 
gram, 11 
Depots, see Storage. 
Depreciation, sales and other dispositions of 
procaine property, tax information, 


Des Moines, Iowa, area wage survey, 12968 
Desert, California, recreation study, 12985 
Design manual DM series, 138208 
Designs (aircraft) : 
design techniques for small scientific sate- 
lite structures, 18068 
Designs (industrial) : 
structural steels, fracture-safe design, 
integration of metallurgical and frac- 
ture mechanics concepts of transition 
temperature factors, 13300 
Detectors, median detector for noncoherent 
distributions, 13299 
Detonations, velocities of desensitized nitro- 
glycerin, ‘factors affecting, in simulated 
underground fractures, 1 13023 
Development (economics), see Economic 
development—Economic policy. 
Dovetegesent assistance, see Foreign ald. 
Devices : 
comparisen of shear strength measure- 
ments with laboratory vane shear and 
fall-cone devices, 13245 
for cooiing human brain, USSR study, 
Devils Postpile “YF Monument, general 
information, 13185 
Diabetes, literature index ( periodical), 
cumulative edition, 13170 
Diamine oxidase, see Oxidases. 
Diatomite, minerals —, peme 13010 
Dictionaries, see Lexicograp 
Diffraction, see Electron dimraction, 
—— see Index digests—also names of 
a etc., issuing digests—also 
jects 
Digital computers, see Electronic computers. 
ee for maximum windspeeds. 


Digital temperature monitor for 


recording, 

Dillon, James L., data-reduction technique 
for determining rapidly rising heating 
rates to thermally thick walls, 13103 

Dip treatment in polyethylene glycol not 
oseeae in preventing surface checking, 

Diplomatic and strategic impact of multiple 
warhead missiles, hearin, 12217 

Diplomatic relations, see 
lations. 

Diptera, zee Mosquitoes. 

Directional reflectance of atmospheric paths 
of sight, 13306 

Directories : 
consultants on migrant education, 12425 
military assistance program address di- 

rectory, 12372-873 
personnel responsible for 
health programs, 13338 
safety and health laws and codes, 12961 
urbanized area transportation planning 

programs, 18385 
Wage and Hour and Public Contracts Di- 
sions offices, 13532 


photo- 


Ptecuational Te- 


radiological 


Disability insurance, veterans, disability 
ratings in effect 20 or more years, protec- 
tion, law, 12117 

Disabled : 


examinations for temporary disability dis- 
cussed, USSR study, 12919 

social security, rights and benefits based 
on disability, regulations, 13441 

see also Pensions. 
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Disabled American Veterans, DAV and civil 
defense, 12032 
Disadvantaged children, see Children. 
Disarmament, arms control, multiple war- 
head missiles, diplomatic and strategic 
impact, hearings, 12217 
Disasters : 
civil disorders in District of Columbia, 
administration of justice during emer- 
gency, 13822 
compendium of State statutes on regula- 
tion of ambulance services, operation of 
emergency vehicles and Good Samaritan 
laws, 13341 
emergency health series, 13341 
Federal assistance to State and local 
governments, Office of Emergency Pre- 
paredness, GAO report, 12744 
food management in national emergency, 
guide for food processors and whole- 
salers, 11876 
loans, Federal 
hearing, 12288 
Discharge: 
plasma generation large using V-groove 
eathode discharge, 13085 
stage-discharge characteristics of weir in 
sand channel steam, 1 
Discounts, farm credit banks and associa- 
tions, annual report, 12577 
Discrimination in employment : 
equal employment opportunity for all the 
people, by all people, report on State 
and local government emphogmen’. 12036 
we hold these truths, bibliography, 13515 
Diseases, international classification, 8th 
revision, adapted for use in United 
States, errata, 18339 
see also names or classes of diseases. 
Diseases of fish, parasites and diseases of 
warm-water fishes, 13465 
Diseases of plants, cooperative muskmelon 
breeding program in Texas, 1955—67, new 
rating scales and index selection fa- 
cilitate development of disease-resistant 
cultivars adapted to different geo- 
graphical areas, 11887 
see alao names of diseases or plants 
affected. 
Disorientation : 
ss te mechanisms which produce it, 
11901 


vestibular, adaptation, modification of 
vestibular nystagmus and vertigo by 
visual stimulation, 11971 
Distances, microwave modulated, dual opti- 
eal wavelength geodetic distance-measur- 
ing instrument, development, 12572 
Distribution (economics), see names of 
commodities. 
District Courts, judges, additional, appoint 
hearings, 1230: 
District of Columbia : 
administration of justice during and after 
civid disorders of Apr. 1968 and in riot- 
related prosecutions, 133822 
adoption of interstate compact on juve- 
niles, report, 12182 
—— ons, 1970, supplemental, 12152 
attachment, exemptions in case of non- 
residents, amend D.C. code, report, 
12176 
automatic data processing activities, GAO 
report, 12749 
Bail Agency act, amend, report, 12255 
Bail Agency's authorization, increase, re- 
port, 12255 
Bail Agency's staff, increase, report, 12255 
banks, savings and loan associations, and 


Government’s programs, 


other regulated lenders, installment 
loans, charge or deduct interest in ad- 
vance— 

hearing, 12211 

report, 12183 


census of business, 1967 retail trade, area 
statistics, 11986 
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District of Columbia—Continued 
chanceries, permit use of certain property, 
andfather clause in act re- 


e laws, amend— 
hearing, 12211 
report, 12183 

counter-inaugural protest activities in 
Washington, D.C., response to, rights 
in concord, 1 

debt adjusting business, prohibit, report, 


1225 
elderly Mexican-Americans, Federal pro- 
grams and services, availability and 
usefulness, hearings, 12282 
employment of minors, amend act rel. 
to vacation work permits, report, 12184 
employment statistics, 1958-66, compila- 
on, 12979 
judge, circuit, nomination of Roger Robb, 


—- 12309 

Metropol tan Police Department Band, 
include members of re Department, 
ete., report, 12178 

minimum wage act, amend, report, 12179 

Pennsylvania Avenue, report of Presi- 
dent’s Temporary Commission on 
| ar me geen 3 Loy — P 

podiatry, r ating practice, amend act, 
report, 12177 

police and firemen, retirement benefits, 
sqnaiise for totally disabled report, 


policemen’s and firemen’s retirement and 
disability act, amend to make applica- 
ble to widows of retired members, re- 
port, 12173 

radiation protection act, hearing, 12212 

religious sezxiee, prohibit annoyances, re- 


port, 
statute of limitations, amend relative to 
civil actions ae from unsafe 
property improvements, report 12180 
traffic act of 1925, amend, report, 12181 
see also Capital of United States. 
District of Columbia Committee, House: 
hearings, 12211-212 
reports, 12172-184 
District of Columbia Committee on Adminis- 
tration of Justice under Emergency, staff 
report submitted to the Committee, 13322 
District of Columbia Committee, Senate, 
reports, 12255-257 
Ditsworth, George R.: 
environmental factors in coastal and 
estuarine waters, bibliographic series, 
coast of Washington, 12657 
index to research on coastal and estuarine 
waters in United States, 12658 
Diving, rapid compression in saturation- 
excursion dives to 1000 feet, effect on 
pulmonary functions, 13004 
Desseat William A., justice in time of crisis, 


Doctor’s degree, see Degrees (colleges, uni- 
versities, etc.) 

Documentary films, see Motion pictures. 

om Office, see Public Documents Di- 
vision. 

Dogs, laboratory animal act, how it protects 

me dog, 11882 

ns, dermal ridges, body streamlining 

studied, USSR study, 12923" 

Domestic Gold and Silver Operations Office, 
ii and descriptions of forms, 


Dominica, see Windward Islands. 
Dominican Republic, agricultural commodi- 
ties, agreement, 13480, 13488 
Dona Ana County, N. Mex., White Sands 
es 


Missile Range, it wells, phase 1, 12778 
Dooley, Henry B., relief, 12086 
Doty, Gene C.: 

availability of und water near Arena, 
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Luna County, N. Mex., 12758 
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Doty, Gene C.—Continued 
phase 1 test wells, White Sands Missile 
Range, Dona Ana C ounty, N. Mex., 
12778 
Dougherty, James H., Jr., effect on pulmo- 
nary functions of rapid compression in 
saturation-excursion dives to 1000 feet, 
13004 
Douglas fir, see Fir. 
Downwash (aircraft) : 
helicopter rotor downwash effects, 12680 
Drag (aerodynamics) : 
railroad automobile rack car aerodynamic 
drag, economics, 
reduction due to gas injection through var- 
ious Gecrete slots on 3-dimensional wing 
at Mach 2.01, 13101 
subsonic sphere ,~ 
termediate Reynold numbers 
Drainage, Pa Mong, Nam Mun, and Nam Chi 
projects, lower Mekong River basin, in- 
ves tions and requirements, report, 


measurements at in- 


see ‘also Mine drainage. 
Drews, Theodore H., higher education sal- 
aries, 12434 
Drilling, gv tony for ground water in 
western Sokoto Province, Nigeria, with 
perttcular reference to artesian aquifers 
Gwandu soemaven, 12770 
see also Core dril ing. 
ey see Ae drivers. 


‘code of Federal regulations, 12631 
combating drug abuse, proposals message 
from the President, 1215 
distribution in hospitals, 13347 
Drums, steel shipping current industrial re- 


Drying: 
air, of fence posts, chemical control of 
bostrichidae, 12709 
entrainment drying and carbonization of 
wood waste, 1 
see also names of substances dried. 
DSA, see Defense Supply Agency. 
Ducks : 
raising, 11866 
sea ducks, hunting, possession, transporta- 
ton, importat on, 1969-70, Federal 
regulations governing, 13461 
Duckworth, W. Donal Bredin-Archbold- 
Smithsonian biological survey of Domin- 
ica, West Indian Stenomidae, 13318 
Dudley Digges House, dependencies (out- 
buildings), history, etc., 13184 
Duke, Noriko S., relief, 12087 
Dulles International Airport 
aviation forecasts for 1969-80, 12601 
National Capital transit development pro- 
gram, ~~ rapid rail line between air- 
rect, and main metro system, report, 


Duncombe, Julena 8. 
Mar. 18, 1969, 13211 

Dunham, = h E., upper division sogeremant, 
fall 1967 igher education, 1243 

Duntley, Seibert Q., directional - Tn 
of atmospheric paths of sight, 13306 

Durum wheat, see Wheat. 

Duties, see Tariff—also names or classes of 
articles imported. 

Dwarf mistletre, see Mistletre. 

Dyersburg, Tenn. 
flood plain tafoemetion, 12457 
floods, how to avoid damage, 12497 

Dyes and dyeing, dye dispersal study in Da- 
Nang Bay, ublic of Vietnam, ocean- 
ographic cruise summary, 13229 

Dynamic strain aging in ry strength- 
ened molybdenum alloys, 1313 

Dynamics : 
dynamic valve for ase analysis of fuel-con- 

trol valve for use in airbreathing engine 


annual solar eclipse of 


research, 13112 
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Dynamics—Cortinued 
dynamic response of Mach 2.5 axisym- 
metric inlet with engine or cold pipe and 
utilizing 60 percent supersonic internal 
area contraction, 1311 
low-frequency flew dynamics of 2 nuclear- 
rocket cold-flow engine systems, analog 
computer study, 13104 
Dysentery, 
etiological structure, shigellae changes in 
countries of Central and Southern 
America, Africa, and Asia, character- 
isties of geographic distribution, USSR 
study, 12926 
E 


Wilderness, Wallowa-Whitman, 


ie Ca 
Forest, general information, 


oe world around us, 12431 

motion of ae satellites in gravita- 
tional field, 18145 

= =" zone chart of the world, 


Rarthqpabes, 2 general information, 12563 
East ( 
foreign ~ tae of U.S., 
papers— 
departmental edition, 13473 
document edition, 12133 
East (Near Bast) : 
Near East and South Asia, economic 
con trends, 12858 
East (U.S 
cost of ‘transporting freight, 12865 
Hast Asia, see Asia. 
Hast Germany, see Germany. 
Hast Siberian Sea, summer oceanographic 
~—— 13267 
Easton, L., comttoncunty visible satellite 
a FN 13298 
Scho ranging equipment, see Son 
~ ses, annular solar eclipse of » 18, 
69, 13211 
mi : 
forest ecosystems, nitrogen enrichment by 
red alder, 12714 
plants, highway research and development 
news, 13386 
Econometric model for ay me water- 
oriented outdoor recreation demand, 12409 
Economic conditions : 
economic data for less developed coun- 
tries, 12862 
evaluating economic structure of a rural 
area, demonstration of an input-output 
analysis, 12407 
foreign economic trends and their impli- 
cations for United States, ET series, 
12843-852 
see also names of countries, States, etc. 
Economic development : 

Alaska, transportation and economic de- 
velopment, = analysis, 12612 
Central Ame n economic integration, 

. assistance to regional organiza- 
tions, briefing papers, 122 
communities (remarks), 12395 
economic growth trends— 


East Asia, 12856 
EDA planning grants, 1289 
inner city goals (adress), 12387 
Latin America, 12857 
link between reserve creation and assist- 
ag A to eee countries, propos- 
8, 
Near Bast a South Asia, 12858 
planning, New York, status report, on role 
of economic research, 12394 
rural community action programs, 12406 
small past ses in Negro community (state- 
men 
State licy plannin 
analysts. paper, 1 


diplomatic 


uses of input-output 
96 
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Economic Development Administration : 
business development loans, who can bor- 
row, how to apply, 12388 
grants and loans for public works and 
development facilities, 12390 
job creating programs, district develop- 
ment, 12389 
planning grants for economic development, 
12391 


programs (address), 12065 
publications, list, 12392 
technical assistance, what it is, how to 
apply, 12393 
Economic geology, see Geology. 
Economic Joint Committee: 
committee print, 12131 
hearings, 12130, 12132 “ » pme 
Economic Opportunity, ationa visor 
Counell on 008 National Advisory Council 
on Economie Goocstunsy- 
Sconomic O rtunit ce : 
. ‘Acadia Tob Corps” Civilian Conservation 
Center, effectiveness and administration 
of, GAO report, 12733 
Albuquerque Job Corps Center for Women, 
Albuquerque, N. Mex., effectiveness and 
administration, GAO report, 12734 
annual report— 
Gopartmantal edition, 12397 
document edition, 12141 
Atterbury Job Corps Center for Men, Edin- 
burg, Ind., effectiveness and administra- 
tion, GAO report, 12735 
C/HS pamphlet, 12398 
community action program— 
effectiveness and administration, GAO 
report— 
Becker, Hubbard, and Mahnomen 
Counties, Minn., 12737 
Phoenix, Ariz., 12738 
mobilization of non-poor volunteers in 
community action, CAP mission guide, 
12401 
rural, through economic development, 
12406 


White Earth Reservation, effectiveness 
and administration, 12736 
Economic Opportunity Office and business, 
partnership against poverty, 12402 
health services programs, hearings, 12224 
Legal Service program, effectiveness and 
administration, GAO report, 12739 
pamphlets, 12402-4 
Wellfleet Job Corps Civilian Conservation 
Center, effectiveness and administration, 
GAO report, 12740 
Economic policy, financial developments in 
1969, 1st quarter, 12635 
see also Economic development. 
Economic Research Service : 
appropriations, 1970, report, 12254 
ERS-foreign series, 12414-42383 
ERS series, 12407-413 
Economics: 
economic cybernetics, its problems and 
future, USSR study, 12920 
economic outlook for 1969 (address), 
12067 
evaluating economic structure of a rural 
area, demonstration of an input-output 
analysis, 12407 
railroad automobile rack car aerodynamic 
drag, 12625 
trading stamps, use and economic signifi- 
eance, economic report, 12653 
Ecosystems, see Ecology. 
ans. see Economic Development Administra- 
tion. 
ED&T report, 12670-680 
Education : 
adult basic education, lifetime of learning, 
12436 


educational attainment, population char- 
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Education—Continued 

emergency student loan act of 1969, hear- 
ing, 12311 

head start child development centers, good 
nutrition, 12405 

legislation, status, report from Mexican 
American Affairs Unit, 12440 

migrant, directory of consultants, 12425 

national defense education act, amend, 
hearings, 12214 

progress through research, development, 
demonstration, dissemenation, training, 
1968 annual report, Cooperative Re. 
search, 12437 

Quebec, province of, 12428 

research in education (periodical), semi- 
annual, index, 12438 

school media programs, emphasis on ex- 
cellence, 12430 

State Departments of Education, state of, 
report, 12439 

strengthening educational research and 
development (remarks), 12441 

trust funds for scholarships, 
contributions, report, 12261 

veterans’ educational assistance allow- 
ances, increase rates, report, 12170 

see also Vocational education. 

Education and Labor Committee, House: 
comparison of State mining laws, 12213 
hearings, 12214-216 

Education Association, National, see Na- 
tional Education Association. 

Education Office, appropriations, 1970, re- 
port, 12197 

Educational Resources Information Center, 
research in education (periodical), semi- 
annual, index, 12438 

Educators, conservation tools for educators, 
12675 


employer 


Edwards, W. M., improvements in automatic 
sampling equipment used to determine ex- 
tent of pollution in runoff from agricul- 
tural watersheds, 11787 

Hgebers, Roger O., nomination hearing, 


Eggs: 
grading manual, 11861 
production, 13492 
Egypt, solitary wasps and bees and their 
associates (Hymenopterea: Aculeata), life 
meat notes, 13430 
and, J. C., distribution of rice in Uni 
States, 12411 ad 
Eilertsen, Donald E., potash, 13022 
Ejector, box ejector for insect distribution 
from helicopter, 11791 
Eklutna project, mechanical uipment, 
maintenance and operation, field review, 


1 
Elberon, Iowa, railroad accident, report, 
12626 ' . 
Elderly people, see Aged. 
El Dorado, Kans., Walnut River, floods, how 
- 4 avoid damage, 12498 
Idorado National Forest, camping and pic- 
nicking, 12673 . ve aS F 
Elections : 
survey of political broadcasting, 1966 pri- 
mary and general election campaigns, 


12605 
vote for farmers of your choice, ASCS 
Somaaittoomen, general information, 


Electric conductivity, conducting polymer 

materials, USSR study, 12921 

a - <Y connectors, see Connectors (elec- 
c). 

Dlectric fans, see Fans. 

Electric lamps, fluorescent, ballasts, current 

industrial reports, 12000 

Electric lines, long-range 500-kilovolt elec- 





acteristics, 12010 
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tric power transmission lines, USSR study, 
12894 
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Electric power, see Dlectricity. 
Electric power plants: 
heliostations, working, described, USSR 
penny 12892 
power interruption, Idaho-Utah, intercon- 
nection, report, 12619 
problems in disposal of waste heat from 
steam-electric plants, staff study, 12623 
Electric resistors, resistors, selection and 
use of, military standard, 12364 
Electric resolvers, resolvers, electrical se- 
lection, 12371 
Electric utilities, Working Committee on 
Utilities, report, 18330 
Electricians, job grading standard, 12048 
Electricity : 
AC losses of high field superconductor 
and implications for power applications, 
theoretical and experimental study, 


13285 
air pollution and regulated electric power 
industries, staff report, 12616 
electric pose. 1970-90, south central re- 
gion, 1261 
hydroelectric power development at Tocks 
Island dam, Delaware River basin, re- 
port, 12274 
interplanetary probe missions with solar- 
electric propulsion systems, 13097 
national electric rate books, 12620-622 
West Central Region power survey, 1970— 
90, report, 12624 
Electrochemical Analysis Section, National 
Bureau of Standards, activities, July 
1968—June 1969, summary, 13161 
Electrodes : 
lanthanum fluoride electrode response in 
water and in 1M sodium chloride, 13303 
used in producing aluminum, suspension 
of duty continue, law, 12111 
Electroencephalograms, je of anal- 
ysis,, USSR study, 128: 
Electron diffraction : 
adhesion of gold to various planes of cop- 
per studied with LEED, 13094 
LEED study of adhesion of gold to cop- 
per and copper-aluminum alloys, 13126 
Electron tubes, test methods, military 
standard, 12369 
Electronic computers : 
analog-digital models of steam-aquifer 
systems, 12754 
a - | pm data program users guide, 
CODASYL COBOL journal of develop- 
ment, 13157 
computer-generated monthly report, sum- 
mary of hours by fund and phase, 12766 
computer techniques in biological research, 
USSR study, 12888 
digital, NELIAC-N, the NAREC version 
ee programming language, 


extracting information from Geo-sort file 
by computer programming, 13215 
programming and analysis for digital time 
series data, 12386 
programs— 
investigations in determining astronomic 
latitudes, 13226 
Loran—C, D phase corrections over ir- 
regular inhomogeneous terrain, 12570 
SORAC computer program, user’s manual, 
12724 
Electronic data processing systems: 
analog computer study of low frequency 
flow dynamics of 2 nuclear-rocket cold- 
flow engine systems, 13104 
automated control, data processing, prog- 
ress made, USSR study, 12934 
bottom sediment data program users guide, 


82388 
CODASYL COBOL journal of develop- 
ment, 13157 
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Electronic data processing systems—Con. 
COMPUTE, time-sharing calculator pro- 
ram, implementation and structure, 


8125 
District of Columbia, selected automatic 
Cate poceseting activities, GAO report, 


establish in National Science Foundation 
for research data, hearings, 12214 
FORTRAN programs, first order caicula- 
tion of Freperes of beam transport 
systems, 13278 
Electronic equipment: 
electronic products radiation hazards, re- 
view, hearing, 12233 
shipboard, naval vessels, 13272 
Electronics, electronic products, radiation 
hazards, review hearing, 12233 
Electrons, glass coated electron-bombard- 
ment ion thruster grids, fabrication proc- 
ess, 13107 
Electrostatics, measurements of electrostatic 
fields in earth’s upper atmosphere, 12957 
Elementary education, elementary, and 
secondary education act, title 2, school 
library resources, textbooks, and other 
instructional materials, special-purpose 
grant programs, descriptive case studies, 


Elevator operators, job grading standard, 
12049 


Ellis Island (vessel) : 
ferryboat, transport to hope, 13186 

El Paso, Texas, elderly Mexican-Americans, 
Federal programs and services, availabil- 
ity and usefulness, hearings, 12282 

Elytroderma needle blight, disease of pon- 
derosa pine in Pacific Northwest, 12711 

Emergencies, see Disasters. 

Emergency Justice Project Task Force, staff 
report to District of Columbia Committee 
on Administration of Justice Under Emer- 
geny Conditions, 13322 

Emergency Preparedness Office: 

appropriations, 1970, hearings, 12285 
Federal disaster assistance to State and 
local governments, 12744 

Emissions : 

air pollution, trends in control regulations 
(paper), 13378 

solar X-ray emission during flight of 
Apollo 8, 13304 

Emphasis on excellence in school media pro- 
grams, 12430 

Employees: 


moving expenses, tax information, etc., 
12836 
withholding taxes from your employee's 
wages, 
see also Railroad employees. 
Employers : 


contributions to educational trust funds, 
ete., report, 12261 

moving expenses, tax information, etc., 
2836 

Employment: 

Alaska natives and Federal hire, 12610 

job creating programs, EDA economic 
development districts, 12389 

naval personnel, retired, reference guide 
to legal restrictions, 12958 

New York City, changing patterns, 12981 

policies of United States and Japan, re- 
port, 12960 

retirement plans for self-employed owner 
managers, 13412 

statistics, Middle Atlantic region, 1958- 
66, compilation, 12979 

see also Discrimination in employment— 
Child labor—Occupations. 

Employment Security Bureau, BBS series, 
12444 


Employment taxes: 


internal revenue bulletin, cumulative index- 
digest supplement system, 12831 


Page 139 








Employment taxes—Continued 
unemployment insurance tax rates by in- 
dustry, 12445 
Emulsions, demulsification of fuel emulsions 
by coalescence process, conceptual design 
study, 11955 
Encephalitis, annual summary, National 
Communicable Disease Center neurotropic 
viral diseases, 13357 
Endocarditis, see Heart disease. 
Engineering : 
Alaska, permafrost and related engineer- 
ing problems, 12786 
antenna engineering, development, USSR 
study, 12953 
SCS national engineering handbook, 13443 
trainees in vacation work-study programs, 
examination announcement, 12053 
see aleo Agricultural engineering. 
Engineering equipment operators, examina- 
tion announcement, amendment, 12039 
Engineers, construction engineers conference, 
proceedings, 13393 
Engineers Corps, Army : 
development of water resources— 
Delaware, 12552 
New Jersey, 12553 
publications available for purchase, 1254 
water resources development in Puerto 
Rico and Virgin Islands, 12554 
Engines (aircraft) : 
fuel-control valve for use in airbreathing 
engine research, dynamic performance 
analysis, 13112 
Mach 2.5, axisymmetric inlet with engine 
or coldpipe and utilizing 60 percent 
supersonic internal area contraction, 
dynamic response, 13116 
see also Rockets, 
Enhancement of viral quantitation by media 
—— and buffers, 11904 
Enochson, Loren D., programming and anal- 
ysis for digital time series data, 12386 
Ensminger, H. R., selected bibliography of 
geology and geophysics for Gulf of Mex- 
ico, 13249 
Enthalpy, high-enthalpy are tunnel at Lang- 
ley Research Center, including test-stream 
conditions at selected operating points, 
description, 13098 
Entrainment drying and carbonization of 
wood waste, 12026 
Envelopes, printed stamped envelopes, how 
to order, 13319 
Environment : 
and health planning (address), 13343 
environmental contamination, clean room 
technology, 13061 
environmental dangers of open-air testing 
of lethal chemicals, hearings, 12221 
environmental evaluation functions, trans- 
fer to Environmental Quality Council, 
hearing, 12225 
environmental montbering in AUTHC, taut 
wire buoy array, 1323 
environmental quality sattenel policy, 
tablish, hearings, 12236 
factors in coastal and estuarine waters, 
—! series, Washington State, 


health series, radiological health, 13344 
national environmental policy act of 1969, 
report, 12264 
Papago Indian Reservation, 
home environmental 
13361 
space environments, human performance. 
predicting, 12041 
Environmental health, see Health. 
Environmental Quality Council : 
crea te— 
report, 12185 
supplemental report, 12186 
environmental evaluation functions, trans 
fer to, hearing, 12225 


remise and 
health survey, 
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Environment Quality Council—Continued 
establish— 
hearings, 12236 
report, 12264 
eee OE times Services Administra- 


ease Bevsstaht. ESSA’s performance 
before and du heavy floods in Mid- 
west, Mar.—Apr. 1969, > segent. 12564 
technical reports, 12566—57 
Mpldeniotegy, theory and methods, USSR 
study, 12956 
ual employment opportunity, see Discrim- 
nation in em te men 
Equal Em a ment O ae Commission, 
appropriations, 19 report, 12192 
Equations, governing, for wave propesation 
of homogeneous isotropic continuous fluid 


Beudiibetum characteristics of herringbone- 
grooved air-lubricated journal bearings, 
experiments, steady state, 13139 

Equine piroplasmosis, see Piroplasmosis. 

Equipment evelopment ED&T report, 12679- 


680 
ERIC, see Educational Resources Informa- 
tion Center. 
eS County, N.Y.: 
ood pla n information, 12477 
4 oods, how to avoid damage, 12537 
ERL, see ESSA Research Laboratories. 
Erosion, AUTEC sediment deposition/erosion 
interim report, 13219 
Error analysis, holographic microscopy for 
determination of failure mechanisms in 
monolithic circuits, 13051 
ERS, see Economic Research Service. 
~s D, Apollo spacecraft, chronology, 


Erythrocytes, see Blood. 
Escape (military) : 
survival, evasion, and escape oem, etc., 
Army Dept. field manual, 1193 93. 
Eshleman, Ronald L., shock and vibration 
digest, 12385 
ESSA, see Environmental Science Services 
Administration. 
ESSA Institute for Oceanography collected 
reprints, 12561-562 
ESSA Research Laboratories : 
ESSA technical report— 
ERL-ITS series, 12567—570 
ERL—-WPL series, 12571-572 
programs, resources, and management in- 
formation, 12565 
Esters, advanced ester lubricant, effect of 
oxygen concentration in bearing tests at 
400° and 450° F, 13082 
Esthetics, plants, mpd research and de- 
velopment news, 1 6 
Hstuaries : 
and coastal waters, in United States, in- 
dex to research, 12658 
clean water for nation’s estuaries proceed- 
ings, public meeting on water quality 
management for estuaries, 12 
coastal and estuarine waters, environmen- 
tal factors bibliographic series, Washing- 
ton State, 12657 
San Francisco Bay and Delta, Calif., water 
pollution, hearings, 12223 
Ethan Allen, Vt., Army National Guard 
Facility, adjust legislative jurisdiction, 
report, 80 
Ethiopia, agriculture, survey, 12417 
Euler's transformations, see Transformations 
(mathematics). 
Eunice, see Polychaeta. 
Europe: 
European communities, origin, establish- 
ment, ete,, 134 
industrialized building, comparative anal- 
ysis of European experience, special re- 
port, 12812 
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Europe—Continued 
tide tables, 12059 
in west Buropean market, 


Western— 
agricultural, production, indices, 12419 
agricultural situation, midyear review, 
12422 
selected references, 11912 

European communities, see DBurope. 
Evans, Howard B., Bredin-Archbold, Smith- 
sonian biological survey of Dominica, 

Bethyloidea (Hymenoptera), 13417 


Evaporation 
radio-physical studies of evaporation, 
1966-67, at Lake Hefner, 12571 


Wemm. Springs Reservoir, Oreg., study, 
12 
Evapotranspiration, potential, and climate 
in Alaska By Thornthwaite’s classifica- 
tion, 12712 
Evaristo, Maria da C., relief, 12106 
Evidence, testimony by FAA employees ia 
legal proceedings, Federal aviation regula- 
tions, 12583 
Evolution, evolution of medicare .. . 
idea to law, 13438 
Examinations, see Civil service. 
Excise taxes, automobile and telephone serv- 
ices, continue, report, 12270 
Excited states of xenon-130 populated by 
beta decay, 18110 
Executive departments, survey of progress 
in implementing planning-programming 
eegetins system in executive agencies, 
report, 12751 
Exhaust systems, jet-exhaust, effect of loca- 
tion on longitudinal aerodynamic char- 
acteristics of jet V/STOL model, 13118 
Expenditures, publie, estimating, benefits, 
guidelines, hearings, 1213 
see also subject for nich expenditures 
are made. 
Expenditures of United States Government, 
ansise eepenenne ae system 
aralysis and evaluation of public expendi- 
ee, print additional copies, report, 
Experiments and experimentation: 
design of doubly telescoping sequences of 
blocks with application to nuclear re- 
actor experiment, 13137 
sonic boom experiments, survey, 12600 
= exploring world around us, 


from 


Explorer, see Sateilites, 

Explosions, i development in spheri- 
cal vessel 

—— safety standards, DoD manual, 
2354 


Export-Import Bank of United States, audit 
report, 12142 
Export trade, see Commerce. 


Exports: 
control act a 1949, temporary extension 
law, 12120 


expansion and regulation act, cargo pref- 
erence provision, hearing, 12287 
important to international economic ob- 
jectives (address), 12066 
see also Tariff—also names or classes of 
articles exported. 
mupoouse : 
utdoor, at elevated temperature, effect on 
fatigue life of Ti-8A1-1Mo-IV titanium 
ole ce AM 350 stainless steel sheet, 
——— to carbon dioxide, effect on vi- 
sion 
Extension Service, Cooperative, see Coopera- 
tive Extension Service. 
Extension work, this is Cooperative Dxten- 
sion, 79 
Byes, modification of vestibular nysta - 
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Fr 


F.A.A., sce Federal Aviation Administration. 
FAA, see Federal Aviation Administration. 
Fabiano, B. B., F'to5e rerete of total magnetic 
intensity IGR 
Fabrication, see t. of materials fabri- 
cated, 
Fabrics, see Textiles. 
Facilities handbook series, 13318 
Facility management, 11917—918 
Failor, Kenneth M., medals of United States 
Mint, issued for public sales, 13033 
Failure analysis, see Wrror analysis. 
Fair employment a see Discrimina- 
tion in employment, 
ae standards act, see Labor stand- 
8 
Fairfax County, Va., sediment movement in 
area of suburban laa construction, 
Scott Run basin, 1279 
Fallowfield township, Pa. : 
flood plain information, 12472 
floods, how to avoid damage, 12485 
Families : 
aid to families with dependent children, 
Federal gpg in program, repeal 
limitation, law, 26 
family status, Mar, 1968, population char- 
acteristics, 12012 
lower income, rental housing, 12814 
use of health services, United States, 13380 
Fans, shipments > yl patterns of in- 
dustrial growth, 11976 
Far East, see East (Par Bast). 
Fares, see Air carriers. 
Farfante, Isabel P., western Atlantic shrimps 
of genus Penaeus, we 
Farm buildings, roofing, 11865 
Farm credit, see Agricultural credit. 
Farm Credit Administration, appropriations, 
1970, report, 12254 
Farm products, see Agricultural products. 
Farmer Cooperative Service 
appropriations, 1970, report, 12254 
information series, 12578 
Farmers: 
Latin American Farmer, 12418 
vote for farmers of your choice, ASCS 
committeemen, election information, 
11877 
Farmers’ bulletins, 11865-—866 
Farmers Home Administration : 
appropriations, 1970, report, 12254 
farmers home insured notes, for building 
rural America, 11884 
insured notes, investor’s opportunity, 
11883 
Farms: 
population— 
1967 estimates, 12413 
1968, United States, peoee 
series Census DRS, 12 
taxes levied on real 1 property, 1950-67, 
revised estimates, 1 
FAS, see Foreign Agricultural Service. 
Fatigue of materials, see Strains and 
stresses. 
Fatta, Francesca A., 
cesea A. 
Fauchald, Kristian, revision of 6 species of 
flavus-bidentatus att of Eunice (Euni- 
cidae: Polychaeta ) 
Fauna, North American, 19451 
FBI, see Federal Bureau of Investigation. 
Fecundity, fertility and childspacing, 12011 
Feden, Robert H., comncurenh* cruise sum- 
mary, Gulf of Mexico, 13251 
Federal aid, see Grants-in- 4 
Federal Aviation Administration : 
aircraft noise abatement fu. 12582 
airworthiness directives. 
large aircraft, summary, 12599 


see Millonzi, Fran- 





and vertigo by visual stimulation, 11971 


Do not order from index; see indicated entry 


enforcement procedures, regulations, 12583 
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Federal Aviation Administration— Con. 
Federal aviation regulations, 12583-584 
fees for copying and certifying FAA rec- 

ords, Federal aviation regulations, 12583 
handbook series, 12589—59 
nondiscrimination in federally assisted 

programs, regulations, 12583 

rule making procedures, regulations, 12583 

technical standard order authorization, 
regulations, 12583 

use of communication system, Federal avi- 
ation regulations, 1258. 

Federal Bureau of Investigation : 

additional supergrade positions, establish, 
hearings, 12318 

completion of FBI Academy in Quantico, 
Va., appropriations, 1970, amendment, 
proposal, 12247 

general information, 12602 

Federal career directory, guide for college 
students, 12041 

Federal Coal Mine Safety Board of Review, 
appropriations, 1970, report, 12171 

Federal Communications Commission : 
appropriations, 1970, hearings, 12285 
report R series, 12604 

Federal credit unions : 
act, amend, report, 12109 
credit unions and “tight” money, 12608 

Federal Credit Unions Bureau : 
annual report, 12606 
research reports, 12608 

Federal Crop Insurance Corporation, ap- 
propriations, 1970, report, 12254 

Federal Deposit Insurance Corporation : 
annual report, 12609 
audit report, 12140 

Federal employees, see Government officials 
and employees. 

Federal employment, see Employment. 

Federal Extension Service, appropriations, 
1970, report, 12254 

Federal Field Committee for Development 
Planning in Alaska, appropriations, 1970, 
report, 12171 

Federal Government, see Government. 

Federal Home Loan Bank Board, appropria- 
tions, 1970, hearings, 12285 

Federal Housing Administration, low cost 
housing trends of 1-family homes insured 
by FHA, 12614 

Federal item identification guides: 
antenna, 12355 
eabinets and racks, 12356 
connector, electrical, 12357 
furnace and space heaters, 12358 
jacks and plugs, 12359 
washers, 12360 

Federal lands, see Public lands. 

Federal Maritime Commission, appropria- 
tions, 1970, report, 12192 

Federal Mediation and Conciliation Service, 
appropriations 1970, report, 12197 

Federal merit promotion policy, 12045 

Federal personnel manual, see Civil Service. 

Federal Power Commission, appropriations, 
1970, hearings, 12285 

Federal Radiation Council, appropriations, 
1970, report, 12197 

Federal reserve member banks: 
deposits, peaest of interest, regulations, 

12642-643 
reserves, regulations, 12639 

Federal Reserve System Board of Governors, 
regulation series, 12639-647 

Federal savings and loan associations, rules 
and regulations, 12613 

—— specifications, see Government sup- 
plies. 

Federal test method standards, 12651-—652 

Federal textbook on citizenship, 12819 

Federal Trade Commission, appropriations, 
1970, hearings, 12285 
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Federal Water Pollution Control Administra- 
tion, appropriations, 1970, hearings, 
29°64 


Feed grain, see Grain. 
Fees, FAA records, fees for copying and 
certifying, Federal aviation regulations, 


12583 
Felt, see Roofing. 
Fence posts, air drying, chemical control of 
bostrichidae, 12709 
Feng, Chi Jen, relief, 12090 
Ferrians, Oscar J., permafrost and related 
engineering problems in Alaska, 12786 
Ferromagnets, see Magnets. 
Fertility see Fecundity. 
Fessler, Theodore B., excited states of xenon- 
130 populated by beta decay, 13110 
FHL series, 13449-450 
Fiberglass, see Glass fibers. 
Fibers, synthetic, dangers 
clothing, 13336 
FIIG, see Federal item identification guide. 
Files and filing (documents) : 
extracting information from Geo-sort file 
by computer programming, 13215 
Film boiling, see Boiling. 
Films (coatings) : 
sputtered molybdenum disulfide films, some 
low-resistivity metals lubricated with 
friction and contact resistance during 
sliding in vacuum, 13124 
Films (photography), see Motion pictures. 
Filmslides, urban outlook, bibliography, 


12816 
Filmstrips, urban outlook, bibliography, 
12816 


cf flammable 


Finance: 
advances for public works planning, 12813 
city government, 12016 
civil service retirement financing and bene- 
fits, amend U.S. Code, hearings, 12317 
financial developments in 1969, 1st quar- 
ter, 12635 
financial innovation and monetary man- 
a — in United States (paper), 
financial statements— 
Government Printing Office, GAO ex- 
amination, 12743 
Virgin Islands Corporation (in liquida- 
on), fiscal pa a 1967-68, GAO ex- 
amination, 12139 
financial statistics of institutions of high- 
er education, 1243 
rovernment finances, GF series, 12016—17 
nstitutions of higher education, 1966—67, 
statistics, current funds, revenues, and 
expenditures, 12432 
municipalities and township governments, 
statistics, 1967, census of governments, 
11994 
special districts, statistics, census of 
governments, 11993 
survey of progress in implementing plan- 
ning-programming budgeting system in 
executive agencies, GAO report, 12751 
see also International finance. 
Finance Committee, Senate : 
committee prints, 12244, 12293, 12295 
12296 


report, 12270 

Financial assistance, see Grants-in-ald. 

Financial statements, see Finance. 

Financial statistics, see Finance. 

Findlay, Donald J., status report of Omega 
and a NAVOCBANO test, 13242 

Fine Arts Commission, appropriations, 1970, 
report, 12171 

Fine Arts, National Collection, see National 
Collection of Fine Arts. 

Finger, Harold B., address, Aug. 6, 1969, 


12808 

Finite difference methods, finite-step method 
for calculation of theoretical load distri- 
butions for arbitrary lifting-surface ar- 
rangements at subsonic s 8, 13114 
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Fir: 
Douglas— 
seed orchard, cooling. to avoid pollen 
co. ontamination, 12 sah bi 
can auger planting prove 
a al? 127038 
supply study, alternative pocageme for 
creasing timber — from na- 
tional forest lands, 12676 


tussock a pulations, sequential 
sampling, 12706 

ne fue mistletoe infection and con- 
1) 


Fire Prevention and Control, National Com- 
mission on, see National Commission on 
Fire Prevention and Control. 

Firearms : 
revenue rulings, etc., internal revenue bul- 

letin, cumulative, index-digest supple- 
ment system, 12832 
vietoaee and firearms in American life, 


Firemen (firefighters) : 
District of Columbia— 

include members in Metropolitan Police 
Department Band, report, 12178 

retirement benefits, equalize for totally 
disabled, report, 12174 

survivor benefits for widows of retired 
members, report, 12. 

Fires, rural defense in wartime, mission, 
ecgaaination, coordination, 11881 
see also Arson. 

First aid, and emergency medical treatment, 
training, 11939 

Fish and fisheries : 
endangered species, revent sugentetee 

and erty shipment of— 

hearin nge, 
report, else 

fish and wildlife coordination act, amend— 
hearings, 12236 
reports, 12185-186 

fish recipes, type A school lunches, quan- 
tity, cost per portion, 12074 

fishery bulletin, 12075 

surface mining ‘effects, 13462 

USSR fish a replenishment by accli- 
matization, 1294 

see aleo Diseases of fish—also names or 
classes of fish. 

Fisher, Paul R., geologic investigations and 
engineering properties of craters, Project 
Pre-Gondola I, Fort Peck Reservoir, 
Mont., 11960 

Fisheries, see Fish and fisheries. 

Fishing vessels : 
construction assistance, Baas author- 

ization, hearings, 12237 
U.S. fishing fleet improvement act, extend, 
hearings, 11237 

Fivemile Creek : 

a Ala., flood plain information, 


floods, how to avoid damage, 12499 
Flammable fabrics, see Textiles. 
Flaps (aircraft) : 
jet-augmented, auxiliary flap, direct-lift- 
control system flight-determined aero- 
a properties, corrected copy, 
13070 
Flax, Lawrence, random phase approxima- 
tion for anisotropic Heisenberg ferromag- 
net, 13091 
Fletcher, John, physiologic mechanisms pro- 
a, disorientation, 11901 
Fligh 
dighi-determined, aerodynamic properties 
of jet-augmented, auxiliary-flap, direct- 
lift-control system, corrected copy, 


13070 
— of fluidic autopilot system, 
1309 
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Flight—Continued 
measurements of canard loads, canard buf- 
feting, and elevon and wing-tip hinge 
moments on XB-70 aircraft including 
comparisons with predictions, 13132 
services, handbook, change, 11919 
simultaneous usage of attitude control for 
L mamavets determined by in- 
flight simulation, 13119 
Flight navigators, see Aviators. 
FLOOD project, see Project FLOOD (fleet 
observation of oceanographic data). 


Floods : 
Cattaraugus Creek, Arcade, pening 
County, N.Y., information, 


Chagrin River in Lake and ae 
Counties, Ohio, flood damages need not 
increase, 12529 

flood hazards— 

Laguna Canyon, Orange County, Calif., 
12448 
Mojave River— 
arstow, Calif., 12522 
Victorville, |S San Bernardino County, 
a 
Santa Clara River, Ratieey to Pacific 
Ocean, Ventura, Calif., 12447 
Sweetwater River, San ‘Diego County, 


alla, Wash., 12519 
food plain information— 
Big Walnut Creek, Columbus, 


12 
Caguitas River, Caguas, Puerto Rico, 
12451 


Ohio, 


Chehalis and Skookumchuck Rivers, Cen- 
tralia-Chehalis, Wash., 12452 

Columbia River and tributaries, Cow- 
litz County, Wash., 12454 

Cottonwood Creek, Grand Prairie and 
Arlington, Tex., 12455 

Cumberland River, Obey River, Celina, 
Tenn., 12456 

Fivemile Creek, Birmingham, Ala., 12465 

Forked Deer Rivers and Lewis Creek, 
Dyersburg, Tenn., 12457 

Garden Creek, Casper, Wyoming, 12458 

Guadalu River, Spring Creek and Lone 
Tree Creek, Victoria, Tex., 12459 

Hampton, Va., 12453 

Harpeth River, Franklin, Tenn., 12460 

Hutton Branch & Cooks Branch, Dallas 
County, Tex., 12461 

Johnson Creek, eae and Grand 
Prairie, Tex., 1246; 

Left-Hand creek, Boulder County, Colo., 
12463 


Mason Creek, Salem, Va., 12464 

Mississippi and Yazoo Rivers at Vicks- 
burg, Miss., 12466 

Mojave River, Victorville, San Bernar- 
dino County, Calif., 12467 

Mud River, Milton, W. Va., 12468 

Neuse and Trent Rivers and Jack Smith 
Creek, New Bern, N.C., 12469 

North Fork Obion River, Hoosier Creek 
and Grove Creek, Union City, Tenn., 
12470 

Peters Creek and Lick Run, Roanoke, 
Va., 12471 

Pigeon Creek, Bentleyville, Fallowfield 
+t ead and Somerset township, Pa., 


Post Oak Creek and tributaries, Sher- 
man, Tex., 12473 
Beene River, Roanoke and Salem, Va., 


Rock River, Beloit, Wis., 12475 
= River and Adams Bayou, Orange, 
‘ex 
Seajaquada Creek in Cheektowaga and 
Lancaster, Erie County, N.Y., 12477 
South Mesquite Creek, Mesquite, Tex., 
12478 
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flood plain information—continued 
tom Creek, Dallas County, Tex., 


4 
Upham Brook, Henrico County, Va., 
1248 


ndix, 12481 


technical ap 
iver rte Walla 


Walla Walla 
Walla, Wash., 12 

Willamette River and tributaries, Mar- 
fon and Polk Counties, Oreg., 12483 

how to avoid Came 

Bedford, Mass. 484 

Bentleyville, iPallowfield township and 
Somerset township, Pa., 85 

Black Hawk Creek, Black Hawk County, 
Towa, 12446 

Caguas, P.R., 12486 
Spanish edition, 12545 

Camp Creek and North Fork Camp 
Creek, Atlanta, Ga., 12525 

Cany Creek, Jackson, Miss., 12527 

Cape May County, N.J.— 
Avalon, Sea Isle ast Goshen, 12487 
Ocean City, 124 
Stocle Harbor, Villas, 12489 
Strathmere, Dennisville, 12490 
Wildwood, Cape May, 12491 

Celina, Tenn., 12492 

Centralia and Chehalis, Wash., 12493 

Columbus, Ohio, 12524 

Coochs Bridge-Christiana, Del., 12494 

Cottonwood Creek, Grand Prairie and 
Arlington, Tex., 12530 

Cowlitz County, Wash., 12495 

Dyersburg, Tenn., 12497 

Fivemile Creek, Birmingham, Ala., 
12499 


Fountain Creek, Pueblo, Colo., 12507 
Glasgow-Frasers Corner, Del., 12500 


Halls Mill Creek, = Ala., 12531 
Hampton, Va., 12501 
Hutton Branch and Cooks Branch, 


Dallas County, Tex., 12582 
Johnson Creek,’ Arlington and Grand 
Prairie, Tex., 12533 
Marion and Polk Counties, Oreg.. 12502 
Mason Creek, Salem, Va., 12534 
Milton, W. Va., 12503 
New Bern, N.C., 12504 
Orange, Tex., 12505 
Pacific, Mo., 12506 
Proctor Creek, Atlanta, Ga., 1253 
Purple Creek, Jackson, ive, 12536 
Roanoke and Salem, Va., 12509 
Rochester, Minn., 1251 0 
Rock River, Beloit, Wis., 12549 
Rocky Mount, N.C., 12511 
Russellville and Dardanelle, Ark., 
Salamanca, N.Y., 12523 
Santa Fe River, Santa Fe, N. Mex., 
12514 
Scajaquada Creek in Cheektowaga and 
Lancaster, Erie County, N.Y., 12537 
Sherman, Tex., Post Oak Creek and 
tributaries, 12515 
South Mesquite Creek, Mesquite, Tex., 
12539 
Springfield, Mo., 12516 
Stillwater Creek and tributaries, Still- 
water, Okla., 12517 
Tenmile Creek, Dallas County, Tex., 
12540 
Union City, Tenn., 12518 
Oneer Flint River, Mud and Jester 
eks, Atlanta, Ga., 12541 
Victoria, Tex., 12520 
Walnut River, El Dorado, Kans., 
Williamsburg Ky., 12521 
keep damages low by building high— 


12513 


12498 


Canandaigua Qutlet, Gotarte and Wayne | Food 


Counties, N.Y., 1252 
Cuyahoga River, Big Creek and Tinkers 


InDEx 


Florida-Hatteras 





Creek, Cuyahoga County, Ohio, 12496 








Floods—Continued 


Operations Foresight, ESSA’s performance 
before and during heavy floods in Mid- 
west, Mar.—Apr. 1969, report, 12564 

Pupukea, Oahu, Hawaii, cause, possible 
solutions, ete., 12508 

reducing damages guidelines, 12544 

Rocky River floods, Lakewood and Rocky 
River, Cuyahoga County, stay dry by 
building high, 12512 

Santa nez River, including Alamo 
Pintado Creek, from Cachuma Dam to 
Buellton, Santa Barbara County, Calif., 

roblem, solution ete., 12542 

South Fork Wel River, near Weott and 
Myers Flat possibile solutions to prevent 
damage, etc., 12538 


Flora, see Plants. 
Florida : 


Agricultural Stabilization and Conserva- 
tion Service— 
— Congressional district summary, 
11816 


annual report, 11817 


ou on continental margin (series), 
soll survey laboratory data and descrip- 
tions, 18448 


south, applications of aerial photography 
and remote sensing to hydrobiological 
research, 1275! 

Slope, organic extracts 

from deep core samples, study, 12779 


Florissant Fossil Beds National Monument, 


establish, hearing, 12302 


Flow: 


experimental, properties ip wake of 120° 
cone at Mach number 2.20, 13135 

low-frequency flow dynamics of 2 nuclear- 
rocket cold-flow engine systems, analog 
computer study, 13104 

studies of flow in alluvial 
(series), 12799 

supersonic, antecoetee and penetration of 
gaseous jets, 1304 

turbulent, unified caatecie of turbulent jet 
mixing, 13046 

two-fluid wheel flows with imposed uni- 
form axial magnetic field, stability, 
13138 

two-phase hydrogen flow in pump inlet 
line, investigation, 13079 


channels 


Fluidics, fluidic autopilot system, flight in- 


vestigation, 13099 


Fluids: 


fluid reaction surfaces, classification def- 
initions, 13318 

homogeneous isotropic continuous fluids 
‘overni equations for wave propaga- 
tion, 12588 

two-fluld wheel flows with imposed uniform 
axial magnetic field, stability, 13138 


Fluorescent lamps, see Electric lamps. 
Fluorides, lanthanum fluoride electrode re- 


sponse in water and in 1M sodium chlo- 
ride, 13308 


Flying schools, see Aeronautics. 
Foams, Phe pe 


foams, technology, 


properties and applications, 12376 


Focusing, ae eas laboratory in- 


vestigation, 131 


Fog: 
Lmation and reduction of ice fog, 11929 


ae in snow and ice-fog crys- 
tals 
a studies on Greenland ice cap, 


Fi °F ~--£ Naval Oceanographic Office, lst, 


orth and South America, west coasts, 
ete., change, 18264 


code of Federal regulations, 12631 
food for peace, annual report on Public 
law 480, 12136 
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1! 0od—Continued 
human need 


national hearings, 


8 

nutrition survey, 

1 
Nixon administration program, recom- 
mendations, hearings, 12316 

Jimmy has more fun, donated foods pro- 
gram, 12326 

management in national emergency, guide 
for food processors and wholesalers, 
11876 

nutritious meals for needy children, pro- 
vide temporary emergency assistance, 
report, 12187 

pesticides, residues in food, 
manual, 12667 

Puerto Rico industry, minimum wage rates, 
data pertinent to review, 13527 

retail prices, 1964-68, indexes and aver- 
age prices, 12974 

standards, Codex Alimentarius Commis- 
sion, U.S. delegates, etc., 12325 

see also names of foods. 

Food processing, management in national 
emergency, guide for food processors and 
wholesalers, 11876 

Food stamps: 
act of 1964, amend to extend program, 

report, 12360 
program, ~~ 1970, authoriza- 
tion, increase, report, 12252 

Footwear, see Boots and shoes. 

For all the people, by all the people, report 
on equal opportunity in State and local 
government employment, 12036 

Force and energy : 
current-induced forces, action on static 

configuration of tri- meoored, subsurface, 
buoy cable array, 1329 
—— and bending - generated 
ss the NRL dynamic tear test, anal- 
p— - 3 


analytical 


289 
use of energy thickness in prediction of 
throat heat transfer in rocket nozzles, 
13131 
Forecasts : 
long-range en nag | of scientific and 
technical progress, USSR study, 12938 
scientific progress and sociological predic- 
tions in USSR, 12945 
Foreign Affairs Committee, House : 
hearings, 12217-219 
investigations and studies, foreign policy 
of U.S., authorization, report, 193 
report, 12198 
subcommittee print, 12220 
Foreign Agricultural Service : 
appropriations, 1970 pepert, 12254 
biographic register, 1347 
miscellaneous, FAS-M cate, 12669-—670 
Foreign aid : 
foreign assistance act of 1961, 
hearings, 12218 
a assistance act of 1969, hearings, 
Mi. <i Development Agency opera- 
tions report, 12860 
Latin America, alliance for progress— 
toward a strategy of inter-American de- 
velopment, new directions for the 
1970's, report, 12193 
United States aid operations, review, 
hearings, 12226 
Latin American countries, report, 12193 
link between reserve creation and assist- 
ver developing countries, proposal, 
Foreign Claims Settlement See, ap- 
propriations, 1970, report, 1219 
Foreign countries 
competition in horticultural 


12669 

developing nations, link between reserve 
creation and development assistance, 
proposal, 12131 


amend, 


products, 
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Foreign countries—Continued 
economic data for less developed coun- 
tries, 12862 
foreign economic trends and their impli- 
eations for United States, DT series, 
12843-852 
Foreign policy, see International relations. 
— relations, see International rela- 


tion: 

Wereign Relations Committee, Senate, hear- 
ings, 12298-299 

Foreign Service : 
biographic register, 13470 
career, general information, 13471 
department and foreign service series, 

13470-471 

Foreign trade see Commerce. 

Foreigners, see Aliens, 

Forest fires, Alaska coastal stations, fire 
roa indexes, summary and analysis, 
272 

Forest lands, see Forests and forestry. 

Forest management : 
forestry management in West Pakistan, 

12859 
woodland grazing management, 12685 

Forest products: 
insecticides, guide, 11862 
photographs in Division of Agriculture 

ones Forest Products, annotated list, 

Forest eite 
annual report, 12694 
appropriations, 1970, report, 12171 
a we development BD&T report, 


Intermountain region yeortect. 1967, na- 
tional forests Bi pres + 689 
research notes, 1269 
research papers, 12708-7165 
tiasber sales, competition for Federal tim- 
ber ip Pacific Northwest, = sis, 12710 
Forest thinning, crop-tree meer of 
ponderosa pine in Pacific Northwest, 12704 
Forestry, see Forests and forestry. 
Forest and forestry : 
forest ecosystems, nitrogen enrichment by 
red alder, 12714 
Horseshoe properties, quarter century of 
forestry progress, 13503 
managing your woodlands, how to do it 
guides, 12685 
— — Douglas-fir supply study, a 
native pro grams for increasing timbe 
supplies, 12676 
research papers, 12708—715 
research notes, 12695-12707 
wildlife habitat research, Pacific South- 


west, 12691 
see a Forest products—National for- 
ests 


Forgings, oaveneet gear-forging techniques, 
evaluation, 119 

Forked r ¥ as, 
flood plain information, 12457 
floods, how to avoid Comngy 12497 

Forms, blanks, etc., Domestic Gold and Sil- 
ver Operations Office, procedures and 
Gooqeipttons, 13612 

Fort Wingate Army Depo Mex 
drilling and testing +4 . 340, * 12767 
water well, site study, 12788 

FORTRAN, see Wiectronic data processing 
systems. 

Fortson, Mildred T., list of available publi- 
cations of Agriculture Department, 12823 

Foster, Margaret D., studies of celadonite 
and glauconite, 12783 

Foster Creek, river mile index, 18310 

Fountain Creek, floods in Pueblo, Colo., how 
to avoid damage, 12507 

Fowler, William B. : 
digital indicator for 

12702 


— 
digital temperature monitor for photo- 
recording, 12699 


maximum wind- 
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Fox, Harry W., jr., Py computer study 
of low frequency flow dynamics of two- 
nuclear-rocket cold-flow engine systems, 
13104 
Fox, J. Ronald, nomination, hearings, 12286 
Fracture of metals: 
integration of metallurgical and fracture 
mechanics concepts of transition tem- 
perature factors relating to fracture 
safe design for structu steels, i 

semiempirical fractures analysis or small 
surface cracks, 13118 

steel, 5SNi-Cr-Mo-V, characterization of 
fracture toughness by Cuarpy V-notch 
and dynamic tear tests, 13292 

subcritical flaw growth in 9Ni-4CO-0.25C 
steel fatigue and fractographic investi- 
gation, etc., 13277 

Fractures, simulated underground, factors 
affecting detonation velocities of desensi- 
tized nitroglycerin, 13023 

France, economic trends and their implica- 
tions for United States, 12844 

Franklin, Tenn., flood plain information, 
2460 


Frasea, Maria B., relief, 12084 

Fraser Corner, Del., floods, how to avoid 
damage, 12500 

Free field rapid access format for BT pro- 
files, 13261 

Freezing, three-phase heat transient con- 
densing with freezing on nonisothermal 
inclined plate, 13093 

Freight : 
cost of transporting by class 1 and 2 

motor common carriers, by regions or 
territories, 12869 
East-South territory, 12865 
Middle Atlantic region, 12866 
South-Central territory, 12867 
Southern region, 1286 
handling by motor carriers, cost, 12872 
rail service costs, formula for determin- 
ing, errata, 12870 

Frequencies : 

management engineering principles, VHF/ 
UHF/microwave link facility handbook, 
12590 

optimum frequencies for high frequency 
sky-wave comiunication services, tech- 
nical considerations in selection, 12568 

see also Radio frequencies. 

Frequency band, VHF propagation curves, 
development for Maritime Mobile Radio 
Service, 12604 

Friction, and contact resistance during slid- 
ing in vacuum of some low-resistivity 
metals lubricated with enees molyb- 
denum disulfide films, 13124 

Front Range unit, see Missouri River Basin 
project. 

Frozen foods, see names or classes of foods 


Fruit: 
edible, of forest trees, 12678 
fresh, shipments by States, etc., 12324 
home rden, Southeastern and Central 
Southern States, 11869 

processed, and related products, la- 
tions governing inspection and certifica- 
tion, 12329 

see also Citrus fruit. 

Fryin n-Arkansas project, general infor- 
mation, 13394 

Fuel : 
considerations in U.S. supersonic jet trans- 

port program, 12587 
control valve for use in airbreathing en- 
ne research, dynamic performance 
analysis, 13112 
see also Liquid fuels 

Fuel emulsions, see Emulsions. 

Fulcher, R., brushless de torque-driven 
reaction wheel for spacecraft attitude 
control, 13083 

Full measure of life, 13171 
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Functions poem, sce Mathematics. 
Furnaces, Federal item identification guide, 


Fuses (ignition devices) : 
bomb and hand grenade fuzes, reason- 
ableness of prices questioned under three 
negotiated contracts, Army Department, 
GAO report, 12748 
fuze, Army, design safety criteria, mili- 
tary standard, 12365 
Fuzes, see Fuses (ignition devices). 


G 


Gallawa, R. L., use of surface waves in 
communicating with high speed vehicles, 
12574 

Gallinules, hunting, possession, transporta- 
tion, importation, 1969-70 Federal regula- 
tions governing 13461 

Game and game birds, migratory birds Fed- 
eral regulations governing hunting, pos- 
session, transportation, importation, 
13461 

Garden Creek, flood plain information, 12458 

Gardening, see Gardens. 

Gardens: 
home and gardens bulletins, 11867—868 
home garden— 

fruit, Southeastern and Central South- 
ern States, 11869 
iris, growing, 11867 
Garnishment, sce Attachment. 
Garvin Basin, Crow Indian Reservation, 
Mont., soil & range resources inventory, 
12822 
Gas: 
air pollution and regulated natural gas 
industries, 12616 

Alaska’s economy in case of national eco- 
nomic pause, fiscal strength through oil 
and gas receipts, 12611 

coal-steam gasification reactions, influence 
of residence time, temperature, and 
steam concentration, 13027 

drag reduction due to gas injection through 
various discrete slots on 3-dimensional 
wing at Mach 2.01, 13101 

gaseous jets in supersonic flow, interaction 
and penetration, 13047 

hot-gas-side wall temperatures in rocket en- 
gines, thermocouple technique for meas- 
uring, 130 

natural gas pipeline safety act of 1968, 
administration, annual report of Secre- 
tary of Transportation, 13505 

oil and gas deposits, prospects of usin 
nuclear explosions in developing, USS. 
Tr 12915 

oil and gas industry, economic factors af- 
fecting level of domestic petroleum re- 
serves, tax reform studies and proposals, 
Treasury Department, 12244 

——-s of interstate natural gas pipe- 
ine companies, 12618 
Gas appliances, industrial gas cleaning equip- 
ment shipments and end use, 11974 
Gas equipment and appliances, see Gas ap- 
pliances. 
Gas pipe lines, see Pipe lines. 
Gases : 
acid, and oxides of nitrogen, removal from 
8 abin a heres, 1304 

polar, rotational collision comparison of 
numbers obtained from different defini- 
tions, 13108 

residual gas life of charcoal beds, CO, pute 
technique for determination, ich- 
scale studies, 13282 

Gasification, see Gas. 

Gasoline, motor, winter 1968-69, petroleum 
products survey, 13021 

— see General agreement on tariffs and 

ade. 


Do not order from index; see indicated entry 





Ge 
Ge 


222 2 


>) 


Q 


thematics. 
ion guide, 


i, Freason- 
nder three 
partment, 
ria, mili- 


8). 


waves in 
| vehicles, 


ransporta- 
al regula- 


yirds Fed- 
ting, pos- 
portation, 


on, 12458 


67-868 
al South- 


servation, 
nventory, 
tural gas 


lonal eco- 
rough oil 


influence 
ure, and 


a through 
nensional 


iteraction 


rocket en- 
for meas- 


of 1968, 
of Secre- 


of usin 
ag, USS 


actors af- 
oleum re- 
roposals, 
gas pipe- 
Ing equip- 
yi 

| Gas ap- 


pout from 


arison of 
nt defini- 


pulse 
~~ 
vetroleum 
riffs and 





SEPTEMBER 1969 


Gazeteers, see Geographical names. 
-forging techniques, evalua- 


(N.L.) equipment, P- 
series, pontoon r handbook, 13209 
Gebel 'Uweinat, see Uweinat, Gebel. 
Gelechioidae, see Stenomidae. 
General Accounting Office, additional super- 
grade positions, establish hearings, 12318 
General agreement on tariffs aud trade, 
tariff concessions, protocol and schedules, 
agreement with Spain, 13478 
General Counsel, Agriculture Dept., appro- 
priations, 1970, report, 12254 
General Services Administration : 
appropriations 1970, hearings, 12285 
basic laws and authorities, compilation, 
12752 
Generators, see names or types of generators. 
Gennari, J. J., controlled destructive testing 
of pressure vessels, 13286 
Geodesy, and cartography, selections, USSR 
study, 12931 
Geodetic instruments, microwave modulated, 
dual optical wavelength geodetic, distance- 
measuring instrument, development, 12572 
Geographical names : 
azetteers, 12753 
2anama and Canal Zone, standard place 
names, 12753 
Geological Survey : 
come riations, 1970, report, 12171 
bulletins, 12759 
circulars, 12760 
professional papers, 12779-786 
—— supply papers, 12796-12802 


Geology : 
deposits of Lake George (or Badger Flats), 
beryllium area, ark and Jefferson 
Counties, Colo., 12781 
economic, of platinum metals, 12785 
ve Mexico, selected bibliography, 


John Day Country, Grant County, Oreg., 
geologic setting, 12771 
i quadrangle, Mont.-Wyo., 


127 

Geomagnetic field, parametric angies of tra- 
jectory-determined field line intersects pre- 
dicting location ef artificial auroras, 13074 

Geomegnetiom, see Terrestrial magnetism. 

Geophilomorpha, see Centipedes. 

Geophysical Sciences Library, Soviet litera- 
ture accessions, guide, 12575 

Geophysics, Gulf of Mexico, selected bibliog- 
raphy, 13249 

George, Mario M., reliability evaluation of 
mechanical stability augmentation system 
for helicopters, 11956 

George Washington National Forest, general 
information, 12681 

Georgia, Agricultural Stabilization and Con- 
servation Service annual reports, 11818— 


ars : 

advanced 
tion, 11954 

Navy Lightered 


Germany, Soviet Zone, mineral industry, 
minerals yearbook chapter, 13015 

GF series, 12016—-17 

ee, pote commodities, agreement, 


Gibson, A. E. : 
remarks— 
July 23, 1969, 12994 
Aug. 18, 1969, 12995 
Gierhart, G. D., transmission loss atlas for 
select aeronautical service bands from 
0.125 to 15.5 GHz, 12567 
Gilbert, Carl J., nomination, hearing, 12294 
Coe, Glenn A., econometric model for 
predicting water-orlented outdoor recrea- 
tion demand, 12409 
Ginnie Mae, see Government National Mort- 
gage jation. 
Girard, David H., list of intercepted plant 
pests, 11794 
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Glasgow, Del., floods, how to avoid damage, 
12500 - 


Glass, adsorption of carbon-14-labeled stearic 
acid on soda-lime glass, 13301 
see also Glass fibers. 
Glass fibers, woven and nonwoven S-glass 
fibers, 11953 
Glauconite, studies, 12783 
Glen Canyon Dam, general 
13395 
Glen Canyon National Recreation Area, gen- 
eral information, 13395 
Gloves : 
all-rubber, except surgical, visual inspec- 
tion guide, military standard, 12363 
fabric and leather industry in Puerto Rico 
data pertinent to review of minimum 
wage rates, 13520 
Glycol, see Polyethylene glycol. 
Gold: 
adhesion to copper and copper aluminum 
alloys, LEED study, 13126 
— and consumption, 1967, report, 


information, 


Gold (money) : 

Domestic Gold and Silver Operations Of- 
fice, procedures and descriptions of 
forms, 13512 

Mint Bureau, report, 13032 

Golden Eagle program, see Operation Golden 

Kagle. 


Goldstein, Harold T., correlation between 
United States and international standard 
industrial classifications, a comparison 
with particular application to Bureau of 
Census, 12021 

Gomes, Mario §., relief, 12094 

Gonzalez, D. D., stage-discharge character- 
a of weir in sand channel stream, 


Goshen, N.J., floods, how to avoid damage, 
12487 


Government: 
census 1967, final reports, 11993-—994 
city finances, 12016 
Federal— 
disaster loan programs, hearings, 12288 
Government policy and aircraft/airport 
noise problem, 12579 
programs and services to elderly Mexi- 
ecan-Americans, availability and use- 
fulness, hearings, 12282 
pate gee finances, GF series, 12016—17 
ocal, research and development, activities, 
13203 
municipalities and township, finances, 
1967, census of governments, 11994 
our American government, what is it? how 
ry! - function? questions and answers, 
our Constitution and Government, Fed- 
eral textbook on citizenship, 12819 
special districts, finances, census of gov- 
ernments, 11993 
State and local— 
equal opportunity in employment, for 
all the people, by all the people, re- 
port, 12036 
Federal disaster assistance by Office of 
Emergency Preparedness, GAO re- 
port, 12744 
special studies, 12019 
Government contracts : 
bomb and hand grenade fuzes, reasonable- 
ness of prices questioned under three 
contracts, Army Department, GAO re- 
port, 12748 
. = and contracting, hearings, 
Transportation rH hy what, where, and 
how it buys, 13510 
Government National Mo: Association, 
Ginnie Mae programs (address), 12807 
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Government offices : 
appropriations, 1970, supplemental, 12152 
iedependent offices, appropriations 1970, 
hearings, 12285 : 
public expenditures, estimating benefits, 
guidelines, hearings, 12130 
Government officials and employees : 
classified and postal salary systems com- 
pensation, hearings, 12243 
Federal career directory, guide for college 
students, 12041 
Federal employee facts, 12044—45 
Federal employee health series, 13345 
Foreign Service career, general informa- 


tion, 13471 
service——Civil 


see also Civil service 
Government Operations Committee, House, 
SY 


pensions. 


hearings, 12221—227 
Government Operations Committee, Senate, 
hearings, 12300—301 
Government periodicals, see Periodicals. 
Government Printing Office, financial state- 
ments, 1968, GAO examinations, 12743 
Government Procurement Commission, es- 
tablish, hearings, 12222 
Government publications, price lists, Public 
Documents Division, PL series, 13332 
see also names of departments, etc., is- 
suing publications———also subjects. 
Government reorganization plans: 
executive branch, transfer environmental 
evaluation functions to Environmental 
Quality Council, hearings, 12225 
Interstate Commerce Commission, recom- 
menentions, message from the President, 
12153 
Federal specifications, 12650 
Government supplies : 
Federal test method standards, 12651-652 
procurement and contracting, hearings, 


1222 

Transportation Dept., what, where, and 
how it buys, 13510 

see also Military supplies. 

Grade crossings, see Railroad crossings. 

Grading, see names of products. 

Graham, Hugh D., violence in America, his- 
tony and comparative perspectives, 
1332 

Graham, Robert W., use of energy thickness 

in prediction of throat heat transfer in 
rocket nozzles, 13131 

Grain: 

experimental crops, trapping house spar- 
rows to protect, 1346 

feed grain program, 1967, summary, 11815 

varieties, impact in Asia, 12421 

Grand Coulee Dam, third powerplant, general 
information, 13404 

Grand Mesa National Forest, resources and 
management, interrelationship wi Rec- 
lamation Bureau’s Battlement Mesa proj- 
ect, water resource development impact, 
survey report, 12727 

Grand Prairie, Tex. : 
flood plain information, 12455, 12462 
floods, how to avoid damage— 

Cottonwood Creek, 12530 
Johnson Creek, 12533 

Grant County, N. Mex., 
resources appraisal, 1 

Grant County, Oreg.. 
geologic setting, 12771 

Grants-in-aid : 
allied health professions personnel train- 

ing act of 1966, amended, report, 13167 
Economic Development Administration— 
grants and loans for public works and 
development facilities, 12390 
planning grants for economic develop- 
ment, 12391 
Federal programs, Commercial Fisheries 
Bureau, 1969 activities, 12078 
historic preservation, information for ap- 
plicants, 12809 


Silver City area, 
90 
John Day County, 
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Grants-in-aid—Continued 
Medical Foundation of Bellaire, 
health services programs, 
12224 
student financial aid, 12438 
Grapes, concord, from Canada, Tariff Com- 
mission investigation, 1 
Graphic methods, pe pte of transpor- 
tation graphics and communications, pro- 
seminar, 13387 


Ohio, 
hearings, 


ceedings o 
Graphite 
filament-wound pressure vessels at ambi- 
ent and cryogenic temperatures, tensile 
and cyclic fatigue properties, 13129 
trade and tariff information, summaries, 
13500 
Gratuities, 


pusperss, 

Gravel, buried sand and gravel de 
shallow-water areas, technique 
tion, 13246 

Gravitation, coordination of voluntary move- 
ments of man in a sero gravitational field 
(under weightlessness), 13147 

Gravity, motion of artificial satellites in 
Harth's gravitational field, 13145 


Grazing, woodland grazing management, 


ti reporting for Federal tax 
13837 


sits in 
or loca- 


12685 
Great Britain, economic trends and their 
implications for United States, 12847 
Great Lakes: 
pilot, survey, supplement, 12982 
pilotage regulations, 61 
— commerce, 1967 calendar year, 
Great Smoky Mountains National Park: 
certain lands within, and portions of high- 
way bordering, convey to Tennessee, 
report, 12265 
roadway entrance, specify route, etc., re 
ort, 12167 
Greek language, basic course, 13475 
Green River formation, oil shales, deter- 
mination of dawsonite and naholite, 13028 
Greenfeld, Sidney H., study of variables in- 
volved in saturating of ee felts, 13156 
Greenland, fog modification studies on Green- 
land ice cap, 11931 
Greenland Sea, Western oceanographic cruise 
summary, 13221 
Gregory, Keith B., beef cattle breeding, 11863 
Grenades, fuzes for hand grenade, reason- 
ableness of prices questioned under three 
negotiated contracts, Army Department, 
GAO report, 12748 
Grid systems, see Maps and charts. 
Grids, glass coated electron-bombardment ion 
thruster grids, fabrication process, 13107 
Ground schools, see Aeronautics. 
Ground water, see Water. 
Grove Creek, flood plain information, 12470 
ome A. F., mineral industry of Thailand, 


130: 

Gruen, Edward D., technical notes on new 
census method for seasonal adjustment of 
foreign trade data, 12020 

a River, flood plain information, 


Guam, liberation, 12991 

Guam National Seashore, master plan, 13192 

Guerrilla warfare, counterguerrilla opera- 
tions, Army field manual, 11935 

Guidance, see Counselors. 

Guidelines for estimating benefits of public 
expenditures, 121380 

Guilford Courthouse National Military Park, 
master plan, 13190 

Guinea piss Rqpeserante, maximum rate 
analysis of erythrocyte carbonic anhydrase 
in, 13001 

Guitarro (USS): 
sinking, hearing, 12208 

Gulf, see name of gulf or place where located. 

Gulf Coast, nautical chart catalog, 12060 
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hearings, 
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ss, tensile 
[3129 
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ary move- 
onal field 
ellites in 
5 
agement, 
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ark: 

3s of high- 
ennessee, 


etc., re- 
s, deter- 
ts, 13156 
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ment ion 
8, 13107 


n, 12470 
‘hailand, 
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Gulf Stream, oceanographic cruise summary, 
North Atlantic Ocean, 18259 

Gully, A. J., removal of acid and oxides 
¢ aaream from spacecabin atmospheres, 


Gunn effect and its applications, USSR, 
12922 


Guns, see Firearms. 

Gypsum, trade and tariff information, sum- 
maries, 13500 

Gypsy moths, general information, 11880 

Gwandu formation, artesian aquifers, 12770 


H 


H.D.W., see Health, Education, and Welfare. 

Habitats, flora, mammals, and wasps of Gebel 
"Uweinat, Libyan Desert, 13423 

Hafnium carbide, arc-melted tungsten-rhe- 
nium-hafnium-carbon alloys, mechanical 
properties, 13123 

Hail, denting of airpl...~ surfaces, analytical 
evaluation, 13134 

Hall, Gaylord L., improved illumination of 
dental treatment room, 11900 

Halls Mill Creek, Mobile, Ala., floods, how 
to avoid damage, 12531 

Hamilton, Douglas R., analysis of selected 
sigma-t surfaces in Indian Ocean, 13217 

Hampton, Va. : 
flood plain information, 12453 
floods, how to avoid damage, 12501 

Hand grenades, see Grenades. 

Handbooks, see Subjects. 

Hanish, S., tables of associated Legendre 
functions of first and second kind of very 
large degree with argument near unity, 


275 

Hann, R. A., longitudinal shrinkage in 7 
species, 126' 

Hanrahan, Donald J., theoretical and ex- 

rimental study of AC losses of high 

Reld superconductor and implications for 
power applications, 13285 

Hanson, rthur, soil survey of Collin 
County, Tex., 13444 

Hanson, Morgan P., tensile and cyclic fatigue 
properties of graphite filament-wound 
pressure vessels at ambient and cryogenic 
temperatures, 13129 

Harbor Survey Assistance 
of Puerto Limon, Costa 

Harbors, waterborne commerce, 
endar year, 12556 

ape River, flood plain information, 
12460 


Harris, D. D., evaporation oeeey at Warm 
Springs Reservoir, Oreg., 12769 

Hart, William E., satellite navigation, aid 
to ocean surveying, 13239 

Hatch, Charles E., jr., dependencies (out- 
buildings) of —. Digges House, 13184 

Hawaii, Agricultural Stabilization and Con- 
— Service, annual reports, 11820— 
821 


rogram, survey 
iea, 12256 


1967, cal- 


Hawes, J. D., analysis of Japanese current 
meter arrays, 13: 
Hawley, C. C., geology and beryllium open 
of Lake George (or Badger Fiate) beryl- 
lium area, Park and Jefferson Counties, 
Colo., 12781 
Hay, Carolyn R., mobility of populates of 
United States, Mar. 1967-Mar. 1968, 12013 
Haydon, George W., technical considerations 
in selection of optimum frequencies for 
high frequency sky-wave communication 
services, 12568 
Hazardous substances : 
child protection under Federal hazardous 
substances act, hearing, 12291 

dangers of flammable clothing, 13336 

Federal hazardous substances act, amend, 
hearing, 12291 

radioactive waste disposal no longer haz- 
ardous, USSR study, 12899 
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Head Start Project, see Project Head Start. 


ealth : 

allied health professions nnel train- 
ing act of 1966, amen report, 18167 

and safety laws and codes, directory and 
index, 12961 

coal miners, improve working conditions, 
hearings, 12213, 12310 

Community Health Service, 
catalog, 13334 

consequences of smoking, Public Health 
Service review, supplement, 13346 

wa ere cee factors (remarks), 


publication 


data on national health resources, 13381 

Economie Opportunity Office health serv- 
ices programs, hearings, 12224 

emergency health series, 13841 

environment and health planning 
dress), 13343 

environmental crisis (remarks), 13367 

environmental health series, radiological 
health, 13344 

environmental problems (remarks), 13364 

examination survey, factors related to re- 
sponse. 13379 

Federal employee health series, 13345 

head start child development centers, 
no and Project Head Start, 
- 0 


Hill-Burton health facilities series, 13347 
indiags, Gyeee Health Service program, 


report to the first Americans, 13377 
occupational safety and health problems 
(remarks), 13366 
premise and home environmental health 
survey, Papago Indian Reservation, 
13361 
promote in building trades and construc- 
tion industry in Federal and federally 
capaees construction projects, report, 
public health bibliography series, 13362 
radiological health programs, directory of 
personnel responsible, 13338 
services, family use, United States, 18380 
smoking and health, bibliography, 13362 
smoking, tobacco, information, 133876 
statistics— 
data evaluation and methods research, 
13379 


(ad- 


data from national health survey, 13380 
Health and Safety Division, TVA, annual 
report, 13502 
Health centers, West Oakland Health Cen- 
ter, dedication (remarks), 12395 
Health, Education, and Welfare Department : 
appropriations, 1970, report, 12197 
Assistant Secretary, nomination of Roger 
O. Hgeberg, hearing, 12314 
cities handbook, 12803 
Indian health services and facilities, ap- 
propriations, 1970, report, 12171 
visitors information center, general in- 
formation, 12804 
york experience and training project, ad- 
ministration and effectiveness— 
Jackson County, Mo., GAO report, 12729 
Wares. County, Mich., GAO report, 


Health insurance: 
eare costs, Secretary’s regional conference, 


12805 
private, expenditures for services by 
region and state per capita, 13437 
seea Medical care. 


Health Services and Mental Health Admin- 
ee appropriations, 1970, report, 
1 


Hearing: 
comparison of 7 systems for air conduction 
audiometry from 8-20 KC/8, 13000 
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underwater, in man, sensitivity, 13002 
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Heart: 

eardiac function algorithm, constructing, 
USSR study, 12908 

rat heart, effect of monoamine oxidase 
and diamine oxidase on norephinephrine 
and histamine, 11903 

see also Artificial heart. 

Heart diseases : 
coronary nursing, outlook, proceedings of 

conference, 13360 
endocarditis, bibliography, 13342 

Heat: q 

calculation of elevated-temperature cyclic 
life considering low-cycle fatigue and 
creep, 13106 

thermal and radiation shielding of reactor 
vessel, USSR study, 1295 

waste, problems of disposal from steam 
electric plants, staff study, 12623 

Heat transfer : 

stagnation point heat and mass transfer 
at hypersonic speeds, linearized theory, 
ae! transient condensing wit) 
a 
er, nonisothermal incline plate, 
3093 
throat heat transfer in rocket nozzles, use 
of energy thickness in prediction, 13131 

Heaters, space, Federal item identification 
guide, 12358 
see also Furnaces—Unit heaters. 

Heating, data-reduction technique for de- 
termining rapidly rising heating rates to 
thermally thick walls, 13103 

Heating apparatus and supplies, see Heaters. 

Heck, Walter W., tobacco, sensitive monitor 
for photochemical air pollution, 13354 

Hedrick, James L., smoking, tobacco, and 
health, 13376 

Heffner, Hubert B.. 
12313 

Hefner, Lake, radio-physical studies, 1966— 
67, of evaporation, 12571 

Heidmann, Marcus F., analysis of dynamic 
response of liquid jet atomization to acous- 
tie oscillations, 13117 

Helicopters : 

Bell 204B external helitank, evaluation, 
12679 

box ejector for insect distribution from 
helicopter, 11791 

mechanical stability augmentation system. 
reliability evaluation, 11956 

rotor downwash effects, 12680 

UH-1, high-reduction-ratio transmission, 
installation, 11950 

Hellostations, working, USSR 
study, 12892 

Helium, large-angle pointed cones in helium 
at Mach numbers of 8 and 20, shock shapes 
and pressure distributions, 13120 

Hellman, Alfred, biohazard control and con- 
tainment in oncogenic virus research, 
13168 

Hemispheric teleconnections of mean circula- 
tion anomalies at 700 millibars, 12573 

Hemodynamics, see Blood. 

Hendricks, Robert C.. film boiling from sub- 
merged spheres, 13069 

Henrico County. Va. : 
flood plain information, 12480 
technical appendix, 12481 

Heptanoic acid, temporary duty suspension, 
extend, law, 12121 

Herbert, Edward L., salad dressing, mayon- 
naise & related products, 11978 

Herpetology, see Reptiles. 

HEW, see Health, Education, and Welfare. 

Higgins, Robert P., Indian Ocean Kino- 
rhyncha, Condyloderes and Sphenoderes, 
new Cyclorhagid genera, 13426 

High school students, see Students. 

Higher education, see Colleges and univer- 
sities. 

Highway-railroad grade crossings, see Rail- 
road crossings. 


nomination, hearing, 


description, 
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of life. 
ighways. 
Hill-Burton health facilities series, 13347 
Himantariidae, see Centipedes 


Highway safety, see Safet: 
Highways, see Roads and 


computer-generated monthly 


Hiss, W. L., 
hours by fund and 


report, summary of 
phase, 12766 
Histamine, in rat heart, effect of monoamine 
oxidase and diamine oxidase inhibitors, 
11903 
Historic sites : 
Big Bend National Park, historic resources 
management plan, 13188 
grants for historic preservation, informa- 
tion for applicants, 1 
preservation program, general informa- 
tion, 12815 
History, see names of departments, etc. 
Hodges, Ronald W., Nearctic Walshiidae, 
notes and new taxa (Lepidoptera: Gele- 
chioidea), 13429 
Holding companies, see Banks and banking. 
Holding patterns, 11920 
Holidays, major collective baegeining agree- 
ments, paid vacation and holiday provi- 
sions, 12964 
Holms, Arthur G., design of experiments as 
doubly telescoping sequencies of blocks 
with application to nuclear reactor experi- 
ment, 13137 
Home economics: 
home and garden bulletins, 11867—868 
homemakers’ opinions about selected 
meats, nationwide survey, 11874 
Home makers, see me economics. 
Homemaking, see Home economics. 
Homes : 
one-family, insured by FHA under sec. 221 
(d) (2), trends, 12614 
Papago Indian Reservation, premise and 
home environmental health survey, 
13361 
Homoplasty, use of cadaver blood and aspects 
of homoplasty, selections from scientific 
meeting, USSR study, 12925 
Honey : 
romaree and promotion program, hearings, 


aI 


U.S. honey in west European market, 
12670 


Honey bees, see Bees. 

e-~ “gamed structures, see Laminated mate- 
rials. 

Hooper, Mary E., earned degrees conferred, 
1967-68, institutional data, 12427 


Hooster Creek, flood plain information, 
12470 

Hopkins, John A., Latin American farmer, 
12418 

Horan, D. M.: 


solar X-ray emission during flight of 
Apollo 8, 13304 

using solar X-rays as indicators of solar- 
flare activity, 13295 

Horseshoe properties, quarter century of 

forestry progress, 13503 

on products, foreign competition, 


Hosiery, industry in Puerto Rico, data per- 
Snape to review of minimum wage rates, 
Hospital administrators : 

emergency handling of radiation accident 


cases, 11967 
wae VA, examination announcement, 
1205 


Hospitalization insurance, medicare, hospi- 

tal insurance benefits in extended care fa- 

cility, 13440 

Hospitals : 

and related institutions industry, Puerto 
Rico, minimum wage rates, 13522 








drugs distribution, 13347 
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Hospitals—Continued 

hospital care, Magy by region and 
state, per capita, 1843 

private, in District of Columbia, computa- 
tion of overtime compensation for em- 
ployees, authorize, report, 12179 

see also Veterans hospitals. 

Hotels, hotel and motel industry in Puerto 
Rico, data pertinent to review of minimum 
wage rates, 13523 

Hottenroth, Marjorie J., relief, 12093 

Hours of labor: 
employee compensation and payroll hours, 

cotton and synthetic textiles, 12963 
fair labor standards act, overtime pay, 
basic rates for computing, 13533 
railroad employees, reduce 16-hour maxi- 
mum limitation for certain employees, 
hearings, 12232 
union, motortruck drivers and helpers, 
2965 

House documents, 12133—-154 

House reports: 
private bills, 12155 
publie bills, 12156-12201 

Households, insecticides, guide, addendum, 
11862 

Houses, all residential properties, construc- 
tion reports, residential alterations and 
repairs, 11997 


Housing : 
Appalachian Rousing assistance, HUD 
handbook, 128 


authorized by bullaing permits and public 
contracts, construction reports, 11996 

current reports, housing vacancies, 11998 

decent home and suitable living environ- 


ment for every American (remarks), 
12818 

family, Navy design manual, change, 
13208 


films, filmstrips, slides and audiotapes, 
bibliography, 12816 
living units, minimum property standards, 
interim revision, 12615 
low cost, trends of 1-family homes in- 
one by FHA under sec. 221(d)(2), 
261 
low income families, Rosebud Indian Res- 
ervation, transitional housing experi- 
ment, report, 12817 
national goals, hearings, 12210 
New Florencia, case study for 1970 cen- 
suses of population and housing, admin- 
istrative requirements and mapping, 
administrative control system, 12018 
new sources of mortgage funds are needed 
to finance construction (address), 12807 
operation breakthrough, new HUD pro- 
gram (address), 0 
programs to assist lower income families 
(address), 06 
rental, for lower peewee families, 12814 
vacant units in U.S., 11998 
— Urban ) non AE Depart- 
ment: 
appropriations, 1970, hearings, 12285 
HUD guite series, 12809 
HUD handbooks, 12810-811 
IP series, 12813-—815 
MP series, 12816—817 
How our laws are made, 12144 
ow tp investignte copyright status of work, 


Hubbard County, Minn., community action 
program, effectiveness and administration, 
GAO report, 12737 

Huddell, Howard D., AUTEC sediment de 
osition/erosion study interim report, 13219 

Huff, Ronald G., thermocouple technique for 
measuring hot-gas- side wall temperatures 
in rocket engines, 1 

Human anatomy, see Anatomy. 


Hunger: 
human needs— 
national nutrition survey, hearings, 
12316 
Nixon administration program recom- 
mendations, hearings, 12316 
Jimmy has more fun, donated foods pro- 
gram, 12326 
Hunter, Yolanda F., relief, 12105 
Hunting, migratory ag 1969-70, Federal 
regulations governing, 13461 
en oe Thi, see Nguyen Thi Huong 
(Linh). 
Hurricanes, naming of hurricanes, 13535 
Husby, David M.: 
oceanographic cruise, USCGC Northwind, 
northern Bering ‘Sea, Bering Strait, 
Chuckchi Sea, 12063 
oceanographic observations north Atlantic 
Ocean Station DELTA, 44° N 41° W, 
July 1966—Aug. 1967, 12062 
Huss, Ralph E., records of Dept. of State 
on internal affairs of Turkey, 13151 
Hutchinson, John Earl, Peruvian agricul- 
tural situation, look ahead, 12415 
ethee Branch, flood plain information, 


Hutton Branch and Cooks Branch, floods in 
—— County, Tex., how to avoid damage, 


Huvos, eo" B., mineral industry of Ru- 
mania, 13019 
Hydraulic machinery, hydraulic equipment, 
welding repair, 3398 
Hydrobiology, see Marine biology. 
Hyrdocarbons : 
petroleum, chemism and Pinteroblotogteal 
properties of processes ~ aeeeece 
oxidation of, USSR — 876 
vapor-phase oxidation of - rocarbons, ef- 
fect of oxygen concentration on plat- 
inum-catalyzed combustion and ioniza- 
tion, 13284 
Hydrodynamics, maneuverability of aquatic 
‘anna, USSR study, 12911 
Hydroelectric power, see Electricity. 
Hydrogen : 
gaseous-hydrogen requirements for dis- 
charge of liquid hydrogen from 1.52 
— (5-Ft-) diameter spherical tank, 
two-phase flow in pump inlet line, investti- 
gation, 13079 
Hydrography, survey data reduction by au- 
tomatic plotter, 13216 
Hydrology : 
contributions to hydrology of United 
States (series), 12798 
hydrologic data, compilation— 
Calaveras Creek, San Antonio River, 
Tex., 12761 
Cow Bayou, Brazos River basin, Tex., 


6 
oe. Colorado River basin, Tex., 
Mukewater Creek, Colorado River basin, 


ex., 12764 
Waller and Wilbarger Creeks, Colo. 
River basin, Tex., 12765 
United States and Canada, 1963-65, an- 
notated bibliography, 13534 
Hyland, Howard L., plant inventory, plant 
material introduced, 1798 
Hymenoptera, see Bees— Wasps. 
Hypercapnia, maximum rate analysis of 
erythrocyte carbonic anhydrase in hyper- 
capnic guinea pigs, 13001 
Bypcearic storage of mature green tomatoes, 


Hypobarism, radiation mentale <0 rodents 


under hypobaric-hypoxic conditions, 11902 
Hypoxia : 
adaptation to, and resistance of organism, 
roblems of space biology, 13148 


radiation mortality of ents under hy- 





Human rights, see Civil rights. 
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Page 151 








INDEX 


I 
IAEA, see International Atomic Bnergy 
Agency. 
ICAF, see Industrial College of Armed 
Forces 


sce see Interstate Commerce Commission. 
ce: 
cryodeposits, — of infrared radia- 
tion, errata 
formation and reduction of ice fog, 11929 
see also Ice crystals. 
Ice crystals, microspherules in snow and ice- 
fog crystals, 11950 
see also Ice. 


Iceland, agricultural commodities, agree- 
ment, 13481 
ICRL, see Injury Control Research 
Laboratory. 
IDA, see International Development 
Association. 


Idaho: 

Agricultural Stabilization and Conserva- 

tion Service, annual report, 11822 
Federal careers in Northwest, 12042-43 
Utah interconnection, power interruption, 
12619 

Identification, aircraft and related ome 
Federal aviation regulations, 1258: 

If you must smoke, 13348 

IFR, see Instrument flight rules. 

IGRF (Internationl Geomagnetic Reference 
Field), see Terrestrial magnetism. 

Illinois, Agricultural Stabilization and Con- 
servation Service, annual report, 11823 

Iliness, see Sick. 

Illumination, see Lights and lighting. 

Images, motion-degraded images, evaluation, 
13059 

Immigration and emigration, Castle anoeen 
immigrant depot, 1855-1890, 1318 

Impellers, fluid reaction surfaces, -~ ae 
tion definitions, 13313 
see also Blowers. 

Implants, artificial 
USSR study, 12948 

Imports, see Tariff—aleo names or classes 
of articles imported—also names of 
countries, 

Inauguration Day, counter-inaugural pro- 
test activities in Washington, D.C., re- 
sponse, 13325 

Inauguration of the President, see President 
of United States. 

Incentive pay, see Pay, allowances, etc. 

Income: 
lower income families, 


1 

New York City, changing patterns, 12981 

tax returns statistics business, 12839 

Income tax: 

adjustments to income for sick pay, tax 
nformation, 12828 

corporations and Federal 
12829 

corporations, surcharge, continue, report, 
12270 - 


heart implantation, 


rental housing, 


income tax, 


deductions— 
moving expenses, tax information for 
employees and employers, 12836 
organizations to which contributions 
are deductible, list, 12830 
repairs, replacements, and improve- 
ments, 12840 
et on filing your tax return, 


installment and deferred-payment sales, 
tax information, 12834 
investment credit, terminate, report, 12270 
laws, reform— 
report, 12200 
summary, 12295 
supplemental report, 12201 
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Income tax—Continued 

losses from operating a business, tax 
information, 12885 

returns statisti business, 12839 

sales and other dispositions of depreciable 
property, tax information, 12838 

surcharge— 
continue, report, 12270 
extend withholing tax rates for 15 

days, oer 121 
, b eens for Federal tax purposes, 


withholding tax, extend, law, 12121 
withholding, tazes from your employee's 
wa, 
Indeponbent offices, see Government offices. 
Index digests, index-digest supplement sys- 
tem, internal revenue bulletin, cumulative, 
12831-832 
Indexes : 
code of Federal regulations, 12628 
congressional =e 90th Cong., 2nd sess., 
bound volume, 12077, 12079 
diabetes literature, 13170 
fire danger, selected coastal Alaska sta- 
tions, summary and analysis, 12720 
food, retail prices, 1964—68, indexes and 
average prices, 12974 
nuclear science abstracts cumulative re- 
port number, with public availability ci- 
tations, 1197 
gotente, 1968 list of patentees, 13314 
resident’s papers, Polk, James K., 12990 
President’s papers series, 12 
research in education (periodical), 12438 
safety and health laws and codes, 12961 
surface water stations, Texas, 12776 
trademarks, 13315 
water data, catalog of information, sur- 
face water stations, 12777 
ee commodities agreement, 


Indian Affairs Bureau: 
Acting Commeupmsonen, 
hearings, 122 
appropriations, report, 12171 
Indian Claims Commission, appropriations, 
report, 12171 
Indian Ocean: 


briefing session 


Kinorhyncha, Condyloderes and Spheno-: 


deres, new Cyclorhagid genera, 13426 
sigma-t surfaces, analysis, 13217 
Indian reservations, see names of reserva- 
tions. 
Indiana 
‘Agricultural Stabilization and Conserva- 
tion Service— 
activity summary by Congressional dis- 
tricts, 11825 
annual report 11824 
electric rate book, 12620 
Indians: 
civil rights, model code to govern admin- 
istration of justice, etc., establish, re- 
port, 12262 
oo rights, amendments, report, 


demographic and socio-cultural character- 
istics, off-reservation service population, 
Sells Service Unit, Ariz., 13337 
health program, Public Health | 
progress, etc., 1334 
report to the first Americans, 13377 
Indicators, military standard, 12367 
Indonesia, accessions list, Library of Con- 
gress American Libraries Book, Procure- 
ment Center, Djakarta, cumulative list of 
serials, 12989 
Industrial classification, see Industry. 
Industrial College of Armed Forces : 
SS school, program of studies, 


National Security Seminar, + amas 
outlines and reading list, 12874 
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Industrial relations : 
bor-management relations act, contri- 
bution to trust funds, report, 12261 
national labor relations act, amend hear- 


i 12215 
labor ag and employee 


ngs, 
postal 
morale, hearings, 122 
Industrial security, see National security. 
Industrial waste, see Waste products. 
Industrialized building, comparative analy- 
sis of European experience, 12812 
Industries, see names of industries. 
Industry : 
aerospace related technology for indus- 
try, conference proceedings, 062 
atom’s expanding role (remarks) 11965 
current industrial Hy tpt 119 12008 
—— of growth, 11975— 
uerto Rico 1966 coverage in 
wage order industries established be- 
fore 1966, data pertinent to review of 
minimum wage rates, 13526 
science in industry and production, USSR 
study, 12885 
U.S. and international standard industrial 
classifications, correlation, comparison 
b= B application for Census ureau, 


ar fe ” eis tax rates by in- 


visgin Ray industries, minimum =e 
rates, data ‘pertinent to review, 13524 

see also, names of industries. 

Infectious diseases, see Contagion and con- 
tagious diseases. 

Inflammable materials dangers of flammable 
clothing, 13336 

Inflation (finance) : 
greatest scourge of our society today, es- 

pecially the poor (address), 12065 

Influenza, A2 (Hong Kong) 1/68 virus and 
its implication in 1968 influenza outbreaks 
in Soviet Union, 12940 

“ee centers, see Information serv: 
ces 

Information eoaeem, Smithsonian Institu- 
tion, 13413414 

Information networks and commutation, 
USSR, 12910 

ae Office, Agriculture Dept. : 


epprop ei. Feport, 12254 
ane. 
Information —. Si HEW visitors infor- 


mation center, 12804 
Information storage and retrieval systems: 
branching systems, theory, USSR study, 


establish in National Science Foundation 
for research data, hearings, 12214 

free field— 
input data formatting scheme, 13248 
rapid access format for BT profiles, 
13261 

hydrographic survey data reduction by au- 
tomatic plotter, 13216 

information networks and commutation, 
USSR aeeey. 12910 

oceanographic data, guide to formatting, 
13230. , 


processing information system user in- 
quiries and compiling an IRS frequency 
lexicon, USSR study, 12893 
Infrared rays: 
infrared radiation— 
absorption, by ice cryodeposits, errata, 
attenuation and backscattering, by ice 
fog and water fog, 11932 
Inhibitors, phosphate coatings and inhibi- 
tors, preventive compounds, military 
standard, 12868 
Injury Control Research Laboratory, research 
report ICRL-RR series, 18850 
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Inland water-ways, Waterborne commerce, 
1967, calendar year, 12556 

Inlets, see Air inlets (aircraft). 

Inorganic polymers, USSR study, 12955 

Input-output analysis, see Linear program- 


Insecticides, insect control on crops, live- 
stock etc. suggested guide, addendum, 


Insects, box ejector for insect distribution 
from helicopter, 11791 

Inserts, throat inserts for ablative rocket 
engines, development, 13067 

Inspection (industrial) : 
ect aah and grading services, 


safety inspection for detection, analysis, 
correction occupational safety aid, 
12962 
see also names of — etc., inspected. 
Inspection (military) itary supptics. 
Inspector General, herleulture ap- 
propriations, report, 12254 
Installation of high- 2 meng 4 trans- 
mission in UH-1 helicopter, 11950 
Installations (military) : 
construction authorization, 1970— 
hearings, 12 
report, 12194 
design of structures to resist effects of 
atomic weapons, multistory frame build- 
ings, 11947 
land operational facilities, Navy design 
manual, change, 13208 
Installment credit, installment and deferred- 
payment sales, tax information, 12834 
Institute for Basic Standards, radio-fre- 
quency measurements, 13159 
Institute for Telecommunication Sciences, 
ESSA technical report ERL-ITS series, 
12567- 570 
Institutions 
eligible, higher education act of 1965, as 


amended guaranteed student loan pro- 
am, list, 12429 
er education, financial statistics, 
2488 


Instruction, see Programmed instruction. 
Instrument flight rules, off-airway routes 
(non part 95), 11921 
Instrumentation, requirements and operating 
problems, simulation studies of some 
supersonic transport, 13088 
Instruments, see names and types of instru- 
ments. 
Insurance, Canal Zone, annual business re- 
port, 11981 
see also types of insurance. 
Inter-American Center for Research and 
Documentation on Vocational Training. 
CINTERFOR, Inter-American seminar on 
maegewer training and development, 
12959 


Interconnection systems, see Electric power 
plants. 
Interest and usury 
District of Columbia, banks, savings and 
loan associations, and other regu- 


lated leaders, installment loans, 
charge or deduct interest in advance— 
hearing, 1221 
report, 12188 
onaone student loan act of 1969, hear- 
ing, 1 


payment na interest on deposits, regula- 
tions, 12642-643 
prime interest rates, increase, investiga- 
tion, hearings, 12209 
Interest equalization tax act, extend reports, 
12191, 12198 
Interest rates, see Interest and usury. 


Interferon, human popiney tt, protection 
conditions for obtaining, USSR study, 
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Interior and Insular Affairs Committee, 
House: 
hearings, 12228—229 
reports, 12157, 12167-169, 12196 
Interior and Insular Affairs Committee, 
Senate: 
hearings, 12302-—305 
reports, 12251, 12263-265 
Interior Department : 
Acadia Job Corps Civilian Conservation 
Center, effectiveness and administration 
of GAO report, 12733 
appropriations, report, 12171 
Columbia River basin, cost incurred to 
preserve as source of salmon and steel- 
head trout, GAO report, 12732 
investigate feasibility of water, resource 
development, proposals, report, 12168 
policies, programs, and activities, hear- 
ings, 12228 
saline water research and development 
progress report, 12825-826 
Secretary, orientation and indoctrination 
meetings, hearings, 12228 
Wellfleet Job Corps Civilian Conservation 
Center, South Wellfleet, Mass., effective- 
ness and administration, GAO report, 
12740 
Intermountain region, Forest Service, year- 
book, national forests in profile, 12689 
Internal revenue: 
internal revenue bulletin, cumulative, in- 
dex-digest supplement system, 12831-— 
832 
refunds and credits of taxes, report, 12143 
see also Income tax—Taxation. 
Internal Security Committee, House, see Un- 
American Activities Committee, House. 
International agreements : 
treaties and other international agree- 
ments, 13490 
1776-1949, compilation, 13489 
International Atomic Energy Agency, ap- 
plication of safeguards to cooperation, 
agreement with Turkey, 13485 
International bibliography of medicolegal 
serials, 13180 
International classification of diseases adapt- 
ed for use in United States, errata, 13339 
International cooperation, Central American 
economic integration, U.S. assistance to 
regional organization, briefing papers, 
12220 
International copyright protection, 12334 
International Development Agency : 
biographie register, 13470 
operations report, 12860 
procurement regulations, 12853 
International Development Association, re 
plenishment of financial resources, pro- 
posal, 12131 
International exchanges, Smithsonian serv- 
ice, annual report, 13431 
International finance, link between reserve 
creation and financial assistance to de 
veloping countries, proposal, 12131 
International Monetary Fund, link reserve 
creation and development assistance pro- 
posal, 12131 
International organizations: 
international organization and conference 
series, 13476 
international organizations series, 13477 
International postal service, see Postal serv- 
ce, 
International relations : 
diplomatic and strategic impact of multi- 
ple warhead missiles, hearings, 12217 
foreign policy of U.S., investigations and 
studies, authorization, report, 12193 
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International relations—Continued 
foreign relations of U.S.— 
diplomatic papers— 
American Republics— 
departmental edition, 13474 
document edition, 12134 
China— 
departmental edition, 13473 
document edition, 12133 
psychological aspects of foreign policy, 
hearings, 12298 
Interplanetary missions, see Planets. 
Interstate agreements, District of Columbia, 
adoption of interstate compact on juve- 
niles, report, 12182 
Interstate and Foreign Commerce Committee, 


House : 
hearings, 12231-233 
reports, 12159—-160 
Interstate Commerce Commission : 
career opportunities, 12884 
reorganization, message from the Presi- 
dent, 12153 
Interstate compacts, see Interstate agree- 
ments. 
Inundaciones en Caguas, Puerto Rico, como 
evitarias, 12545 
Inventories, plants, material received by New 
Crops Research Branch, 11798 
Investments, investment credit, terminate, 
report, 12270 
Investors, Farmers Home insured notes, in- 
vestor’s opportunity, 11883 
Ion beams, beam transport systems, FOR- 
TRAN programs for ist order calculation 
of properties, 13278 
Ion exchangers, mixed-bed 
USSR study, 12886 
Ion thrusters, glass coated electron-hombard- 
ment ion thruster grids, fabrication proc- 
ess, 13107 
Ionization, platinum-catalyzed combustion 
and fonization, effect of oxygen concentra- 
tion, 13284 
Ionosphere : 
artificial ionospheric plasms cloud evolu- 
tion as studied by HF and VHF radar, 
13290 
propagation delay measurement techniques 
using dual ly ~~ coherent doppler fre- 
quencies and thin shell model, 13288 
Iowa, Agricultural Stabilization and Con- 
servation Service, annual activity sum- 
mary, 11826 
IP series, 12813—-815 
Tran, scientific cooperation, agreement, 13486 
Iris, growing in home garden, 11867 
Iron: 
compounds, Mossbauer spectrometry for 
analysis, 11959 
corrosion products of iron and their rela- 
tion to corrosion in steam-generating 
equipment, 13293 
Irradiation, see Neutrons—Radiation. 
Irrigation : 
contour-levee, SCS national engineering 
handbook, 13448 
SCS national engineering handbook, 134438 
ISP 8 Series, 12018 
Israel, agricultural economy in brief, 12416 
ITS, see Institute for Telecommunication 
Sciences, 
Ivory Coast, economic trends and their impli- 
eations for United States, 12843 
Izard County, Ark., community profile, 12399 


J 
Jack Smith Creek, flood plain information, 
12469 


applications, 


Jacks, Federal item identification guide, 

12359 

Jackson, Samuel C., remarks, July 27, 1969, 
12818 
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Jackson, T. J., pee machinery trends, 
1964-68, 1197 

Jackson, Miss. : 
Cany Creek floods, how to avoid damage, 


25 
Purple Creek floods, how to avoid dam- 
age, 12536 
Jackson County, Mo., work experience and 
training project, administration and ef- 
fectiveness, GAO report, 12729 
Jacobson, Herbert S., mineral investigations 
in northeastern Thailand, 12784 
Jamaica, marine biofouling studies in Mon- 
tego and Oyster Bays, oceanographic 
cruise summary, 13253 
Japan: 
employment policies, report, 12960 
Ja anene current meter arrays, analysis, 
processed wood, can Webb-Pomerene act 
help U.S. sell more to Japan? 12713 
Jeffeson County, Colo. : 
geology and beryllium deposits of Lake 
George (or Badger Fiats) beryllium 
area, 12781 
geology and ore deposits of southern Tar- 
ryall region, Park and Jefferson Coun- 
ties, Colo. (series), 12781 
Jenkins, Jerald M., flight measurements of 
canard loads, canard buffeting, and elevon 
and ——— hinge moments on XB-70 
aircraft including comparisons with pre- 
dictions, 13132 
Jenkinson, Paul M., comprehensive and shear 
eeeperts of polyamide honeycomb core, 


Jensen project, water quality, evaluation of 
impact of pegveced Reclamation Bureau 
project, 12656 
Jester Creek, floods in Atlanta, Ga., how 
to avoid damage, 12541 
Jet aircraft, see Aircraft 
Jet fuels, see Fuel. 
Jets: 
dynamic response of liquid jet atomiza- 
tion to acoustic oscillations, anlaysis, 
13117 

exhaust location, effects on longitudinal 
aerodynamic characteristics of jet V/ 
STOL model, 13113 

gaseous jets in supersonic flow, interac- 
tion, and penetration, 1 7 

jet-augumented, auxiliary-flap, direct-lift- 
control system flight-determined aero- 
dynamic properties, 13070 

jet inpingement under vertical-takeoff air- 
plane, analysis of 2 dimensional invis- 
cid model, 13092 

turbulence in mixing region between 
ducted coaxial streams, 13039 

turbulent mixing, unified analysis, 13046 

Jimmy has more fun, 12326 

Job analysis : 
job grading standard, civil service— 

electrician, 12048 
elevator operator, 12049 
job grading system for trades and labor 
occupations, FPM supplement, 12047 
job qualification system for trades and 
labor occupations, 12050 

Job Corps, teacher and guidance counselor, 
—- announcement, amendment, 
1 


Job description, see Job analysis. 

Job performance, see Work. 

Jobs, see Civil Service—Employment— 
Occupations. 

Johler, J. Ralph, Loran—C, D phase correc- 
tions over irregular, inhomogeneous ter- 
rain, simplified computer methods, 12570 

John Day Country, geologic setting, 12771 

John F. Kennedy Center for Performing 


ts: 
act, amend— 
hearing, 12323 
report, 12273 
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John F. Kennedy Center for Performing 
Arts—Continued 
additional funds authorization— 
hearing, 12323 
report, 12273 
Johnson, Charles C., jr. : 
addresses, etc.— 
Mar. 24, 1969, 13343 
Apr. 2, 1969, 18371A 
May 31, 1969, 13365 
June 3, 1969, 13364 
June 4, 1969, 13366 
June 23, 1969, 13367 
Johnson Creek : 
flood plain information, 12462 
floods in Arlington and Grand Prairie, 
Tex., how to avoid damages, 12533 
JOIDES, see Joint Oceanographic Institu- 
tions’ Deep Earth Sampling Program. 
Joint Oceanographic Institutions’ Deep 
Earth Sampling Program, organic ex- 
tracts from JOIDES cores off northeastern 
Florida, 12779 
Joint Publications Research Service, JPRS 
P yy 12876—-957 
oints, welded, design, military st 4 
Ts 4 y andard 


Jones, J. W., probabilities of obtaining uni- 
form planting depths in soils contain- 
ing cotton plant residue, 11790 

Jordan, P. summary and analysis of 
sediment records in relation to St. Louis 
harbor sedimentation problem, 12789 

Jordan, economic trends and their implica- 
tions for United States, 12850 

Joseph, — J., feasibility of detecting 
impending fatigue failure in metals by 
observation of surface chemical and phys- 
ical phenomena, 11952 

Joubiniteuthidae, family, Cephalopoda of 
North Atlantic, monograph, 13427 

Journal of microbiology, epidemology, and 
immunobiology (USSR periodical) trans- 
lations, 12878 

Journals (machinery), see Bearings (ma- 
chinery). 

JPRS series, 12876-957 


oon 
circuit, nomination of Roger Robb, hear- 
ing, 12309 
district, additional, 
12308 
Judiciary Committee, House: 
hearings, 12234 
report, 12155 
Judiciary Committee, Senate : 
hearings, 12306—309 
investigations and studies— 
antitrust and monopoly activities, 1968, 
report, 12272 
revision and codification of U.S. stat- 
utes, authorization, report, 12271 
repects jee. 12262, 12266—267, 
Judy, R. W., Jr., characterization of frac- 
ture toughness of 5Ni-Cr-Mo-V steel by 
Moo y V-notch and dynamic tear tests, 


appoint, hearings, 


Jupiter (planet) : 
direction trajectories to Jupiter, Saturn, 
ote. err discussion, contour charts, 


Justice, in time of crisis, administration in 
District of Columbia during and after 
civil disorders of Apr. 1968 and in riot- 
related prosecutions, 13322 

Justice .3  amme appropriations, 1970, 
report, 12192 

Juvenile delinquency, District of Columbia, 
adoption of interstate compact on juve- 
niles, report, 12182 

Juveniles, see Youth. 
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Kabuku area, Hawaii, water, 12797 
Kallander, John W., NELIAC-N, the NAREC 
version of NBLIAC programming lan- 

guage, 13273 

Kallio, Aili, relief, 12097 

Kansas: 

Agricultural Stabilization and Conserva- 
tion Service annual reports and statis- 
tical summaries, 11 807 ; 

National Park Service Kansas Governor's 
book, 13195 

Kaplan, Margorie N., estimates of ODR dis- 
tributions Air Force officers, 11890 

Kaplan, Paul, investigation of oy of com- 
puter simulation to predict ship struc- 
tural response in waves, 18409 

Kasenchak, Peter, oral acidogenic bacteria in 
Antarctic, 12998 

Katell, Sidney, bibliography of investment 
and operating costs for chemical and petro- 
leum plants, 13011 

Katz, Fred H., adrenal corticosteroids in 
submaxillary fluid, 11906 

Kaufman, Albert, steady-state stress relaxa- 
tion analysis of turbine blade cooling de- 
signs, 13089 

Kent County, Del., community profile, 12400 

Kessler, Richard S., comp. mn of shear 
strength measurements with laboratory 
vane shear and fall-cone devices, 13245 

Kettle River, river mile index, 13310 

Key West, Fla., sound-scattering layers, 
some investigations, 13276 

Keyfitz, I. M., moisture separation or steam 
reheat vs. sodium reheat plant cycle tech- 
nical and economic evaluation, 11962 

Kidneys, diseases control program, activi- 

ties, 1383383 

see also Artificial kidneys. 

Kies, J. A., fracture mechanics as related to 
Neuber stress concentration factor and 
plastic particle, 13302 

Kinetics, rotary kinetic fluid motors or 
pumps, classification definitions, 13312 

King, N. J., appraisal of watershed manage- 
ment program in Wind River basin, Wyo., 

9 


Kingman, Wooodward : 
addresses— 
July 30, 1969, 12806 
Aug. 1, 1969, 12807 
Kinorhyncha, Indian Ocean, Condyloderes 
and Sphenoderes, new Cyclorhagid genera, 


13426 
Kirwin National Wildlife Refuge, birds, list, 
13454 


Kisatchie National Forest, general informa- 
tion, 12682 
Klopp, William D., mechanical properties of 
are-melted tungsten-rhenium-hafnium-car- 
bon alloys, 13123 
Know your FBI, 12602 
Knowledge into action, 13202 
Koch, R. C., Mossbauer spectrometry for anal- 
ysis of iron compounds, 11959 
Kolipinski, Milton C., applications of aerial 
hotography and remote sensing to hydro- 
lological research in south Florida, 12755 
Konchesky, J. L., influence of residence time, 
temperature and steam concentration on 
coal-steam gasification reactions, 13027 
= x F. C., water resources appraisal of 
Silver City area, Grant County, N. Mex., 
12790 
Korea : 
Army supply management and stock fund 
activities, GAO report, 12745 
North, mineral industry, minerals year- 
book chapter, 13017 
Kornicker, Louis 8., mecghelegy, ontogeny, 
and intraspecific variation of Spinacopia, 
new genus of Myodocopid Ostracod (Gar. 
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Kovalenko, A. D., design of conical shells sub- 
jected to ee loadings, 13143 

Kreplin, Robert , NRL SOLRAD 9 satel- 
lite Solar Explorer B, 1968-17A, 13283 

Krombein, Karl V., life history notes on 
some Egyptian solitary wasps and bees and 
oar senaeiaes (Hymenoptera : Aculeata), 
1 


Kumai, Motol: 
attenuation and backscattering of infrared 
radiation by ice fog and water fog, 


11932 
fog modification studies on Greenland ice 
cap, 11931 
formation and reduction of ice fog, 11929 
microspherules in snow and ice-fog crys- 
tals, 11930 
Kurtsig, Michael, Israel's agricultural econ- 
om in brief, 12416 
Kyanite, minerals yearbook chapter, 13012 
Kwajalein Missile Range, construction of 
test facilities, appropriations, authorize, 
report, 12258 


L series, 12029-34 
Labor: 
job qualification system for trades and 
labor occupations, 12050 
length-of-service and taxable comgeene- 
on of railroad employees, 1967, sta- 
tistical tables, 13390 
Monthly labor review, reprints, 12975-0977 
Puerto Rican worker, labor force expe- 
rience. 1 
see also Occupations. 
Labor and Education Committee, House, re- 
ort, 12187 
Labor and Public Welfare Committee, Sen- 


ate: 
hearings, 12310-—315 
reports, 12261, 12269 
Labor weperement, appropriations, 1970, re- 
rt, 12197 


Labor force see Labor. 

Labor-man ent relations act, see Indus- 
trial relations. 

Labor relations, see Industrial relations. 

Labor standards, fair labor standards act, 
overtime pay, basic rates for computing, 


13533 
Labor Statistics Bureau : 
BLS report series 12963 
bulletins, 12964—974 
regional reports, Middle Atlantic region, 
12979-981 


Labor Statistics, North American Confer- 
ence on, see North American Conference, 
Labor Statistics. 

Labor unions, wages and hours, motortruck 
drivers and helpers, 12965 

Laboratories, Western Utilization Research 

& Development Division, 11797 
see also names of laboratories or places 
where located. 

Labrador Sea, oceanographic cruise sum- 
maries, 13228, 13260 

Lachenbruch Arthur H., effect of two-dimen- 
sional topography on superficial thermal 
gradients, 12759 

Lafayette County, Mo., work experience and 
training project, administration and ef- 
fectiveness, GAO report, 12728 

Laguna Canyon, Calif., flood hazard prob- 
lem, solution, etc. 12448 

Lake George Colo. beryllium area, Park and 
Jefferson Counties, Colo., geology and 
beryllium deposits, 12781 

Lakes, trout lakes, control of aquatic weeds 

in trout lakes corrected copy, 13467 
see aleo names of lakes. 

Lakes County, Ohio, Chagrin River, flood 
damages need not increase, 12529 

Lakewood Ohio, Rocky River floods stay dry 
by building high, 12512 





siellidae), 13421 
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Laminated glass, sce Glass fibers. 


Laminated materials : 
polyamide —— — compressive and 


ear properties, 
thermo-oxidatively stable P. 
nates, ex) ental feasibilit 
preparation, 13052 
Lancaster, N.Y. : 
flood plain information, 12477 
floods, how to avoid damage, 12537 


me lami- 
y, study for 


Land: 
donations for sentuey entrance and inter- 
chang’, reat Smoky Mountains Na- 
tional Park, amend act, report, — 
purchase plan for Oahe Dam and Reser- 
voir, modification report, engineers 


Gepartmental edition, 12548 
document edition, 12246 
see also Public lands. 
Land bridge, fact or friction? 12994 


Land Management Bureau : 
appropriations, 1970, sepert, 12171 
Assistant Secretary for blic Land Man- 
agement briefing session, hearings, 


12228 
Crystal Hills Recreation Area, Ariz., gen- 
eral information, 12984 
information bulletins, 12987 
recreation and wildlife on BLM lands, 
southeast U 1 
timber sales, competition for Federal tim- 
ber in Pacific Northwest, analysis, 12710 
Land operational! facilities, 13208 
Land tenure, development and status in 
United States, 11864 
Lander Cut-Off, Oregon Trail, general in- 
formation, guide, 12986 
Landis G. Paul ionosphere propagation delay 
measurement techniques using dual phase 
coherent — frequencies and thin shell 
model, 
oN, Arthur H., polyurethane foams, 
technology, properties and applications, 
Landslides, influence of sitka alder on soil 
formation and microbiological succession 
on landslide of alpine origin at Mount 
Rainier, 12707 
Langley Research Center, description of high- 
ver are tunnel, including teststream 
conditions at selected operating points, de- 
scription, 13098 
Language and languages, see also Electronic 
computers—also names of languages. 
Lansche, Arnold M., mineral industry of 
Philippines, 13018 
Lanthanum, fluoride electrode response in 
water and in 1M sodium chlori le, 183038 
a summer oceanographic features, 


nitrogen laser power density and some 
considerations, 13280 

striations in HH-NE laser, experimental 

and theoretical investigation, 13048 
Latin America : 

aid program, report, 12193 

alliance for progress— 
toward a strategy of inter-American de- 


——— new directions for the 
197 4 * rt, fous 
United aid operations, review, 


hearings, 12226 
economic guowth trends, 12857 
Latin American farmer, 12418 
selected references, 11911 
bas nen 12288 policies and programs, hear- 


Lationte astronomic, and their computer 
= investigations in determining, 


Launch vehicles, see Spacecraft. 
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LaViolette, Paul B. : 
satellites capable of uspmogregtte data 
acquisition, review, 13269 
temperature, salinity, and density of 
world’s seas— 
Sen ¢ of a oa oT Td 


how our laws are made, 12144 
eal B roceedings, testimony by FAA em- 
ployees and production of eee Fed- 
aviation regulations, 12583 
slip Ay (private), 91st Congress, 12081- 


a Sve (public), 91st Congress, 12109— 


see also Civil law—Codes of law—Legisla- 
tion—Statutes—also subjects. 

Law enforcement, hts in concord, re- 
sponse to counter-inau i; ee activ- 
ities in Washin a 

Laws, see Law ubjec a 

Lasare, Ww. “Arnold, “liabetes literature in- 

ex é 

Lead-acid cells, see Storage batteries. 

Leaflets, see names of departments, etc., is- 
suing leaflets 

: ae ‘leak test, coliection of arti- 
¢ 


Learning, lifetime, adult basic education, 
community service and roms 4 educa- 
tion, civil defense education, 12 

LEED’ (low energy electron diffraction), see 
Electron diffraction. 

i R. A., attenuation of microwave 

adiation for paths through atmosphere, 


13279 
— Hand Creek, flood plain information, 


Legal aid XL ay and administration of 
— ogram under title 2 of 
Legal ber a por me A act of 1964, Office of 
Economic Opportunity, GAO report, 12739 
rocedures, see Law 
Legendre functions, see Mathematics. 
Legislation, Federai jurisdiction and body of 
uniform Federal law, provide for air- 
eraft crash litigation, earings, 12306 
see also Law—also subjects. 
Leithem, J. J., turbulence in a cogien 
between ducted coaxial streams, 
Length-of-service, see Labor. 
Leopold, Henry ly sound velocity cross sec- 
ons of world’s oceans eastern North 
Pacific, 13286 
Lepidoptera, see Stenomidae. 
Lerch, Norbert, K., soil survey, Preble 
County Ohio, 13446 
vfatian Orville H. 


tes human leukocytic interferon 
— on aes for obtaining, U SR 
study, 1289 
Levees, a ae, So na- 
tional engineering handbook, 134 
Lewins, Leon, basic data on + ea of 
Poland, 12070 
Lewis, Everett M., jr., effects of alcohol on 
decision-making with respect to traffic sig- 
nals, 13350 
Lewis and Clark Trail Comguecton, appro- 
priations, 1970, report, 12171 
Lewis Creek, flood plain information, 12457 
Lexicography, a system user in- 
quiries, and an uency lexicon, 
processing and -e. ng, 12893 
Liberation of Guam, 1 rpllin 
Liberia : 
economic trends and their implications for 
United States, 1284 
military mission, agreement, 13482 
records of Dept. of State, pamphlet ac- 
companying microcopy, political rela- 
one th other Sta 5 and with U.S., 


nomination, hearings, 
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Liberian National Medical Center, general 

information, 13352 

Librarians, examination announcement, Vet- 

erans Administration installations, 12051 

Library accessions : 

Indonesia, American Book Procurement 
Center, Djakarta, cumulative list of se 
rials, 12989 

Soviet literature accessions In Atmospheric 
Sciences Library and Geophysical Sci- 
ences Library, guide, 12575 

Jibrary of Congress : 

accessions, Indonesia, American Libraries 
Book Procurement Center, Djakarta, 
cummulative list of serials, 12989 

additional supergrade positions, establish, 
hearings, 12318 

President’s papers index series, 12990 

Public law 480 project, accessions list, 
Indonesia, cumulative list of serials, 


12989 
Libya, mineral industry, minerals yearbook 
chapter, 13016 
Libyan Desert, Gebel "Uweinat, habitats, 
flora, mammals, and = , 13423 
License plates, see Automobile license plates. 
Lick Run, flood plain information, 12471 
Life, full measure, support of aging research 
by National Institute of Chil ealth and 
uman Development, 13171 
Life insurance, veterans, survivor benefits, 
increase, hearing, 1 
Lifetime of learning, 12436 
Lift (aircraft) : 
finite-step method for calculation of theore- 
tical foad distributions for arbitrary 
lifting-surface arrangements at subsonic 
speeds, 13114 
jet-augmented, auxillary-flap, direct-lift- 
control system, filght-determined aero- 
bt characteristics, corrected copy, 
1307 
verticraft/powered lift a catego 
aircraft, tentative airworthiness stand- 
ards, 12666 
Lifting, weightlifting provisions for women 
by State, 13536 
Lights and lighting: 
improved illumination of dental treatment 
room, 11900 
Naval Oceanographic Office, list, North 
and South America, west coasts, etc., 
change, 13264 
Lignite, see Coal. 
Lime, trade and tariff information, sum- 
maries, 13500 
Limestone, crushed limestone, data report, 


255 
Limitations (law) : 

District of Columbia, amend statute of 
limitations of civil actions arising from 
unsafe property improvements, report, 
12180 

Limon, Puerto, survey under Harbor survey 

assistance program, 13256 

Lindjons, Haakon, nomination, hearings, 
1228 


Linear programing, demonstration of an 
input-output analysis, evaluating economic 
structure of a rural area, 12407 

linearized theory of stagnation point heat 
ant pase transfer at hypersonic speeds, 
13075 

Liquid fuels, Federal test method standard, 
12652 

Liquids, pump cavitation performance for 
various liquids, liquid temperatures, and 
rotational speeds, method for predicting, 
13096 

Lists, see subjects of lists. 

Literature, see Russian literature. 

Lithographic prints, see Lithographs. 

Lithographs: 

Air Force lithograph series, 11897 


InpEx 





Marine Corps combat lithograph series, 
12 
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Litigation, see Actions at law. 
Livestock : 
insecticides, guide, addendum, 11862 
packers and stockyards act as it applies 
to auction markets, 11878 
Living conditions, see Cost and standard of 


ving. 
LMFBR (Liquid Metal Fast Breeder Re- 
see Reactors (atomic). 
Load (mechanics) : 
aerodynamic, on deployed canard surfaces 
and rocket nose section of Apollo launch 
escape vehicle, 13081 
design of conical shells subjected to anti- 
symmetric loadings, 1314 
finite-step method for calculation of 
theoretical load distributions for arbi- 
trary lifting-surface arrangements at 
subsonic speeds, 13114 
maximum load prediction for sandwich 
wy: 11951 
XB-70 aircraft, canard loads, canard buf- 
feting, and elevon and wing-tip hinge 
moments, including comparisons with 
predictions, flight measurements, 13132 
Loading, see Load (mechanics). 
Loan associations, see Federal savings and 
loan associations. 
Loans: 
and discounts of farm credit banks and 
associations, annual report, 12577 
disaster, Federal Government’s programs, 
hearing, 12288 
District of Columbia, banks, savings and 
loan associations, and other regulated 
lenders, interest on loans, charge or 
deduct in advance— 
hearing, 12211 
report, 12183 
Economic Development Administration— 
business development loans, who can 
borrow, how to apply, 12388 
grants and loans for public works and 
development facilities, 12390 
eg! student loan act of 1969, hear- 
ing, 12311 
farmers home insured notes, for building 
rural America, 11884 
new sources of mortgage funds are needed 
to finance construction of housing (ad- 
dress), 12807 
ag Federal Savings and loan associa- 
ons. 
Local government, see Government. 
Local transit: 
National Capital transportation act of 
1969, Federal contribution for transit 


a rogram, report, 12257 
Puerto ico industry, minimum wage 
rates, data pertinent to review, 13505 


Lock, Wilton P., flight investigation of fluidic 
autopilot system, 13099 

Lockerman, Robert C., some summer ocean- 
ographic features of Laptev and East Si- 
berian Seas, 13267 

Logistics, see Military Art and science. 

Logs, red alder pulpwood and saw logs, 
marketing, 12700 

Lohner, Richard C., marine magnetic and 
named profiles in Gulf of California, 
1 % 


— Creek, flood plain information, 

Loops, cobalt allog. two-phase mercury loop, 
corrosion, 1310 

Looting, see Crime and criminals. 

Lopushinsky, William, portable apparatus 
or estimating stomatal aperture in coni- 
fers, 12693 

Loran, Loran—C, D phase corrections over 
irregular inhomogeneous terrain, simpll- 
fied computer methods, 12570 

Los Angeles, Calif., elderly Mexican-Amer!- 
cans, Federal os oy and services, ayail- 
ability and usefulness, hearings, 12282 
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Los Padres National Forest, general infor- 
mation, 12683 
Louisiana : 
census of business, 1967, retail trade, area 
statistics, 11987 
marketing woody ornamentals, practices 
and trends of nurseries, 1 
Lubowitz, H. R., experimental feasibility 
study ‘for prepara on of thermo-oxida- 
tively stable Pyrrone laminates, 13052 
Lubricants : 
advanced ester, effect of oxygen concen- 
tration in bearing tests at 400° and 
450° F, 13082 
Federal test method standard, 12652 
Ludwig, C. B., study of air pollutant detec- 
tion by remote sensors, 13045 
Luebke, Robert W., economics of railroad 
automobile rack car aerodynamic drag, 
12625 
Lumber 
exports, 11979 
green oak, dip treatment in polyethylene 
glycol not effective in preventing sur- 
face checking, 12698 
imports, 11980 
Luna County, N. Mex., ground water avail- 
ability near Arena, 12758 
Lunches, see School lunches. 
Lunden, Leon E., he in major sym- 
phony orchestras, 12976 
Lygus, on cotton, how to control, 11870 


MA SP series, 12994995 

McDevitt, John B., upwash patterns on 
ablating and pongmiasing cones at hyper- 
sonie speeds, 13121 

ae , William D., nomination, hearing, 


3 
Machine translations, see Translating ma- 
chines. 
Machinery, mechanical equipment, Eklutna 
project, Alaska Power Administration, 
eld review, 13399 
see also names or types of machinery. 
McKelvey, V. E., subsea mineral resources 
eae related to their development, 


McKinley County, N. Mex. : 
Fort Wingate Army Depot— 
drilling and testing of well, 340, 12767 
site study for water well, 12788 
——. Robert, address, Aug. 19, 1969, 


Madagascar, economic trends and their im- 
plications for United States, 12846 

Maddocks, Rosalie F., a of recent 
Bairdiidae (Ostracoda), 13182 

Madey, J. M., design techniques for small 
scientific satellite structures, 13068 

Magnetic fields, two-fluid field flows with 
imposed uniform magnetic field, stability, 
13138 

Magnetism, marine magnetic and bathmetric 

profiles, Gulf of California, 13257 

see also Terrestrial magnetism. 

Magnets, anisotropic Heisenberg ferromag- 
net, random phase approximation, 13081 
Magnitude of temperature variability B one 
location in Tongue of the Ocean, 13212 
Magnusen, Roger, education in province of 

Quebec, 12428 
Mahnomen County, Minn., community action 
program, effectiveness and administration, 
GAO report, 12737 
Mail matter, — weed program 
address directory, 12372-—373 
Maine: 
census of business, 1967, wholesale trade, 
area statistics, 11991 
1968 potato acreage, yield, size and grade 
survey, 13494 
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Maine, Gulf of, oceanographic cruise sum- 
mary, 1322 
Maintenance: 

aircraft maintenance, preventive mainte- 

nance, etc., Federal aviation regulations, 


12584 
ns ¢ of supply and maintenance policies, 
1 


L/MF range equipment, change, 12594 
logistics maintenance management, field 
manual, 11936 
mechanical equipment, Eklutna 
Alaska Power Administration, 
view, 13399 
power features, Eklutna Project, Alaska, 
field review, 13400 
vehicle maintenance at non-personnel of- 
fices, handbook, 13318 
Malagasy Republic, see Madagascar. 
ia, imported, analysis of, USSR study, 


roject, 
eld re- 


ae ne Forest, general informa- 
tion, 
Malheur National Wildlife Refuge, mammals, 
list, 13457 
Mammals: 
for museum study, directions for preserv- 
ing, 18413 
Gebel 'Uweinat, Libyan Desert, habitats, 
flora, mammals, and wasps, 18423 
Mabe National Wildlife Refuge, list, 


Maryland, description, distribution, etc., 
13451 


National Bison Range, list, 13458 
Man: 

coordination of voluntary movements of 
man in a zero gravitational field (under 
weightlessness), 18147 

human efficiency under water, USSR 
study, 12949 

Man-in-space, see Outer space. 

a * fiber broadwoven goods, see Tex- 
tiles. 

Management, see Administrative manage- 
ment—Forest management. 

Management Services Office, Agriculture 

Dept. appropriations, 1970, report, 12254 

Managers, retirement plans for self-employed 

owners, etc., 13412 

Maneuverability, aquatic animals, USSR 
study, 12911 
Manpower : 

CINTERFOR, Inter-American seminar on 
manpower training and development, 
12959 

crisis of qualified manpower for criminal 
justice, analytic Cag TT with guide- 
lines for new pie. 238 

pharmacy, United States, 13381 

Manual, see names of departments, ete., is- 
suing manuals.—elso subjects. 

Manucy, Albert, yours to preserve, 13200 

Manufactures and manufacturers, incentive 
a manufacturing industries, report, 
29 
see also names of manufactured articles. 

MAP (military assistance program), see 
Military aid. 

Map reading, see Maps and charts. 

Mapping, see Maps and charts. 

Maps and charts: 

aerial photograph status maps, 12671 

bottom sediment data program users guide, 


23 

carmereaty 2 and geodesy, selections, USSR 
study, 1293 

Coast and Geodetic Survey nautical chart 
catalog Atlantic and Gulf Coasts, Puerto 
Rico and Virgin Islands, 12060 

erid values of total magnetic intensity 
IGRF-—1965, tables, etc., 12566 

aoe chart, design and production, 
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Maps and charts—Continued 

map reading, field manual, 11933 

New Florencia, case stud 
suses of 
ping, 120 

transmisison loss atlas for select aeronau- 
tical service bands from 0.125 to 15.5 
GHz, 12567 

see also Charts—also subjects. 
Margin (securities) trading, see Securities.— 
Stocks, 
Marine biology : 
hydrobiological research in south Florida 
applications of aerial photography and 
remote sensing, 12755 

marine biofouling studies in Montego and 
Oyster Bays, Jamaica, oceanographic 
cruise summary, 13253 

see also Biology. 

Marine Corps: 
combat lithograph series, 12992 
general information, 12993 
liberation of Guam, 12991 

Marine fauna, exploring world around us, 
infant fish and shellfish, etc., 12431 

Marine magnetic and bathymetric profiles in 
Gulf of California, 13257 

Marine Research, Education, and Facilities 
Committee, pamphlets, 13164—-165 

Marine science, see Oceanography. 

Marines, see Marine Corps. 

Marion County, Oreg. : 
flood plain information, 12483 

8, how to avoid damage, 12502 

Maris, Robert L., 350° panoramic camera for 
underwater use, 13 

Maritime Administration : 
appropriations, 1970, authorization, hear- 

ng, 12289 
SP series, 12994-0995 

Maritime Mobile Radio Service, development 
of VHF peepagesen curves, 12604 

Markets an r ehgy'y = 
market profiles, Africa, 12068 
marketing bulletins, 11872 
marketing research reports, 11873—874 
small marketers aids, 13413 
see also names or classes of commodities, 

etc., marketed. 

Marking, registration, aircraft and related 
products, Federal aviation regulations, 
12583 

Maroon Bells-Snowmass Wilderness, general 
information, 12686 


Marriage: 
——s and childspacing, 12011 
marital status, 


ar. 1968, population 
characteristics, 12012 


Martin, William McC., jr., statement, 
June 30, 1969, 12649 
MRCS pi f 
S programs, summary of operations, 
11827 a9 


census of business, 1967 retail trade, area 
statistics, 11988 
employment statistics, 1958-66, compila- 
tion, 12979 
mammals, description, distribution, etc., 
13451 
Mason, Richard R., sequential sampling of 
Douglas-fir tussock moth populations, 
12706 
Mason Creek : 
flood plain information, 12464 
floods, how to avoid damage, 12534 
Masotti, Louis H., shoot-out in Cleveland, 
black militants and police, staff report to 
National Commission on Causes and Pre- 
vention of Violence, 13326 
Mass, Frederick H., bottom sediment data 
program users guide, 13238 
Mass transfer, stagnation point heat and 
mass tra at ees: speeds, lip- 
earized theory, 1807 
Massachusetts, census of business, retail 
trade, area statistics, 11989 


Page 160 





InpEx 


for 1970 cen- 
ee and housing, map- 





Mastenbrook, H. J., vertical distribution of 
water vapor over Washington, D.C., 18296 
Matanzo, Francisco, soil survey of Delaware 
County, Ohio, 13445 
Materials : 
materials and material processes series, 
are welding, 12377 
preservation, i =| packing, Federal 
test method standard, 12651 
see aleo names of materials. 
Materials handling, Army technical manual, 
change, 11948 
Materiel, see Military supplies. 
Mathematics: 
analytic function models of noise and 
modulation, 18140 
cardiac function algorithm, constructing, 
USSR study, 12908 
class of optimum orbit modifications, ana- 
lytical solutions, 13044 
mathematical sciences trainees in vaca- 
tion work-study peogeemn, examination 
announcement, 1205. 
tables of associated Legendre functions of 
first and second kind of very large de- 
gree with arguments near unity, 13275 
monet, Maurice, American military history, 


Matthews, Clarence W., numerical analysis 
of use of perforated walls to control shock 
location and movement in internal-com- 
pression supersonic inlet, 13141 

Mayers, J., maximum load prediction for 
sandwich plates, 11951 

Mayonnaise : 

roducts— 


and related 
current industrial paeees, 12004 
indus rt, 11978 

MDR, see Model Reporting Area for Blind- 
ness Statistics. 

Mead, Walter J., competition for Federal 
timber in Pacific Northwest, analysis of 
Forest Service and Bureau of Land Man- 
anes timber sales, 12710 

Meals, see Food. 

Measles rubella surveillance, National Com- 
municable Disease Center, 1 

Measuring devices, sonic boom simulator, 
techniques and measurement devices, in- 
vestigation, 12595 

Measurements, see subject of measurement. 


M 


eat: 
—— procedures manual change, 
2328 


selected, homemakers’ opinions, nation- 

wide carver. 11874 
see also Packing industry. 

Mechanical equipment. see Machinery. 

Mechanical fans, see Fans. 

Mechanics, fracture mechanics as related to 
Neuber stress concentration factor and 
plastic particle, 1330 

see aleo Celestial mechanics. 
Mechanics (persons) : 
aircraft mechanics, comparing prediction 
of performance ratings from trait 
ratings, 11888 
automotive mechanic mag | suggested 
guide for training course, 12424 
Mechanics (science) : 
integration of metallurgical and fracture 
mechanics concepts of transition tem- 
perature factors —— to fracture- 
safe design for structural steels, 13300 
Medals: 
commemorative— 
Alabama sesquicentennial, law, 12114 
50th anniversary. U.S. Diplomatic Cour- 
ier Service, report, 122 
Ones | meee Mint. issued for public sale, 


Medical and Occupational Radiation Pro- 
gram, MORP series, 13358 
Medical care : 
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distribution of SMI bills and reimburse- 
ments by type of service, 13435 
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Medical care—Continued 
evolution of medicare—from idea to law, 
human needs, provide for poor, national 
nutrition survey, pearings, 123316 
medical assistance financed under public 
omeenee titles of Social security act. 


medicare, hospital insurance benefits in 
extended care facility, 13440 
outlays for aged and nonaged persons 
19 . fiscal years, 13436 
training in first aid and emergency medi- 
cal treatment, 11939 

Medical examinations, see Physical exam- 
inations. 

Medical Foundation of Bellaire, Ohio, neigh- 
borhood health services programs, grants 
awarded, hearings, 12224 

Medical jurisprudence, international bibli- 
ography of medicolegal serials, 1736-1967, 
list, 13180 

Medical officers, examination announcement, 
12052 


Medical technologists, allied health profes- 
sions personnel training act of 1966, 
amended, report, 13167 
Medicare, see Medical care. 
Medicine : 
aviation medical report AM series, 11971 
film reference guide supplement, 13179 
medical problems and their solution, USSR 
study, 12907 

medical radiation protection, regulations, 
standards, and guides, annotated, bib- 
liography, 13344 

modeling in biology and medicine, USSR 
study, 12928 

School of Aerospace Medicine technical 
reports, 11 

selected medical translations, USSR 
studies, 12904 

see also Nuclear medicine. 

Medicolegal, see Medical jurisprudence. 

Mediterranean Sea: 
central, Project FLOOD, report on data 

collected by Mine division 43, 13235 
tide tables, 12059 

Mekong River, lower basin, Pa Mong, Nam 
a = Nam a — drainage 4 
ves ons an requirements, repo 
13397 

Meller, Floyd H., conversion of organic solid 
wastes into yeast, economic evaluation, 
13335 

Melting, arc-melted tungsten-rhenium-hafni- 
eae geeten alloys, mechanical properties, 

Melville, George S., Jr., radiation mortality 
of rodents under hypobaric-hypoxic con- 
ditions, 11902 

Memphis, Tenn., Mississippi River and tribu- 
taries in district, states and discharges, 
12551 

Mental health : 
meapenave materials, selected sources, 
psychiatric-mental health nursing institu- 

tions offering stipends, list, 13351 

Se act of 1936, amend, law, 


see also Ships. 
Merchant Marine and Fisheries Committee, 
House: 
hearings, 12225-—238 
reports, 12185-—186, 12188, 12190 
Merchant ships, see Ships. 
Merchant vessels, see Ships. 
Mercury, cobalt alloy, two-phase mercury 
loop corrosion, 13109 
Merrell, John C., Jr., Santee recreation prod: 
ect, Santee, Calif., final report, 12662 
Mertie, John B., Jr., economic geology of 
platinum metals, 12785 
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P33 
statistics of institutions of 
higher education— 
current funds, revenues, and expendi- 
tures, 12432 
student financial aid, 1966-67, 12433 
Mesquite, Tex. : 
flood plain information, 12478 
South ng | es floods, how to avoid 


damage, 1 
Metallurgy, integration of metallurgical and 
fracture mechanics concepts of transition 
temperature factors relating to fracture- 
= design for structural steels, 13300 
8: 


e s 
detecting impending re failure in 
metals by observation of surface chem- 
ical and physical phenomena, feasibil- 


ity, 11952 
low-resistivity, lubricated with sputtered 
molybdenum disulfide films, friction, 
and contact resistance during sliding 
in vacuum, 131 
scraps, Somponery suspension of duties, 
continue, law, 12110 
solar absorptances and spectral reflect- 
ances of 12 metals for a 
ranging from 300 to 500K, 13128 
Meteorological statellites, see Satellites. 
Meterology : 
hemispheric teleconnections of mean cir- 
a anomalies at 700 millibars, 


125 
satellite meteorology, USSR study, 12929 
synoptic temperature-depth observations 
in Tongue of Ocean, Bahamas, compari- 
son, 13227 
Metropolitan areas, see Cities and towns. 
Mexican American Affairs Unit report, 12440 
Mexican-Americans : 
elderly, Federal programs and _ services, 
availability and usefulness, hearings, 


12282 
a 7 American Affairs Unit report. 


Mertins, Paul $ 
nanci. 


Mexico, Gulf of: 
geol and poten, selected bibliog- 

raphy, 1324 
oceanographic cruise, summary, 13251 
a water quality of eastern basins, 


Mica, trade and tariff information, sum- 
maries, 13500 
Michalski, Bernadette, mineral industry of 
East Germany, 1301 
Michigan, Agricultural Stabilization and 
Conservation Service, annual report, 11828 
Microbiology : 
enhancement of viral quantitation by 
media supplements and buffers, 11904 
microbiological oxidation of petroleum 
hydrocarbons, chemism and physico- 
chemical properties of processes of, 
USSR study, 12876 
succession and soil formation, influence of 
sitka alder on landslide of alpine ori- 
gin at Mount Rainier, 12707 
Microfilm, National Archives Pepipsticne 
pamphlet accompanying, 13151-155 
Microscopy, holographic, for determination 
of failure mechanisms in monolithic cir- 
cuits, 13051 
Microspheres, see Spheres. 
Microwaves : 
attenuation of microwave radiation for 
paths through atmosphere, 13279 
ar - management engineering prin- 
ples, VHF/UHF/link facility hand- 
book, 12590 
hemodynamic changes in individuals 
penewre irradiation, 


modulated, dual optical wavelength geo- 


detic distance-measuring instrument, de- 
velopment, 12572 
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Microwaves—Continued 
radiation transfer in atmosphere, trans- 
actions of Main Geophysical Observa- 
tory, Im, A. I. Voyeykoy, 13150 
radiometric techniques for re-entry plas- 
ma measurements, laboratory study, 
13087 
special tables, polyatomic molecules with 
internal rotation, 13158 
Midair collisions in U.S. civil aviation, 13206 
Middle Atlantic States, see Atlantic States. 
Middleton, John T., address, June 11, 1969, 
13363 
Midwest (U.S.) : 


ESSA and Operation Foresight, perform- 
ance before and during heavy floods in 
Mar.—Apr. 1969, report, 12564 


Midwest Emery Freight 
earrier accident, 13038 
Migrants, education, directory of consult- 
ants, 12425 
Migratory birds, see Birds. 
Militants : 
black militants and police, shoot-out in 
Cleveland, 13326 
Military aid: 
foreign assistance act of 1969, hearings, 
1 


ystems, Inc., motor 


2 
military assistance program address di- 
rectory, 12372-373 
Military art and science: 
counterguerrilla operations, 
manual, 11935 
logistics maintenance management, field 
manual, 11936 
Military assistance, see Military ald. 
Military construction, see nstallations 
(military). 
Military education, Army training centers, 
staffing guide, 11937 
Military history, American military history, 
13) 


Army field 


3005 
Military installations, Installations 
(military). 


Military missions, agreement with Liberia, 
13482 


ace 


Military pay, see Pay, allowances, etc. 

Military personnel, see Armed Forces. 

Military policy, U.S. military policies and 
programs in Latin America, hearings, 

12299 

Military research : 

Defense Department, research, develop- 
ment, test, and evaluation, appropria- 
tions, 1970, authorize, report, 12258 

research in progress, lists, 11946 

Military standards, see Standards and stand- 
ardization. 
Military supplies : 

Army supply management and stock fund 
activities in Korea, improvement needed, 
GAO report, 12745 

defense supply procurement regulation, 
12353 

digest of supply and maintenance policies, 
11945 

materiel management manual. Defense 

Supply Agency manual, 12350 

MILSTRIP, military standard 
tioning and issue procedures, 

ment, 12372—373 

Navy, supply factlities, 

change, 13208 

need for improvement in receipt and stor- 
age of military supplies and equipment, 


requist- 
supple- 


design manual, 


Dept. of Defense, GAO report, 12746 
visual! inspection —— all-rubber gloves 
, Military standard, 


except surgica 

2363 

Military training, see Military education. 

Miller, Henry, factors related to response in 
health examination survey, United States, 
13379 

Miller, John S., factors affecting detonation 
velocities of desensitized nitroglycerin in 
simulated underground fractures, 13023 
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Miller, Raymond B., availability of ground 
water in Chad Basin of Bornu and Dikwa 
Emigrates, northern Nigeria, 12757 

Miller, Richard E., can auger planting im- 

rove survival of Douglas-fir seedlings? 


2703 
Miller, Robert B., interpretation and utiliza- 
tion of scores on Air Force officer qualify- 
ing test, 11891 
Millonzi, Francesca A., relief, 12101 
MILSTRIP (military standard uisitioning 
and issue procedures), see Military sup- 
plies. 
Milton, W. Va.: 
flood plain information, 12468 
floods, how to avoid damage, 12503 
Milwaukee, Wis. : 
area wage survey, 12971 
Metropolitan Intrastate Air Quality Con- 
trol Region report for consultation, 
13369 
Mine drainage: 
acid mine drainage, water pollution con- 
trol, demonstration projects— 
hearings, 12319 
report, 12281 
Mine safety, see Safety of life. 
Mine ventilation, air leakage and air leak- 
age calculations, USSR study, 12944 
Minerals : 
industry, minerals yearbook chapter— 
Bulgaria, 13013 
Cyprus, 13014 
East Germany, 13015 
Libya, 13016 
North Korea, 13017 
Philippines, 13018 
Rumania, 13019 
Thailand, 13020 
mining and minerals policy act of 1969, 
hearings, 12304 
national mining and minerals policy, estab- 
lish, hearings, 12304 
nonmetallic minerals and products, trade 
and tariff information, summaries, 13500 
resources, subsea, problems related to their 
development, 12760 
safety officer, examination announcement, 
amendment, 12037 
Thailand, northeastern, investigations, 
12784 


Miners, see Coal mines and mining. 
Mines and mining: 
mining and minerals policy act of 1969, 
hearings, 12304 
national mining and minerals policy, es- 
tablish, hearings, 12304 
State mining laws, comparison, 12213 
surface mining, effect on fish and wildlife 
resources of United States, 13462 
Mines Bureau: 
appropriations, 1970, report, 12171 
information circulars, 18011 
report of investigations. 13023-28 
Minidoka National Wildlife Refuge, birds, 
list, 13456 
Minimum wage, see Wages. 
Minnesota : 
Agricultural Stabilization and Conserva- 
tion Service, annual report, 11829 
electric rate book, 12621 
Minorities, we hold these truths, bibliogra- 
phy, 13515 
Minors, see Child labor. 
Mint Bureau: 
annual report, 13032 
medals of United States Mint, issued for 
public sale, 13033 
Miquel, Roberto de la Caridad, relief, 12081 
MIRV (multiple independently targeted re- 
entry vehicles), see Missiles. 
Miscellaneous publications, see names of de- 
partments, ete., issuing publications. 
Missiaen, Edmond, Mozambique’s agricultural 
economy in brief, 12414 
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Missiles : 
diplomatic and strategic impact of MIRV, 
— warhead missiles, hearings, 


udieey rocurement peepee, 1970, 
authorize, repost. 12258 
Missions, see Mil 
er $ 
Agricultural Stabilization and Conserva- 
tion Service, annual — 11830-831 
Mississippi River and Valle 
Mississippi River and tributaries, stages 
and dischar, 
Memphis district, 12551 
New Orleans district, 12550 
Vicksburg, Miss., flood plain information, 


itary missions. 


1246 
Missouri, Agricultural Stabilization and 
Conservation Service activity summary, 


Missouri Basin Inter-Agency Committee, an- 
nual programing report, 1969-71, fiscal 
years, 13034 

Missouri River Basin project, Corn Creek, 
Front Range, and Armel units, water re- 
source development proposals, Interior 
Dept. to investigate feasibility report, 
12168 

Missouri River and Valley 
land purchase plan modification for Oahe 

Dam and —e N. Dak., report 
engineers re 

departmental eiition, 12548 
document edition, 12246 

Missouri River basin Anvestigations proj- 
ect report, 12820—822 

surface water cupply, of basin from Sloux 
City, Iowa to Nebraska City, Nebr., 
12800 

Mistletoe, dwarf, on red fir, infection and 
control in understory stands, 12715 

Mobile, Ala., Halls Mill Creek floods, how to 
avold damage, 12531 

Mobility, United States, populatien, 12013 

Mobilization of non-poor volunteers in com- 
munity action, 12401 

Model Reporting Area for Blindness Sta- 
tistics, conference, proceedings, 13172 

Modeling, modeling in biology and medicine, 
USSR study, 12928 

Modernizing military pay, 123874-—375 

Moisture, saturating of roofing felts, vari- 
ables involved, 13156 

Mojave River and Valley 

8s, vicinity of Basetow, Calif., 12522 
iy yp vicinity— 
an Be lain information, 12467 
San zeetee County, Calif., flood haz- 


Molecular t.-¢ analysis of molecular beam 
system utilizing known pressure source, 
13102 
Molecules, polyatomic, microwave spectral 
tables, 13158 
see also Molecular beams. 
Molybdenum, carbide strengthened molyb- 
denum alloys, dynamic strain aging, 13130 
Molybdenum disulfide, sputtered films, some 
low resistivity metals lubricated with, fric- 
tion and contact resistance during slid- 
ing in vacuum, 13124 
Moments, forces and bending moments gen- 
erated during the NRL dynamic tear test, 
analysis, 13289 
Money 
credit unions and “tight” money 12608 
financial innovation and monetary man- 
oqupent in United States (paper), 
12636 


sce also Gold (money)—Silver (money). 
Monitoring, taut wire buoy array for en- 

vironmental monitoring in AUTEC, 13231 
Monitors, tobacco, sensitive monitor for 

photochemical air pollution, 13354 
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Monnin, Carl F., stability of two-fluid wheel 
flows’ with imposed uniform axial mag- 
netic fleld, 13138 

— oxidase, see Oxidases. 

Mono aphs, see gubjects. 

Monolithic circuits, ec Circuits. 
Menepeten, antitrust laws antitrust and 
mono ly activities, 1968, report, 12272 
Monro Liberia, Liberian ational Med- 
ieal Center, general information, 13352 

Montana: 

Federal careers in Northwest, 12042-43 
Tepee Creek quadrangle, geology, 12782 
Montego Bay, marine rN studies in 
shoatene and Oyster Bays, — ca, ocean- 

ographic cruise summary, 132 


° Zo. wr vas of moon and —~4 13142 


R., oceanographic data re rt, 
ements Island area, July—Aug. 1967, 


Moores "Creek National Military Park, master 

plan 

Morale, postal labor relations and employee 
morale, hearings, 12239 

Morbidity, statistical treatment of popula- 
tion morbidity, USSR study, 12884 

=— rt. — and Occupational Radia- 
tion 

Morpholo “Spinacopta, new genus of Myo- 
docopi Ostracod (Sarsiellidae), 13421 

Morris, Charles R., panoramic survey of basic 
airmen, 905 

Morris, Robert B., p econnegregt hic cruise sum- 
mary seismic survey 0 ilmington Can- 
yon, USNS, Lynch (T-AGOR 7), 13258 

Mortality, see Death. 

Mortgage Interest Rates Commission : 
extend time law, 12123 
report, 13035 

Mortgages, see Loans. 

Moseley, William C., jr. : 
aerodynamic characteristics determined 

during development of Apollo launch 
escape vehicle configuration, 13075 
aerodynamic loads on deployed canard sur- 
faces and rocket nose _— of Apollo 
launch escape vehicle, 13081 
Moses Coule, river mile index, 18310 
ge te Bredin-Archbold-Smithsonian 
biologi survey of Dominica, mosquitoes 
of Dominica (Diptera: Culicidae), 13428 

Mossbauer spectrometry for analysis of iron 
compounds, 11959 

Motels, see Motor courts. 

Moths, Neartic Walshiidae, notes and new 
taxa (Lepidoptera: Gelechioidea), 13429 
see also Gypsy moths. 

Motion: 
motion-degraded images, 

13059 
of artificial satellites in Earth’s gravita- 
tional field, 13145 

Motion pictures : 
civil defense, port preparedness, 12034 
medicine and allied sciences, film reference 

guide, supplement, 13179 
urban outlook, bibliography, 12816 


Motor carriers: 
oom, 5 and 2, 


East- a territory, 12865 
general commodities by regions or ter- 
ritories, 12869 
Middle Atlantic region, 12866 
South-Central territory, 12867 
southern region, 12868 
freight handling, determining cost, 12872 
see also Motor vehicle accidents 
Motor courts motel industry in Puerto Rico, 
data pertinent to review of minimum wage 
rates, 12523 
Motor fuel, see Gasoline. 
Motor vehicle accidents, motor carrier ac- 
cident investigation reports, 13036-38 


Mooney. 
sea ¢ 


evaluation, 


cost of transporting 
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Motor vehicle operators, 
nouncement, amendment, 
Motor vehicles : 
highway safety act of 1966, administra- 
tion, annual report, 12137-138 
=a safe speed, NHSB staff report, 


national traffic and motor vehicle safety 
act of 1966— 
a annual report, 12137- 


examination an- 
39 


amend definition of motor vehicle equip- 
ment, report, 12160 

amend to authorize 
1970-72, report, 12160 

amend to require notification to pur- 
chasers of defective tires, report, 


appropriations, 


12160 
tracked combat vehicles, military procure- 
ment appropriations, 1970 report, 12258 
Motorists improvement of transportation 
graphics and communications, proceedings 
of seminar, 13387 
Motors, rotary kinetic fluid motors or pumps, 
classification definitions, 13312 


Motortruck drivers, and helpers, union 
wages and hours, 12965 
Moulder, EB. A., analog-digital models of 


stream-aquifer systems, 12754 
Moulds, Donald B., cadmium, 13008 
Mount Baker National Forest, annual re- 
port, 12687 
Mount Rainier, Wash. influence of sitka 
alder on soil] formation and microbiological 
suecession on landslide, 1270 
Mourning doves, hunting, possession, trans- 
portation, importation 1969-70 Federal 
regulations governing 13461 
Month: 
oral actGegente bacteria in Antarctic, 
oral care for oral cancer patients, confer- 
ence, 18359 
Movement (psychology) : 
coordination of voluntary movements of 
man in a zero gravitational field (under 
weightlessness), 13147 
Moving, see Transportation. 
Moving pictures, see Motion pictures. 
Mowery, Thomas M., premise and home en- 
vironmental health survey, Papago Indian 
Reservation, 13361 
Moyer, D. David, land tenure in United 
States, development and status, 11864 
Mozambique, see Portuguese Bast Africa. 
MP series, 12816-817 
Mud Creek, floods in Atlanta, Ga., how to 
avoid damage 12541 
Mud River : 
flood plain information, 12468 
floods in Milton, W. Va., how to avold 
damage, 12503 
Mukewater Creek, Colorado River Basin, Tex. 
160 compilation of hydrologic data, 


Multiple independently targeted reentry ve- 
hicies, see Missiles. 

Municipalities, see Cities and towns. 

Museums, preserving mammals for museum 
study, directions 13413 

Muskmelons, cooperative muskmelon breed- 
ing program in Texas, 1955-67, new rat- 
ing scales and index selection facilitate de- 
velopment of disease-resistant cultivars 
— to different geographical areas, 


Myers, Cecil K., comparison of 7 systems for 
air conduction audiometry from 8-20 
KC/S, 13000 

Myers, Charles W., checklist of amphibians 
and reptiles of Barro Colorado Island, 
Panama, with comments on faunal change 
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Myers, Robert J., distribution of SMI bills 
and reimbursements by type of service, 


18435 

Myers Fiat, Calif., floods South Fork Eel 
River, causes possible solutions to prevent 
damage, etc., 12538 

Myodocopa see Crustaceans. 

N 

Nagy, John ee development in spheri- 
cal vessel, 13024 

Nakano, Akemi, see Duke, Noriko S. 

Nam Chi project, lower Mekong River basin, 
drainage investigations and requirements, 
report, 13397 

Nam Mun project, lower Mekong River basin, 
drainage investigations and requirements, 
report, 13397 

Naming of Surticanss. — a 

Narcotic habit, combating drug . 
posals, message from the President, 12150 

NAREC, see Electronic computers. 

NASA, see National Aeronautics and Space 
Administration. 

Nash, G. B., analysis of forces and bending 
moments generated during the NRL dy- 
namic tent ee 13289 

Natality see Birth. 

National Advisory Council on Economic Op- 
portunity, continuity and change in anti- 
poverty programs, report, 1214 

National Aeronautics and Space Adminis- 

tration: 
appropriations, 1970, hearings, 12285 
contractor report CR (series), 13039-—52 
EP series, 13053 
NASA facts, 13054-55 
NASA historical series, 13060 
NASA picture sets, 13056—57 
SP series, 13058—65 
technical notes, 13066—139 
technical translations, 18142-13150 

National Agricultura) Library, appropria- 
tions, 1970, report, 12254 

National Air Pollution Control Adminis- 

py ), 138878 
aper (series), 
publications, AP series, 13354—355 
publications, APTD series, 13356 

National Archery Week, designate, report, 

2267 


National Archives, microfilm publications, 
pamphlet accompanying, 13151-155 
National Banks, State taxation, provide uni- 
form rule, report, 12165 
National Bison Range: 
birds, list, 12453 
mammals, list, 13458 
National Bureau of Standards : 
handbooks, 13157 
monograph, 13158 
technical notes, 13159-161 
National Capital, see Capital of United 
States. 
National Capital Planning Commission, ap- 
propriations, 1970. report, 12171 
National Collection of Fine Arts, and Na- 
tional Portrait Gallery, general informa- 
pone yo issi Causes and Preven 
onal Commission on Cau - 
~—_ of Violence, staff report submitted to 
the Commission, 13321, 13824-328 
National Commission on Fire Prevention 
and Control, appropriations, 1970, report, 
12192 
National Commission on Product Safety : 
appropriations, 1970, report, 12197 
extend, hearing, 12291 
National Commission on Reform of Federal 
Criminal Laws: 





and sampling, 13422 
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appropriations, 1970, report, 12192 
extend, law, 12124 
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National Communicable Disease Center : 
surveillance— 
neurotropic viral diseases, encephalitis, 
annual summary, 1335 
rubella report, 13358 
National Conference on Wheat Utilization, 
5th, papers, 11792 
National Council on Indian Oygerteatty. ap- 
propriations, 1970, report, 1 
National Credit Union Administration, 
create, report, 12189 
eo 4 ense ; em. 12004 
po reparedness, film, 
fire defense in wartime, mission, or- 
- anization, ea * 1881 
leo National secu 
National’ Education ya 
corporate powers, liberalize, ‘omen act— 
law, 22 
report, 12249 
National electric rate book, 12620—622 
National forests : 
Intermountain restee. be reusboms. national 
forests in profile, 1 
Pacific Northwest, 1908, report, 12688 
purposes and management, 13197 
see also names of forests. 
National Foundation on the Arts and the 
— appropriations, 1970, report, 
National tomy | of Art, appropriations, 
1970, report, 121 
National Guar tame. lands within Army 
sy legislative jurisdiction, report, 


National health survey, vital and health sta- 
tistics, 13380 

National Highway Safety Bureau, maximum 
safe 8 for motor vehicles, staff report, 


13166 
National Institute of Arthritis and Metabolic 
Diseases, artificial kidney-chronic uremia 
research and development iro oppor- 
tunities for participation, 1 5 
National Institutes of Health 
appropriations, 1970. report, 12197 
public advisory groups, authority, struc- 
ture, functions, 13178 
National Labor Relations Board : 
appropriations, 1970, report, 12197 
decisions and orders. bound volume, 13177 
decisions, digest, supplement, 13178 
National Mediation Board, appropriations, 
1970, report, 12197 
National Museum, oe 13181-182 
National Park Servi 
administrative policies for management, 
reports, 12157—158 
appropriations, 1970. report, 12171 
nsas Governor’s book, 13195 
visitor services training series, 18200 
Wyoming Governor's book, 13198 
National Parks 
administrative policies, reports, 12157- 


purposes and management, 13197 
National Portrait Gallery, and National 
Collection of Fine Arts, general informa- 
tion, 13163 
National Railroad pa me ge Spare, appro- 
priations, 1970, report, 12 
National Science Board, NBS + 13202 
National Science Foundation : 
ap Bearings, 122 1970— 
eari ngs,1 > ae 12312 


port, 1 
Director, ition of William D. Mc- 
y, hearing, 12815 
national science research data processing 
and information retrieval system, es- 
tablish, hearings, 12214 
National securities exchanges, credit by 
brokers, dealers, and members, regula- 
tions, 1264 
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National security 

diplomatic one ‘avenegie impact of mult)- 
~ warhead missiles, hearings, 12217 
arding classified saenawee. indus- 
tr al security manual, 12361 

National Security Agency aeeitional super- 
grade positions, establish, hearings, 12318 

National Security Seminar, presentation out- 
lines and reading list, 12874 

National Water Commission, appropriations, 

1970, hearings, 12204 

National Zoological ? police, revise pay 
structure pay, 12119 

Nations, see Foreign countries. 

Natrona “band Manage ~~ Unit of 

nD 


Bureau Land t’s Casper Dis- 
trict, public land gui 12988 

Natural see Gas. 

Natural urce ‘Analysis Center, Systems 


Bvaluation Division, report R_ series, 
12443 
Natural resources : 
conservation tools for educators, 12675 
Crow Indian Reservation, Mont., soil and 
inventory resources inventory, Pryor 
Mountain area, 1 
putting conservation to work series, 12675 
resource publications (series), 13462—465 
Naturalization, candidates, our Constitution 
and Le gy Federal textbook on 
citizenship, 12519 
Nauka i zhian’ (Science and life) (periodi- 
cal), selections, 12946 
Nautical charts, see Maps and charts. 
Naval education, training manuals and cor- 
respondence courses, list, 18271 
Naval Hlectronics Laboratory, report, 13306 
Naval Facilities eeres Command, de- 
sign manuals, 18208 
Naval Observatory, circulars, 18211 
Naval Oceanographic Office 
Geo-sort file, extracting * information by 
SO a rogramming, 15 
C. chart, design and production, 


Me...” report IR series, 13212-261 
ber o> a NAVOCEANO test, status re- 
r 
publications ve 13262—265 
= SP series, 13266 
reports, 13267-—269 
Naval personnel, see Navy. 
Naval Personnel Bureau, training manuals 
and correspondence courses, list, 13271 
Naval Research Laboratory : 
cyclotron, demineralized water system, 


13274 
NRL dynamic tear test, analysis of forces 
and bending moments, 13289 
report series, 13278-18304 
SOLRAD 9 satellite, Solar Explorer B, 
1968—-17A program, 13288 
unclassified effort, short report, 13204 
Naval ships, see Ships. 
Naval Submarine Medical Center, reports, 
12998-13004 
Naval Training Device Center, trainiug de- 
vice guide, 13305 
Naval vessels, see Ships. 
Navigation : 
Omega and a NAVOCBHANO test, status 
report, 18242 
its system, aid to ocean surveying, 


132. 
see also Air navigation. 
a see Naval Oceanographic Of- 


Nav 
clinical evaluation of stannous fluoride, 
when used as constituent of Pere 
paste, topical solution, and dentifrice, 


1969 chigbetiies and conversions pro- 
grams, 18270 
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Navy—Continued 
pontoon gear handbook, Navy Lightered 
awe equipment, P-series, 13209 
retired naval personnel, reference guide 
to employment activities, 12958 
NBS, see National Bureau of Standards. 
Near Hast, see East (Near Hast). 
Nearctic region, Walshiidae, notes and new 
taxa (Lepidoptera: Gelechioidea), 13429 
Nebraska, upper Niobrara Kiver compact, 
congressional consent, report, 12169 
Nee, Peter M., relief, 12107 
Negroes : 
negro community, small business and eco- 
nomic development (statement), 12648 
we hold these truths, bibliography, 13515 
NELIAC program, see Blectronic computers. 
Nelms, Walter P., Jr., experimental and 
theoretical investigation of symmetrical 
and cambered delta wing configuration at 
Mach numbers from 2.0 to 10.7, 13086 
Nemec, Jaroslav, international bibliography 
of medicolegal serials, 13180 
Neptune (planet) : 
lirect trajectories to Jupiter, Saturn, 
Uranus, and Neptune, general discussions, 
boo maps, planetary flight handbook, 


Nervous system, central, effect of spaceflight 
factors, USSR study, 12927 

Networks, information networks and com- 
mutation, USSR study, 12910 

Neubauer, Werner G., experimental examina- 
tion, by means of pulses, of circumfer- 
ential waves on aluminum cylinders in 
water, 13281 

Neuse River, flood plain information, 12469 

Neutron scattering, see Scattering. 

Neutrons, sources, USSR study, 12924 

Nevada, water resources data, 12791 

Nom Bestere Storage Warehouse Co., relief, 

8 


New Bern, N.C. : 
flood plain information, 12469 
floods, how to avoid damage, 12504 

New Crops Research Branch, plant material 
introduced, 11798 

New directions for the 1970's, toward a 
ocratesy of inter-American development, 


New directions in helpin le help them- 
selves, SRS, 134388 = =o 
New Florencia, case study for 1970 cen- 
suses of population and housing, 12018 

New Jersey : 
Agricultural Stabilization and Conserva- 
tion Service— 
ane district summary, 


annual State summary report, 11834 
employment statistics, 1958-66, compila- 
tion, 12979 
Interstate Air Quality Control Region, 
report for consultation, 13368 
water resources development by Army 
Corps of Engineers, 12553 
New Mexico, water resources data, 12792 
New Orleans, La., Mississippi River and trib- 
utaries and other watersheds in district, 
stages and discharges, 12550 
New York City, employment, income, and 
living standards, changing patterns, 
12981 
New York State: 
economic Covmopment planning, status re- 
port on role of economic research, 12394 
employment statistics, 1958-66, compila- 
tion, 12979 
Interstate Air Quality Control Region, 
report for consultation, 13368 
New Zealand, lights and fog signals, list, 
change, 13264 
News releases, see names of departments, 
etc., issuing releases. 
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Newspapers, Armed Forces news style guide, 
11926 


Newton, George D., Jr., firearms and violence 
in American life, 13321 

Nguyen-Hy-Quang, Vietnamese familiariza- 
tion course, 13491 

Nguyen Thi Huong (Linh), and child, relief, 
12089 


NHSB, see National Highway Safety Bureau. 
Nickel : 
effects on performance of N on P silicon 
solar cells, 13136 
nickel base alloy, WAZ-—20, with improved 
strength in 2000° to 2200°F range, 


131 
Nicolson, Dan H., revision of genus Aglao- 
nema (Aracene), 13415 
Niessen, Frank R., simultaneous usage of 
attitude control for VTOL maneuvering 
determined by in-flight simulation, 13119 
NIH, see National Institutes of Health. 
Ninepipe National Wildlife Refuge, general 
information, 13459 
Niobrara River, upper, compact, 
sional consent, report, 12169 
Nitrogen : 
enrichment of 2 forest ecosystems by red 
alder, 12714 
laser power density and some design con- 
siderations, 13280 
Nitrogen oxides, and acid gases 
from spacecabin atmospheres, 13 
Nitroglycerin, desensitized, factors affecting 
detonation velocities in simulated under- 
ground fractures, 13023 
Nixon, Richard M., portrait, 11929 
Noise: 
aircraft, abatement program, Federal Avi- 
ation Administration, 12582 
aircraft/airport noise problem and Fed- 
eral Government policy, 12579 
noise and modulation, analytic function 
models, 13140 
Nominations, see names of persons. 
Noncitizens, see Aliens. 
Nondiscrimination, see Race problems. 
Norepinephrine, in rat heart, effect of mono- 
amine oxidase and diamine oxidase in- 
hibitors, 11903 
North America, west coast, lights and fog 
signals, list, change, 13264 
North American Conference on Labor Sta- 
tistics, proceedings, 12978 
North American fauna, 13451 
North Atlantic Ocean, see Atlantic Ocean. 
North Atlantic slope basins, see Atlantic 
States 
North Carolina : 
Agricultural Stabilization and Conserva- 
tion Service— 
oon Congressional district summary, 
18 


congres- 


removal 
9 


annual report, 11836 
employment statistics, 1958-66, complia- 
tion, 12979 
North Dakota: 
ASCS annual report, 11837 
census of business, 1967, retail trade, 
area statistics, 11990 
land purchase plan for Oahe Dam and 
Reservoir, Missouri River, modifica- 
tion report, engineers sere 
departmental edition, 1254 
document edition, 12246 
North Fork Camp Creek, floods, metropoli- 
a Y ee a., how to avoid damage, 
1 


North Fork Forked Deer River, flood plain 
information, 12457 
North Fork Obion River: 
flood plain information, 12470 
floods, how to avoid damage, 12518 
North Korea, eee Korea. 
North Pacific Ocean, see Pacific Ocean. 
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Northwest (U.8.) : 
Federal careers in Northwest, 12042-43 
Pacific Northwest— 
competition for Federal timber, 12710 
crop-tree thinning of ponderosa pine, 


12704 
he disease of ponderosa pine, 


national forest, 12688 
Northwind (oceanographic research vessel) : 
USCGC, oceanographic cruise, Northern 
Bering Sea, rs | Strait, Chuckchi 
Seas report, 1206 
Norton, Arthur J., marital status and fam- 
ily status, Mar. 1968, 12012 
Notes, Farmers Home Fi notes, inves- 
tor’s opportunity, 11883 
Nozzles, rocket, use of energy thickness in 
rediction of throat heat transfer, 13131 
NRL, see Naval Research Laboratory. 
NSB, see National Science poo 


Nuclear explosions, prospects of wing, 
ovens. Ma and gas SD depeaita, SSR 
study, 1 


Nuclear j. -R bibliography, 11961 

Nuclear reactor power plants: 

CEMA symposium on atomic wer sta- 
es fast reactors, USSR studies, 

Soviet, handling of radioactive wastes at 
atomic power stations, 12895 

Nuclear reactors, see Reactors (atomic). 

Nuclear rockets, see Rockets. 

Nuclear Science, abstracts, index, cumula- 
tive report yd with public availability 
citations, 1197 

Nuclear weapons, see Weapons. 

Nucleation, see Phase studies 

—— analysis, see Numerical calcula- 


Numerical calculations : 
calculation of theoretical load distribu- 
tions for arbitrary lifting-surface ar- 
rangements at subsonic speeds, finite- 
step method, 13114 
first order calculation of properties of 
beam rane systems, RTRAN 
programs, 1327 
of use of neapen yo walls to control 
shock location and movement in internal- 
compression, supersonic inlet, 13141 
Nurses and nursing: 
coronary nursing, outlook, proceedings of 
conference, 13360 
emergency handling of radiation accident 
eases, 11968 
nursing care of —_ with cystinosis, 
nurs ng clinical conference, 13174 
psychiatric-mental health nursing insti- 
tutions offering stipends, list, 13351 
Nursing, see Nurses and nursing. 
Nutrition : 
better eating for head start in child de- 
velopment centers, 12405 
Child nutrition act of 1966, meals for 
needy children, provide temporary emer- 
gency assistance, report, 12187 
nutrition and — } oe national sur- 
vey, bearings. I58 
Nutrition and ty Sveeds, Select Com- 
mittee on, Senate, hearings, 12316 
Nystagmus, modification o vestibular ny- 
stagmus and vertigo by visual stimulation, 
11971 
o 


O.A.R., see Aerospace Research Office. 
Oahe Dam and Reservoir : 
modification of land purchase plan, re- 
port, engineers report— 
departmental edition, 12548 
document edition, 12246 
Oahu, Hawaii, water in Kahuku area, 12797 
Oak, green lumber, dip treatment in poly- 
ethylene glycol not effective in preventing 
surface checking, 12698 
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OAR, see Office of Aerospace Research. 
OAR Research . lications Conference, pro- 


Obscene oom a postal service for 
unsolicited advertisement of hard-core 
— Tu or obscene material, hear- 


Occupational Setoute, see Occupations. 
Occupational safety aid, 12962 
Occupations : 
and vocational education, 12442 
career opportunities— 
Interstate Commerce Commission, 12864 
as anvates Service, soil science, 


Federal career directory, guide for college 


students, 
job grading standard, civil service— 
electrician, 12048 


elevator epeeater, 12049 
occupational differences in se tion 
rates for railroad workers, 1 9 
trades and labor— 
a ading system, FPM supplement, 


7 
job qualification system for occupation: 
12050 -r » 


Ocean : 
sound velocity cross sections of world’s 
oceans, eastern North Pacific, 18236 
ourverne. satellite navigation as aid, 


temperature, salinity, and density of 
world’s seas— 
Sea of Japan, 13220 
Yellow Sea, 18218 
see also Ocean temperatu 
Ocean cy. N.J., floods, how. to avoid dam- 
age, 12488 
Ocean currents, currents along east coast of 
Africa, 13214 
Ocean Station --3* = peste sGnatie. 44° 
N 41° ocean- 


W, July 
ographic EH B., ae 12082 
Ocean stations, see Weather stations, 
Ocean temperature: 
magnitude of temperature variability at 
soe jecation in Tongue of the Ocean, 


measurements, yy _~~ temperature-depth 
observations in Tongue of Ocean, - 
hamas, comparison, 13227 
Sea of Japan, 132 
Pn Sea, 13218 
anographic Surveys Department, data 
flow ie rns, 1323 37 
Oceanography 
bottom sediment data program users 
guide, 13238 
Channel Islands area off southern Cali- 
fornia, Sept.—Oct. 1965, 13268 
formatting oceanographic data, guide for, 


13230 
ae chart, design and production, 


Laptev and East Siberian eee, nae 
ocean ~ ~~ features of, 

man under water, USSR R. - 12949 

— oceanograpihe program, x, 1p04 


122 
Northern Hering Sea, ring Strait, 
Chuckchi Sea USCGC Northw nd ocean- 
ographic cruise, report, 120638 
oceanographic cruise summaries— 
Baffin Bay, Davis Strait, Labrador Sea, 
13228, 13260 
Davis Strait, 13254 
Denmark Strait, 13233 
dye dispersal study in Da Nang Bay, 
Republic of Vietnam, 13229 
eastern Gulf of Maine and continental 
margin, 13223 
Gulf of Mexico, 13251 
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Oceanography—Continued 
oceanographic cruise summaries—con. 
marine biofouling studies in Montego 
and Oyster Bays, Jamaica, 132 
North Atlantic Ocean, edge of Gulf 
Stream, 13259 
Ross Sea, Antarctica, 13241 
UNITAS IX cruise around South 
America, 13255 
USNS Lynch (T-AGOR 7) seismic sur- 
vey of Wilmington Canyon, 18258 
Western Greenland Sea, 13221 
oceanographic data, Geo-sort file, extract- 
ing information by computer program- 
ming, 13215 
oceanographic observations north Atlantic 
Ocean Station DELTA, 44° N 41° W, 
July 1966—Aug. 1967, 12062 
oceanographic reports, 12062—63 
oceanographic ship operating schedules, 
13164-—165 
oceanographic surveys, 13266 
Omega and a NAVOCHANO test, status 
report, 13242 
Project FLOOD, report on data collected 
by Mine division 43, central Mediter- 
ranean Sea, May 1965, 13235 
remote sensing, 13224 
San Clemente Island area, July-Aug. 1967, 
data report, 13225 
satellites capable of oceanographic data 
acquisition, review, 13269 
spacecraft, 1964-67, report, 13232 
350° panoramic camera for underwater 
use, 13250 
Transportation Dept. and marine sciences, 
report, 13507 
underwater photogrammetry, applications, 
13240 


O’Connor, James F., hemispheric teleconnec- 
tions of mean circulation anomalies at 
700 millibars, 12573 

O’Dell, Charles A., domestic wool marketing 
system, 12408 

ORO, see Economic Opportunity Office. 

Office of Aerospace Research, operation new 
home, brief history of establishment of 

ermanent location, 118 

Office of Emergency Preparedness, Assistant 
director, nomination of Haakon Lindjord, 
hearings, 12286 

Officers, see Armed Forces—also names of 
services to which officers belong. 

Ogilbee, William, exploratory drilling for 

round water in western Sokoto Province, 
Nigeria, 12770 

Ohanesian, Roger V., catalog of tissue typing 
antisera, 13169 

Ohio: 

Agricultural Stabilization and Conserva- 
tion Service 
annual reports, 11838—-839 
Congressional district summary, 11840 
Lake and Cuyahoga Counties, Chagrin 
River floods, damages need not increase, 
12529 

Ohio River and Valley, surface water quality 
of basin, 12802 

Oil, see Petroleum. 

oe ae Gas Office, appropriations, report, 

Oll shale, Green River formation, determina- 
tion of dawsonite and nahcolite, 13028 

Okanogan River, river mile index, 13310 

Okra, frozen, U.S. standards for grades, 
12331 

Old age insurance, see Aged. 

Old Patent Office Building, National Collec- 
tion of Fine Arts, National Portrait Gal- 
lery, general information, 13163 

Older persons, see Aged. 

Olives, tariff concessions, agreement with 
Spain, 13478 

Olsen, William A., jr., three-phase heat trans- 
fer, transient condensing with freezing 
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rap. Re ‘ 
Olson, Keith S., bromine, 13007 


development, paper, 12396 
Oltman, Florine : 
south Asia— 
selected references, 11914 
selected unclassified references, supple- 
ment, 11915 

Omega navigation system, see Navigation. 

Omniranges, frequency management engineer- 
ing preven, VHF/UHF /microwave link 
facility handbook, 12590 

On cutting corners, 12638 

Oncogenic viruses, see Viruses. 

O’Neal, Walter, major collective bargaining 
agreements, paid vacation and holiday pro- 
visions, 12 

Onions, C@. A., sediment transport in streams 
Umpqua River basin Oreg., 12787 

Ontario County, N.Y., Canandaigua Outlet, 
oan keep damages low by building high, 

Ontogeny, Spinacopia, new genus of Myodo- 
ecopid Ostracod (Sarsiellidae), 13421 

Operation Golden Eagle, golden eagle pro- 
gram, restore to Land and water conserva- 
tion fund act, hearings, 12303 

Operation new home, 118 

Optical instruments and apparatus, micro- 
wave modulated, dual optical wavelength 
eodetic distance-measuring instrument, 
evelopment, 12572 

Optical measurements, investigation of tur- 
a by optical methods USSR study, 


Optical systems, using tical correlation 
technique for detecting impending fatigue 
failure, feasibility, 11957 

Optimal processes, see Mathematics. 

Optimization, test plan for Explorer-size 
spacecraft, 13090 

Oral cancer, see Cancer. 

Oral diseases, see Mouth. 

Oral health, see Mouth. 

Orange, Thomas W., semiempirical fracture 
analysis for small surface cracks, 13118 

Orange, Tex. : 
flood plain information, 12476 
floods, how to avoid damage, 12505 

Orange County, Calif., Laguna Canyon flood 

hazard, problem, solution, etc., 12448 

Orbits, class of optimum orbit modifications, 

analytical solutions, 1 

Orders, see names of departments, etc., is- 

suing orders. 

Oregon : 

Agricultural Stabilization and Conserva- 
tion Service annual report, 11841 

coastal tributaries, Pacific Coast basin, 
river mile index, 18308 

Federal careers in Northwest, 12042—43 

Oregon Trail, Lander Cut-Off, 1857, general 

information, guide, 12986 

Organic matter, organic extracts from 

‘one cores off northeastern Florida, 

Organisms, adaptation to hypoxis and resist- 

ance of organism, problems of space bi- 

ology, 13148 

Organizations, contributions to which are de- 

ductible for income tax purposes, list, 

12830 

Orrick, William H., jr., shut it down! college 

in erisis, San neisco State College, 

13327 

Orth, R. C., interaction and penetration of 

gaseous jets in supersonic flow, 138047 

Orseg,, Pebert B., climates of states, Texas, 


Osborn, Dale J., habitats, flora, mammals, 
and wasps of Gebel ‘Uweinat, Libyan 





on nonisothermal inclined plate, 13093 
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Desert, 13423 








Olson, Boyd B., remote sensing in oceanog- 


Olson, Kenneth C., uses of input-output anal- 
ysis in State policy planning for economic 
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Oscillations : 
analysis, in pulse- modulate’ oem at- 
titude control systems, 1304 
dynamic response of liquid Set atomiza- 
++ = eg acoustic oscillations, analysis, 


Onetipatore, Gunn effect and its applications, 
USSR study, 12922 
Osmosis, reverse, operation of 50,000 gpd 
portable pilot plant, 12825 
Ostracoda, see Crustaceans. 
Our crowded airways, cause & cure, 12597 
Our Nation and the sea, 1223 
Outdoor Recreation Bureau, appropriations, 
report, 12171 
Outdoor recreation, see Recreation. 
Outer space : 
aerospace related technology for industry, 
een proceedin 062 
o—“In. the beginning . . .”, color 
Mate, 

aviation Ba space activities, provide Fed- 
eral jurisiction and body of uniform 
Federal law for aircraft crash litigation, 
hearings, 12306 

launch vehicles for peaceful exploration of 
space, 18055 

men of Apollo crews 7 through 11, color 
prints, 13057 

upper atmosphere and space, USSR re- 
search, 12937 

USSR space research program, biomedical 
research, 12939 

Overseas business reports, 12068—70 

Overseas Private Investment Corporation, 
create, hearings, 12218 

Overtime, see Hours of labor. 

Owens, J. C., development of microwave 
modulated, dual optical wavelength geo- 
tote distance measuring instrument, 
1: 

Ougiee Bay, marine biofouling studies in 

Montego and Oyster Bays, Jamaica, ocean- 
= crue t summary, 132538 

Oxidases, monoamine oxidase and diamine 
oxidase inhibitors on norepinephrine and 
histamine in rat heart, effect, 11903 

Oxidation : 
microbiological, of petroleum hydrocar- 

bons, chemism and physicochemical 
properties of process, USSR study, 


12876 

thermal oxidatively stable Pyrrone lami- 
nates experimental feasibility study for 
preparation, 13052 

ol e oxidation of hydrocarbons, 
3 


Oxides, see oxides by name, e.g. Nitrogen 
oxides. 
Oxygen: 
concentration, effect on 
advanced ester lubricant a bearing tests 
at 400° and 450° F, 13082 
latinum-catalized combustion and ion- 
zation, 13284 
P 


P-series Navy Lightered (N.L.) equipment, 
pontoon fro be — 13209 
PA's series, 11876—8 
Pablo National Wildlife Refuge, general in- 
formation, 13459 
Pacific, Mo., floods, how to avoid damage, 
12506 


Pacific area, East Asian and Pacific series, 
13472 


Pacific Coast : 
basin, river mile index, coastal tribu- 


BS 
Oregon, 13308 
Washington State. 13309 
Pacific Crest National Scenic Trail, general 
information, 12690 
Pacific Islands lights and fog signals, list, 
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Pacific Northwest, see Northwest (U.S.). 
Pacific Ocean, north eastern, sound velocity 
cross sections of world’s oceans, 13236 
Pacification in Vietnam, 13472 
Packaging, materials. Federal test method 
standard, 12651 
Packers, see Packing industry. 
Packers and Stockyards Administration, ap- 
propriations, report. 12254 
Packing, materials, Federal test method 
standard, 12651 
Packing industry, packers and st ards 
act as it applies to auction markets, 11878 
Padre Islan¢ ational] Seashore : 
a eT of funds, authorize— 
aw, 
rt, om 
Page, James F., i of Puerto Limon, 
osta Rica, et -- arbor survey assis- 
tance program, 13256 
Pails, steel shipping, current industrial re- 
ports, 12006 
Painter, John H., analytic function models 
of noise and modulat on, 13140 
Pakistan 
Kast, potato industry, improving seed po- 
tato multiplication and storage, 12842 
qeant unclassified references, 11907 
es —-—— 
feareny | management, 12859 
Indus Plain, tube wells, evaluation and 
control of 
12768 
Pa Mong project, lower Mekong River basin, 
drainage investigations and requirements, 
report, 13397 
Pamphlets, see names of departments, etc., 
issuing pamphlets. 
ty gazeteer, official standard names, 


corrosion encrustation, 


Panama Canal, appropriations, hearings, 
12204 


Panama Canal Zone, see Canal Zone. 

Panel on Science and Technology, 10th meet- 
ing, proceedings, 12148 

Papago Indian Reservation, premise and 

home environmental health survey, 13361 

Parachutes, on 8, Federal aviation regula- 
tions, 1258 

re Tom L., mammals of Maryland, 


Parameters, Parewetie angles of trajectory- 
determined field line intersects  peenens 
location of artificial auroras, 

hae and diseases of warm- Jeane fishes, 


Park County, Colo. 

geology and beryllium deposits of Lake 
George (or Badger Flats) beryllium 
area, 12781 

ar | and ore deposits of southern Tar- 

e region, Park and sone Coun- 

ties, Colo. (series), 12781 

Parka project, see Project Parka (Pacific 
Acoustic Research Kaneohe-Alaska). 

Parker, Donald H., design and production of 
H.0./B.C. chart, 13284 

Parker, Richard J, effect of oxygen concen- 
tration on advanced ester og in 
bearing tests at 400° and 450° F, 13082 

Parks, yours to preserve, gy guide- 
lines for park conservation, 132! 

Patent Office : 
classification definition series, 18311-3138 
in age of information (address), 12071 
trademarks, index, 13315 

Patent Office Building. Old, see Old Patent 
Office Building 

Patents: 
classification manual, replacement pages, 

13316 


index, list of patentees, 13314 

laws and legislation (address), 13317 
Patients, nursing care of patients with 
cystinosis, nursing clinical conference, 





change, 13264 
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Patric, James H, potential evapotranspira- 
tion and climate in Alaska by Thorn- 
thwaite’s classification, 12712 

Patterson, R. L. jr., adsorption of carbon-14- 
labeled stearic acid on soda-lime glass, 
18301 

Patty, Gordon BE, US honey in west Euro- 
pean market, 12670 

Pay, see Pay, allowances, etc.—Salaries. 

Pay, allowances, etc. : 
incentive pay in manufacturing industries, 

report, 12977 
modernizing military pay, quadrennial re- 
view of military compensation, report, 
military estate program, 12374 
appendices, 12375 
sick pay, adjustments to income, 12828 
veterans, educational assistance allow- 
ances, increase rates, report, 12170 

Pay rolls, employee compensation and pa - 
roll hours, cotton and synthetic textiles, 
12963 

Payrolls, see Pay rolls. 

Peace, food for peace, annual report on Pub- 
lic law 480, 12136 

Peace Corps : 
act, amend, hearing. 12219 
biographic register, 13470 

Peifer, William H., operation new home, 
brief history of establishment of rma- 
nent location for Air Force Office of Aero- 
space Research, 11898 

Pellini, W. S., integration of metallurgical 
and fracture mechanics concepts of transi- 
tion temperature factors relating to frac- 
ture-safe design for structural steels, 
13300 


Penaeid shrimps, see Shrimps. 
Pennsylvania : 
Agricultural Stabilization and Conserva- 
tion Service, annual report, 11842 
employment statistics, 1958-66, compila- 
tion, 12979 
Pennsylvania Avenue. President’s Tempo- 
rary Commission on. see President’s Tem- 
porary Commission on Pennsylvania Ave- 
nue. 
Pense, R. A, mineral industry of North 
Korea, 13017 
Pensions : 
District of Columbia police and firemen— 
equalize retirement benefits for totally 
disabled, report. 12174 
retired members, eligibility of widows 
to survivor benefits, provide, report, 


12173 
veterans, disability ratings in effect 20 
or more years, protection law, 12117 
see also Civil service pensions. 
Penwick, W. B., crushed limestone, data re- 
port, 12558 
Perception, sound perception in the honey- 
See, ouuernmanenl proof, USSR study, 


Performance (psychology) : 
human performance in space environ- 
ments, predicting. 13041 
Performance tests (human) : 
estimates of OER distribution by Air 
Force officers, 11890 
interpretation and utilization of scores on 
Air Force officer qualifying test, 11891 
Periodicals, Government, price list, 18332 
Permafrost, Alaska, permafrost and related 
engineering problems. 12786 
Personnel management. see Admiuistrative 
management. 
Peru: 
agricultural situation, look ahead, 12415 
internal affairs, records of Department of 
State, pamphlet to accompany micro- 
copy, 13155 
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Pesticides, residues in foods, analytical man- 
ual, 12667 
Pests, intercepted plant pests, list, 11794 
Peters, Althea H., characteristics and trends 
of clients rehabilitated, 1964-68 statistics, 
Federal State program of vocational re- 
habilitation, 13405 
Peters Creek, flood plain information, 12471 
Petkof, Benjamin : 
calcium and calcium compounds, 13009 
sodium and sodium compounds, 13029 
Petroleum : 
Alaska’s economy in case of national eco- 
nomic pause, fiscal strength through oil 
and gas receipts, 12611 
control of discharges in navigable 
waters— 
hearings, 12319 
report, 12281 
hydrocarbons, chemism and physicochemi- 
cal properties of processes of microbio- 
logical oxidation, USSR study, 12876 
oil and gas deposits, prospects of using 
nuclear explosions in developing, 12915 
oil and gas industry. economic factors af- 
fecting level of domestic petroleum re- 
serves tax reform studies and proposals, 
on sping inte Barbar *t 
spillage, San arba alif., hear- 
ings, 13305 = +9 
petroleum plants, investment and operat- 
ing costs, bibliography, 13011 
products survey (series), 13021 
Petroleum gases, see Gas. 
Pharmacy, manpower, United States, 13381 
— age ade) a. chemistry of 
eation, Projec water conferenc 
proceedings, 13401 . . 
Philippines, mineral industry, minerals year- 
book chapter, 13018 
Phillips, Edward P. effect of outdoor ex- 
posers at elevated temperature on fatigue 
ife of Ti-8A1-1Mo-IV titanium alloy and 
AM 350 stainless steel sheet 13133 
Phoenix, Ariz. : 
area wage survey, 12966 
community action program, effectiveness 
and administration GAO report, 12738 
Phonographs, and record player attachments, 
current industrial reports, 12002 
Phosphates, coatings and inhibitors, preven- 
tive compounds, military standard 12368 
Photochemistry tobacco, sensitive monitor 
for photochemical air pollution, 13354 
— underwater, applications, 


Photographs Division of Agriculture and 
Forest Products, annotated list, 13414 
Photography, three different techniques of 

color separation applied to charting and 
printing 13243 
Physical examinations health examination 
survey, factors related to response, 13379 
Physical sciences, see Science. 
Physicians : 
and Project Head Start, 12403 
emergency handling of radiation accident 
cases, 11969 
expenditures for services, by region and 
state per capita, 13437 
role in our changing environment, 13371A 
training, USSR study, 12903 
Physics : 
and chemistry of nucleation Project Sky- 
water conference proceedings, 13401 
of moon and planets, 13142 
physicochemical properties of processes of 
microbiological oxidation of petroleum 
hydrocarbons, USSR study, 12876 
ee ae studies of evaporation, 
1966-67, at Lake Hefner, 12571 
Physiology physiologic mechanisms produc- 
ing disorientation, 11901 
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PI series, 13320 
Picketing 
District of Columbia, oo within 500 
feet of any church, re 72 
situs picketing, hearings, 1 215° 
Picnics, camping and picnicking in Eldorado 
National Forest, 12673 
Pictures, = picture sets, 13056—57 
Pigeon Cree! 
ood 7 information, 12472 
floods in Bentleyville, Fallowfield town- 
ship and Somerset township, Pa., how 
to avoid damage 12485 
Pigeons, wild, and white-winged doves, 
unting, possession, transportation, im- 
portation, Federal regulations governing, 
13461 
Pilots plants, reverse osmosis, operation of 
50,000 gpd portable, 12825 
roe pilotage, Great Lakes regulations, 


see also Aviators. 
Pine: 
ponderosa— 
crop-tree thinning in Pacific Northwest, 


27 
Elytroderma disease, in Pacific North- 
west, 12711 

Pioneer, see Satellites. 

Pipe and pipe fittings, Mach 2.5 axisymmetric 
nlet with engine or cold pipe and utilizing 
60 percent supersonic internal area con- 
traction, dynamic response, 13116 

Pipe lines: 
natural gas— 

pipeline safety act of 1968, administra- 
tion, annual report of Secretary of 
Transportation, 13505 

pipeline systems, economical offshore 
systems design study, 43 

supplies of interstate companies, 12618 

Pipelines, see Pipe lines. 

Piroplasmosis, equine, report, 11796 

Pitts, Mary Louise, art of war, 11913 

Piven, Herman, crisis of qualified manpower 
for criminal justice, analytic assessment 
with guidelines for new policy, correc- 
tional institutions, 13432 

Planets : 
interplanetary probe missions with solar- 

electric propulsion systems, 13097 
physics of moon and planets, 13142 
planetary flight handbook, 13058 
Planning (economic), see Economic develop- 
ment. 
Planning (programming), see Programming 
(planning). 
Plant pests, see Pests. 
Plant science, see Botany. 
Planting, obtaining uniform planting depths 
in soils containing cotton plant residue, 
probabilities, 11796 
Plants : 
ecology and esthetics, highway research 
and development news, 1338 

Gebel 'Uweinat, Libyan Desert, habitats, 
flora, mammals, and wasps, 13423 

inventory, materials received by New 
Crops Research Branch, 11798 

needs of plant resource science outlined, 
USSR study, 12917 

quarantine import requirements— 
British Solomon Islands, 11799 
South Africa, 11800 

woody ornamental, marketing practices 
and trends of nurseries in Louisiana, 
12412 

see also names of plants. 

Plants (industrial) : 
safeguarding classified information, se- 

curity manual, 12361 
see also types of industrial plants. 
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lasm 
artificial ionospheric pigeme cloud evolu- 
eee as studied by HF and VHF radar, 


generation Using 5 large V-groove cathode 
discharge, 1 
microwave radiometric techniques for re- 
eed “om measurements, laboratory 
stu 
PLASTEG reports, 12376 
Plastic strain, see Strains and stresses, 
Plastic stress, see Strains ay stresses. 
Plastics, PLASTEC reports, 12376 
Plastics Technical Evaluation Center, PLAS- 
TEC reports, 12376 


Plates : 


sandwich, maximum load prediction, 11951 

three-phase heat transfer, transient con- 
densing with freezing on nonisothermal 
inclined plate, 13093 


Platinum : 
metals, economic logy, 12785 
platinum-catalyz combustion and ioni- 


sation. effect of oxygen concentration, 


18284 

Platt, John D. R., United States independ- 
ent treasury system, 13199 

Play. planning safe snow play sites, 12692 

Plebuc Raymond O., water resources of 
Clark, Cleveland, and Dallas Counties, 

Ark., 12798 

Plotters, hydrographic survey data reduc- 
tion by automatic plotter, 13216 

Plowshare program (civil industrial and 
scientific uses for nuclear explosives) 
Project Pre-Gondola I, geologic investi- 
as and engineering properties of cra- 
ters, 11960 

Plugs, Federal item identification guide, 
12359 


Podesta, Robert A. : 
addresses, etc.— 
July 16, 1969, 12065 
July 30, 1969, 12387 
Ang. 10, 1969, 12395 
Podiatry, see Chiropody 
Point Reyes National Seashore, land acqui- 
sition, appropriation of additional funds, 
authorize, hearing, 12229 
Poland, economy basic data, 12070 
Police: 
appointments to U.S. Park Police, mini- 
mum and maximum age limits, estab- 
lish, report, 12263 
black militants and police, shoot-out in 
Cleveland, 13326 
District of Columbia— 
Metropolitan Police Department Band, 
include members of Fire Department, 


etc., 12178 
retirement benefits, cqpetins for totally 
isabled, rt, 


survivor benefits for widows of retired 
members, report, 12173 
National Zoological Park, revise pay 
structure, law, 12119 

Policemen, see Police. 

Political campaigns, see Blections. 

Politics, politics of protest, violent aspects 
of protest end confrontation, 13324 

Polk, James K., papers, index, 12990 

Polk County, Oreg. 
flood plain information, 12483 
floods, how to avoid damage, 12502 

Pollen, contamination, costing, Douglas-fir 
seed orchard to avoid, 12705 

Pollio, Joseph, applications of underwater 
photogrammetry, 13240 

Pollution of air, see Air pollution. 

Pollution of water, see Water pollution. 

Polyamides, see Amides. 

Polychaeta, revision of 6 species of flavus- 
bidentatus group of Eunice (Eunicidae: 
Polychaeta), 13420 
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Polyethylene glycol, dip treatment of green 
oak lumber not effective in preventing 
surface checking, 12698 

Polymers and polymerization, conducting 
polymer materials, USSR study, 12921 
see also Inorganic polymers. 

Polyurethanes, see Urethanes. 

Pondfish : 
dealers, lists— 

Tennessee, 13449 
Virginia, 13450 

Pontoons, Navy Lightered (N.L.) equipment, 
P-series, pontoon gear handbook, 13209 

Poor: 
nutrition and human needs— 

national survey, hearings, 12316 
Nixon administration program recom- 
mendations, hearings, 12316__ 

Popkin, Joel, price changes in first quarter 
of 1969 in perspective, 12975 

Population : 


counties and metropolitan areas, esti- 
mates, 1201 
current population reports— 
population characteristics, series, 
12010-13 


‘ population estimates, series, 12014—-15 
arm— 
1967 estimates, 12413 
1968, United States, 12009 
series Census ERS, 12009 
increasing rate of growth, message from 
the President, 12151 
morbidity, statistical treatment, USSR 
study, 12884 
New Florencia, case study for 1970 cen- 
suses of population and housing, admin- 
istrative requirements and mapping, 
administrative control system, 12018 
United States— 
estimates, 12014 
mobility, 12013 
Population Growth and the American Future 
Commission, establish, message from the 
president, 12151 
Pornography, see Obscene matter. 
Portraits, see names, ete. of subjects sitting 
for portraits. 
Ports, civil defense, port preparedness, film, 
12034 
see also names of ports or places where 
located. 
Portuguese East Africa: 
economic trends and their implications for 
United States, 12852 
Mozambique’s agricultural economy in 
brief, 12414 
Positive plate of lead-acid cell, critical re- 
view of recent literature, 13287 
Post Oak Creek : 
and tributaries— 
flood plain information, 12473 
floods in Sherman, Tex., how to avoid 
damage, 12515 
Post Office and Civil Service Committee, 
House, hearings, 12239-243 
Post Office and Civil Services Committee, 
Senate, hearings, 12317-—318 
Post Office Department : 
efforts to collect international postel 
debts and to pay postal amounts owed 
in excess foreign currencies, GAO re- 


port, 12741 
facilities handbook series, 13318 
postal labor relations and employee morale, 
hearings, 12239 
public information service PI series, 18320 
Post offices, self-service postal units, for 
those who like to play Post Office, 13320 
Postal employees, see Postal service. 
Postal service : 
efforts to collect international postal debts 
and to pay postal amounts owed in 
excess foreign currencies, Post Office 
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Dept., State Dept., GAO report, 12741 
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Postal service—Continued 
postal labor relations and employee morale, 
hearings, 12239 
used for unsolicited advertisement of hard- 
core em or obscene material, 
hearings, 1222 
Posters, DoD-P series, 11927 
Potash, minerals yearbook chapter, 13022 
Potatoes : 
acreage, yield, etc., by States and seasonal 
groups, 18495 
East Pakistan, industry, improving seed 
potato, multiplication and storage, 
1284 
Maine, 1968 potato acreage, yield, size 
and grade survey, 18494 
potato waste treatment, proceedings of 
symposium, 12660 
Potomac National River, master plan, 13193 
Poverty : 
business and OBO, partnership against 
poverty, 12402 
continuity and change in antipoverty pro- 
ams, report of National Advisory 
council on Economic Opportunity, 


12146 
Powell, J. Anthony, growth of 2H silicon 
carbide crystals, 13105 
Power, Joseph K., investigation of sonic 
boom simulator, techniques and measure- 
ment devices, 12595 
Power, Idaho-Utah power interruption Dec. 
22, 1967, report, 12619 
see also Moctsietty. 
Power O. and M. bulletin series, 18398-13400 
Power plants: 
Grand Coulee Dam, third powerplant, 
general information, 13404 
power features, Eklutna Project, Alaska, 
field review of maintenance, 13400 
Powerplants, see Power plants. 
Powers, John O, : 
effects of aircraft operation on sonic 
booms, 
sonic boom theory, 12598 
survey of sonic boom experiments, 12600 
Powers, Robert S., radio-frequency meaeure- 
ments in NBS Institute for Basic Stand- 
ards, 13159 
Practitioners, working with older people, 
practice guide, 13383 
ee _ Ohio, soil survey report, 
1 


Precipitation, hardening of steels and super- 
alloys, effect of utrasonic vibration, 13071 
Prediction (psychology) : 
comparing pay ~ on of job performance 
ratings, from trait ratings for aircraft 
mechanics and administrative airmen, 
11888 
predicting human performance in space 
environments, 13041 
Prefabricated buildings, see Buildings. 
Pregnancy, your smoking affects two lives, 
ask your doctor, 13384 
Pre-Gondola Project, see Project Pre-Gon- 
dola (field cratering experiment). 
Prejudices, we hold these truths, bibliog- 
raphy, 123515 
Premise and home environmental health sur- 
vey, Papago Indian Reservation, 13361 
Preschool children, see Children. 
Preservation of incentive system (address), 
13317 
Preservatives, see Wood preservatives. 
President of United States: 
code of Federal regulations, 12629 
counter-inaugural protest activities in 
Washington, D.C., response to, 13325 
papers, index series, 12990 
papers, Polk, James K., 12990 
portrait of Richard M. Nixon, 11927 
prepeans to combat hunger and malnutri- 
tion, hearings, 12316 
vetoes, 1789-1968, list, 12245 
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President’s Committee on Consumer Inter- 
ests, appropriations, report, 12197 
President's Temporary Commission on Penn- 
sylvania Avenue, report, 13823 
Pressure : 
analysis of molecular beam system utiliz- 
ing known pressure, source, 13102 
distributions and shock shapes for large- 
angle pointed cones in helium at Mach 
number of 8 and 20, 18120 
Pressure vessels : 
controlled destructive testing, 13286 
graphite filament-wound, at ambient and 
q7eqente temperatures, tensile and cy- 
clic fatigue properties, 13129 
Price lists, see Government publications. 
Prices, changes in first quarter of 1969 in 
perspective, 12975 
see also names of commodities, etc. 
Prime Project, see Resource management 


system. 

Printing, three different techniques of color 
separation applied to charting and print- 
ing, 13243 

Printing machinery, 1964-1968 trends, 11977 

Privacy, credit bureaus and reporting, safe- 
guards to protect citizens from improper 
disclosure of personal data, establish, 
hearings, 12307 

Private laws, see Law. 

Private Resources Office, 1968 operations, 
working with private enterprise, 12863 

Probabilities (mathematics) : 

a s branching systems, USSR study, 


Probes : 
interplanetary missions with solar-electric 
propulsion systems, 13097 
spore content of air, determination with 
stationary probes, USSR study, 12890 
Procedures, see Administrative management. 
Processing of food, see names of f 
processed. 

Proctor Creek, floods in metropolitan At- 
ianta, Ga., how to avoid damage, 1 5 
Procurement, see Armed Forces—Govern- 

ment supplies—also names of commodities 
procured—also names of departments, 
etc., engaged in procurement. 
Product Safety Commission, see National 
Commission on Product Safety. 
Production, science in industry and produc- 
tion, USSR study, 12885 
> - —_ L or ~~ of ny 
rofession. papers, eological urvey, 
12779-786 » ° 
Professions, allied health ay - per- 
sonnel training act of 1 , amended, re- 
port, 13167 
Prognostication, problems of general and 
social prognosis, USSR study, 12941 
Program aid series, 11876—884 
Programmed instruction, instructional sys- 
tems and technology, introduction to field 
and use in Federal training, 12056 
Programming (computers), see BHlectronic 
computers. 
Programming (planning) : 
planning-programming-budgeting system— 
analysis and evaluation of public ex- 
penditures, print additional copies, re- 
port, 12279 


survey of progress in implementing in 
executive agencies, GAO report, 12751 
Project Apollo (man-in-space programs) : 
pollo——“In the beginning . . .”, color 
prints, 13056 


pollo 8, solar X-ray emission during 
flight, 13304 
Apollo spacecraft, chronology through 
Nov. 7, 13060 


log of Apollo 11, 13053 

manned space flight, NASA facts, 13054 

men of Apollo crews 7 through 11, color 
prints, 13057 
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Project FLOOD (fleet observation of oceano- 
graphic data) : 
report on data collected by Mine division 
43, central Mediterranean Sea, 18285 
Project Head Start: 
community action program, child develop- 
ment centers, good nutrition, 12405 
dentist and Project Head Start, 12398 
physician and Project Head Start, 12403 
series, 12405 
Project Parka (Pacific Acoustic Research 
eohe-Alaska) : 
Sea Spider site survey in support, 138252 
Project a (field cratering experi- 
ment) : 
geologic investigations and engineering 
properties of craters, 11960 
Project Prime, see Resource management 
system. 
Project Skywater (atmospheric water re- 
source program) : 
a bm and chemistry of nucleation, con- 
erence proceedings, 1 
Project Stormfury, annual report, 13307 
Promotions : 
evaluation of employees for promotion 
and internal placement, 1 
Federal merit promotion policy, 12045 
Propagation : 
governing equations for wave propagation 
in — isotropic continuous 
fluid, 12588 
ionosphere, delay measurement techniques 
using dual Piste coherent oon fre- 
quencies and thin shell model, 13288 
Loran-C, D phase correction over irregular 
inhomogeneous terrain, simplified com- 
uter methods, 12570 
radio waves, measurements over irregular 
terrain in 76- to 9200-MHz range anal- 
sis, 1256 
VHF curves, development for Maritime 
Mobile Radio Service, 12604 
Property : 
all residential properties, construction re- 
ports, residential alterations and re- 
pairs, 11997 
assessment ratio studies, 12019 
sales and other dispositions of depreci- 
able property, tax information, 12838 
sce also Real estate. 
Prophylaxis pastes, see Dentifrices. 
Proposal to link reserve creation and de- 
velopment assistance, 12131 
Propulsion, solar-electric systems, use in 
interplanetary probe missions, 13097 
Providence, R.I., Metropolitan Interstate Air 
Quality Control Region, report for con- 
sultation, 13370 
Pryor Mountains, area, Crow Indian Reser- 
vation, Mont., soil & range resources 
inventory, 12851 
Przybyszewski, John S., friction and con- 
tact resistance during sliding in vacuum 
of some low-resistivity metals lubricated 
ae molybdenum disulfide films, 


Psychiatric nurses, see Nurses and nursing. 
Psychiatry, psychiatric-mental health nurs- 
a offering stipends, list, 


Psychological technicians, and aids, profes- 
sional cqpectaattioe in Veterans Adminis- 
tration, 13516 

Psychologists, clinical or counseling, be 
sional cqpectaattios in Veterans nis- 
tration, 13516 

Psychology, psychol 
policy, hearings, 1 

Pteromalidae, species of Spalangia Latreille 
in U.S. National Museum collection 
(Hymenoptera: Pteromalidae), 13416 

ro : administration bulletin, Vietnam, 


ogical aspects of foreign 
98 
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Public assistance : 
medical assistance financed under public 
cemeeenes titles of Social security act, 
1 

public assistance reports, 13434 
repatriates, temporary assistance, 11958 
State, characteristics of plans under 
Social security act, general provisions, 
seers. assistance, administration, 


Public Documents Division, price lists, 13332 
Public funds, expenditures, eotmating bene- 
fits, guidelines, hearings, 12130 
Public Health Service : 
allied health — personnel train- 
ing act of 1966, amended, report, 13167 
Indian health program— 
progress, etc., 13349 
a ort to the first Americans, 18377 
Public housing, see Housing. 
Public information : 
Post Office Department PI series, 18320 
utility companies, subject to utility con- 
sumers counsel act of 1969, hea 


12301 
— - copies, report, 12275 
Public Land Law Review Commission, ap- 
ropriations, report, 12171 
Publie lands: 
Alaska, general information, 12987 
Natrona Unit, Wyo., guide, 12983 
Public law 480, see Agricultural trade devel- 
coment and aqpetance act of 1954. 
Public laws, see 
Publie roads, see Roads and highways. 
Public utilities 
weil consumers’ nee act of 1969, 


print ot additional copies, report, 12275 
Public works: 
appropriations, for water and power re- 
sources development, hearings, 12204 
BDA grants and loans for public works 
and development — 12390 
ppiannins. advances, 12813 
Public Works Committee, Senate: 
ae 12319-323 
rts, 12259, 12273-274, 12281 
Publ cations, see names of departments, ete., 
issuing publications—also subjects. 
Pueblo, Colo., Fountain Creek floods, how to 
avoid damage, 12507 
Pueblo (U.S.S.) : 
incident, inquiry— 
poet 12205 
special subcommittee report, 12207 
Puerto Ricans, labor force experience of the 
worker, 12980 
Puerto Rico: 
minimum wage rates— 
agriculture, 13518 
children’s dress and related products 
industry, 13519 
fabric and leather feare industry, 18520 
hosiery industry, 
hospital and re ated institutions indus- 
try, 13522 
hotel and motel industry, 13253 
local transit industry, 13525 
1966 coverage pan aw in wage 
order industries established before 
1966, data pertinent to review, 18526 
restanepat and food service industry, 


rubber products industry, 13528 
abo and related products industry, 


textile and textile sre 13530 
tobacco industry, 1 
nautical chart catalog, 12 
water resources development by Army 
Corps of Engineers, 1 
Puget Sound, Air Quality Control Region, 
report for ‘consultation, 13371 
Pulmonary 


functions, ece Respiratory 


InpEx 


Pulses 
cireumferential waves on aluminum cylin- 
ders in water, experimental examina- 
tion, 13281 
CO, technique for determining residual 
gas life of charcoal beds, bench-scale 
studies, 13282 
Pumps: 
cavitation performance for various liquids, 
liquid temperatures, and rotational 
speeds, method for predictio 13096 
rotary kinetic fluid, classification defini- 
tions, 13312 
two-phase hydrogen flow in pump inlet 
line, investigation, 13079 
Pupukea, Hawaii, floods, cause, possible 
solutions, ete., 12508 
Purchasin 
fish an ‘shellfish, buying guide, cost per 
portion, 12074 
Transportation Dept., what, where, and 
how it buys, 13510 
Purple Creek, Jackson, Miss., vicinity, floods, 
how to avoid damage, 12536 


Quality assurance, gr! and reliability as- 
surance, handboo 77-378 

Quarantine, see subjects. 

Quebee Province, education, 12428 


Race problems, Federal Aviation Administra- 
tion nondiscrimination in federally assist- 
ed programs, FAA regulations, 12583 

< hones item identification guide, 

5 


Radar: 
artificial ionos owe ; Bean cloud evolu- 
toe as stu F and VHF radar, 


instruction handbook, 12997 
median detector for noncoherent distri- 
butions, 13299 
Radeke, Robert E., soil survey, Washabaugh 
County, 8S. Dak., 13447 
Radiation : 
accident cases, emergency handling of, 
11966—969 
attenuation and backscattering of infrared 
peeves by ice fog and water fog, 
control for health and safety act of 1968, 
administration, hearings, 12233 
District of Columbia radiation protection 
act, hearing, 12212 
electronic products radiation hazards, re- 
view, neaene, 233 
hemodynamic changes in individuals work- 
ing under microwave irradiation, USSR 
study, 12932 
medical and dental radiation protection, 
regulations, standards, and guides, an- 
notated bibliography, 13344 
microwave— 
attenuation for paths through atmos- 
phere, 13279 
transfer in atmosphere, transactions ¢ 
Main Croohyaens Observatory Im. 
I. Voyeykov, 13150 
mo of rodents under hypobaric- 
¢ conditions, 11902 
NERVA control drum Seeee irradia- 
tion pect proazam., 1312 
thermal and radiation Shielding of reactor 
vessel, USSR study, 12952 
see also Infrared rays. 
Radiation chemistry, see Radiochemistry. 
Radiation emission, electronic products ra- 
diation hazards, review, hearings, 12233 





system. 
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Radiation exposure, see Radiation. 
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Radio brondenating, survey of political 
broadcasting, 1966, primary and general 
election a ap 12605 

see also, Radio transmissions. 
Radio facility charts, see Maps and charts. 
Radio frequencies : 
measurements in NBS Institute for Basic 
Standards, 13159 
transmission loss atlas for select aeronau- 
tical service bands from 0.125 to 15.5 
GHz, 12567 

Radio operators, amateur alien, agreement 

authorizing operation in U.S. and Sweden, 


13483 

Radio-physical studies of evaporation, 1966-— 
67, at Lake Hefner, 12571 

Radio propagation, see Radio waves. 

Radio ranges, maintenance of L/MF range 

oe. change. 12594 

Radio receivers, see Receivers (radio). 

Radio spectrum, see Radio frequencies. 

Radio stations, amateur alien, agreement 
authorizing operation in U.S. and Sweden, 

Radio transmissions, non-compulsory radio 
fixes, 11922-923 

Radio waves: 

Loran-C, D phase corrections over irreg- 
ular inhomogeneous terrain, simplified 
computer methods, 12570 

propagation, measurements over irregu- 
lar terrain in 76- to 9200-MHz range, 
analysis, 12569 

Radioactive waste disposal : 

handling of radioactive wastes at Soviet 
atomic power stations, USSR study, 
12895 

no longer hazardous, USSR study, 12899 

Radiochemistry : 

adsorption of carbon-14-labeled stearic 
acid on soda-lime glass, 13301 

history of Soviet radiochemistry, USSR 
study, 12889 

Radiography, radiographic panoramic sur- 

vey, teeth of basic airmen, 11905 

Radiological health, see Health. 
Radiometry, microwave radiometric tech- 
niques for reentry plasma measurements, 

laboratory study, 13087 

Radios, see Receivers (radio). 
Radium, leak test, collection of articles, 


13353 

Raffo, Peter L., dynamic strain aging in 
carbide strengthened molybdenum alloys, 
13130 

Railroad accidents : 
investigation reports, 12626 
rail-highway grade-crossing accidents, 

13391-392 
Railroad automobile rack cars, see Railroad 


cars, 
Railroad cars, railroad automobile rack car 
aerodynamic drag, economics, 12625 
Railroad crossings : 
accidents, 13391-—392 
highway-rai'way grade crossing safety 
program, 135 
Railroad employees : 
hours of service act of 1907, amend to 
reduce 16-hour maximum limitation for 
certain employees, hearings, 12232 
occupational differences in separation 
rates, 18389 
retirement act of 1937, etc., amend to 
continue — annuities, etc., 
hearing, 12231 
service and taxable compensation, 1967, 
statistical tables, 13390 
Railroad retirement act, see Railroad em- 
loyees. 
Railroad Retirement Board, RRB actuarial 
studies, 13389 
Railroads: 
earload cost scales by territories, 12871 
freight service costs, formula for use in 
determining, errata, 12870 
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Railroads—Continued 
| bridge, fact or fiction? (remarks), 


see also Railroad emloyees. 

Rails (birds) : 
hunting, possession, transportation, im- 

portation, 1969-70, Federal regulations 
governing, 13461 

Railway crossings, see Railroad crossings. 

Raleigh, Stephen M., Jr., marketing woody 
ornamentals, practices and trends of nurs- 

eries, 12412 

Ranches, Crow Indian Reservation, cattle 
ranching operations, 12820 

Range lands: 

Crow Indian Reservation, Mont., soil and 

range resources inventory— 
Garvin Basin, 12822 
Pryor Mountain area, 12821 

Ranges (radio), see Radio ranges. 

Rapid transit, see Local transit. 

Ratings, job performance ratings from trait 
ratings for aircraft mechanics and admin- 
“a airmen, comparing prediction, 

Rats, rat heart, effect of monoamine oxidase 
and diamine oxidase on norepinephrine 
and histamine, 11903 

Reaction wheels, brushless de torquer-driven, 
for spacecraft attitude control, 13083 

Reactors (atomic) : 

CEMA symposium on atomic wer sta- 
tions with fast reactors, USSR study, 
12912-913 

designs of experiments as doubly tele- 
ees sequences of blocks with appli- 
gt 2 to nuclear reactor experiment, 

LMFBR, ag metal fast breeder reactor, 
1000 MWe, follow-on study, task report, 
11962-963 

steam-cooled fast breeder reactors, evalu- 
ation, 11964 

thermal and radiation shielding of reactor 
vessel, USSR study, 12952 

Real estate: 

District of Columb’ unsafe improve- 
ments, limitation of civil actions for 
damages, amend code, 12180 

living units, minimum property standards, 
interim revision, 12615 

see also Farms. 

Real property, see Real estate. 

Receivers (radio) : 
home-type and automobile, current indus- 

trial reports, 12002 

Recipes, vegetables, 11868 

Reclamation, see Reclamation of land. 

Reclamation Bureau 
appropriations, 1970, hearings, 12204 
Battlement Mesa project, interrelationship 

with resources and management of 
Grand Mesa National Forest, water re- 
source development impact survey re- 
port, 12727 

Jensen project, evaluation of impact of 
proposed project, 12656 

purpose, accomplishments, etc., 13402 

Reclamation of land: 
feasibility of proposals, Interior Dept. to 

investigate, report, 12168 

lower Colorado River reclamation, 13396 

Record players, see Phonographs. 

Recording instruments, photorecording, digi- 
tal temperature monitor, 12699 

Records, production in legal proceedings, 
Federal aviation regulations, fo583 
see also names of departments, etc. 

Recovery, see Spacecraft recovery. 

Recreation : 
and wildlife, BLM lands, southeast, Utah, 

12988 


outdoor, water-oriented, econometric model 


for predicting demand, 12409 
see also Boating. 
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Recreational areas and demonstration 
projects : 
Santee ne age | groiect, Santee, Calif., 
final report, 126 
winter areas, om og waste characteristics, 
progress report, 12654 
se¢ also names of areas. 
Red alder, see pte jn te.) : 
Redevelopment city ng, etc. 
urban renewal handbook, 15811 
Redwood National Park, “manek informa- 
tion, pins | 
Reed, John H., address, July 9, 1969, 13204 
Reed, Louis 8., per capita ex nditures for 
hospital care, services of physicians and 
dentists, and private yeas insurance, by 
region and state, 13437 
Reentry vehicles, see Missiles. 
Reflection (light) : 
spectral reflectances and solar absorp- 
tances of 12 metals for temperatures 
ranging from 300 to 500K, 13128 
Reform of Federal Criminal Laws, National 
Commission on, see National Commission 
on Reform of Federal Criminal Laws. 
Reformatories : 
correctional institutions, 13432 
residential center, corrections In commu- 
nity, 13331 
Refrigeration and refrigerating machinery, 
sae shipments, 1958-67, patterns 
industrial growth, 11975 
Refuges, see ildlife refuges—also names 
of refuges. 
Refunds of taxes, see Tax refunds. 
Regional Office for Central America and 
anama, key instrument for U.S. assist- 
ance to Central American regional organi- 
zations, briefing papers, 12220 
we 1 ‘transmission maps, see Maps and 
charts 
Regieers. State Department, biographic, 


Registration, see subjects. 

Regulations, see Code of Federal regula- 
tions—also names of departments, etc., 
issuing regulations—also subjects. 

Regulatory announcements, Sport Fisheries 
and Wildlife Bureau, 13461 

Rehabilitation, new directions in helping peo- 
ple help themselves, 13433 

Rehabilitation of criminals, residential cen- 
ters, corrections in community, 183831 

Rehabilitation of the di 
characteristics and trends ‘of clients re- 

habilitated, 1964-68 statistics, 18405 
veterans, vocational — in- 
crease rates, report, 1217 

Rehabilitation Services Pp, — Sa pro- 
grams, 13406 

Reid, Rosemary D., we hold these truths, 
13515 

Reinhart, Soorep R., pharmacy manpower, 
1986. United tates, 18881 

newest, R. O., climates of States, Arkansas, 
12559 


Rellability Lape poe we 

evaluation of mechanical stability augmen- 
tation system for helicopters, 11956 

quality and reliability assurance hand- 
book, 12377-—378 

Religious services, District of Columbia, pro- 
hibit annoyances, report, 12172 

Remote sensing, oceanography, 13224 

Remote sensors, see Sensors. 

Renegotiation Board, appropriations, 1970, 
hearings, 12285 

Reorganization of Government activities, see 
Government reorganization plans. 

Repair parts, aircraft, certification proce- 
dures for products aoe parts, Federal avia- 
tion regulations, 1258: 

Repair stations, see Aireraft repair stations. 
Repairing, tax information on repairs, re- 
placements, and improvements, 12840 

Repairmen, see Mechanics (persons). 
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Repairs, coo Be Repairing. stots s1088 

Repatria a nee, 11 

Benloaiehetent oh USSR fish stocks by ac- 
Senesaneen, 5 12942 


eports 
monthly, computer-generated summary of 
Pa by fund and phase, 12766 
rting procedures manual for Project 
rime under resource peanqoument sys- 
tems, Army pamphlet, 11938 
see also names of departments, etc., issu- 
Pwr ins} reports—also subjects. 
P 
amphibians and reptiles of Barro Colorado 
sland, Panama, with comments on fau- 
sal og hange and sampling, checklist, 


p.m species, prevent importation 
and interstate shipment of— 
hearings, 12290 
report, 12190 
Research, research and development, activi- 
ties of local governments, 73203 
see also Scientific research—also names 
of departments, etc., doing research— 
2 — a , . a 
esearch an evelopment reports, Atomic 
= Commission, 11959—-964 
Research and statistics notes, 13436-437 
Research notes, Forest Service, 12695— 12707 
Research papers, Forest Service, 12708-715 
Research reports: 
Cold Regions Research and Engineering 
Laboratory, 11929-932 
Federal Credit Unions Bureau, 12608 
Tojury. ° Control Research Laboratory, 
Social Security AGmpatateaticn, 13438 
Reserve components of A Forces 
facilities, construction authorisation, 1970, 
hearings, 12206 
personne strengths for 1970, authorize, re- 
port, 12258 
Reserve Officers Association and civil de- 
fense, 12033 
Reserves Cossountiag) : 
link reserve creation and development as- 
sistance, proposal, 12131 
Reservoirs, see names of reservoirs. 
Residences, see Houses. 
Resident hospital administrators, see Hos- 
pital administrators. 
Residential construction, see Building. 
Resistors, see Electric resistors. 
Resolutions, see Law. 
Resolvers, see Blectric resolvers. 
Resort areas, climatic summaries, 12559—60 
Resource management system, accounting 
and reporting procedures manual for 
ect Prime, Army pamphlet, 
Resource publications (series), 13462-465 
Resources, see Natural resources. 
Respiratory system, rapid compression in 
saturation-excursion dives to 1000 feet, 
effect on pulmonary functions, 13004 
Restaurant Committee, House, establish, re- 
port, 12161 
Restaurants, lunchrooms, etc., Puerto Rico 
industry, minimum wa rates, data per- 
tinent to review, 135 
Retail trade, census of business, area statis- 
ties, 11982—990 
Retires Officers Association and civil defense, 


Retired officers, etc., naval personnel, em- 
ployment activities, 12958 
Retired pay, see Pensions, 
Retirement, self-employed owner managers, 
retirement plans for, 13412 
see also Civil service pensions—Railroad 
employees. 
Reynold numbers, subsonic sphere drag meas- 
urements at intermediate Reynolds num- 
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Rhenium, arc-melted tungsten-rhenium-haf- 
S: malanaa alloys, mechanical properties, 
Rhode Island, Agricultural Stabilization 
ones Conservation Service, annual report, 
a a P., outlays for medical care 
of aged and nonaged persons, fiscal years 
1966-68, 13436 


Rice : 
distribution in U.S. 12411 
rough rice, costs of commercial drying, 

storing, and handling, 12410 

West Africa, study, 11885 

Rietz, Raymond C., “~ treatment in poly- 
ethylene glycol not e as in preventing 
surface checking, 12698 

Right to exist, report on our endangered 
wildlife, 13463 

Rights (civil), see Civil rights. 

Rights in concord, sospen se to counter-in- 
pets _ ‘activities in Washington, 


Rights of persons, social security, rights and 
— based on disability, regulations, 


13441 
see also, Civil rights. 
Rio Grande National Forest, 
mation, 12716 
Riots : 
civil and criminal disorders, investiga- 
tion— 
hearings, 12300 
—, additional reports, 
2276-277 
justice ta time of crisis, administration in 
District of Columbia during and after 
civil disorders of Apr. 1968 and in 
riot-related prosecutions, 13322 
looting and burning, subversive influences, 
peoritsrd print additional copies, re- 


general infor- 


copies, 


Risk, a7 you cade smoke, 5 ways to reduce 
risks, 1 8 

Riverbank To system for riverine 
positioning, 13247 

Riv 


ers: 
river mile index— 
Moses Coulee 


Crab & Foster Creeks, 
Okanogan, San 


il, Colville & Kettle 
Rivers, Columbia River basin, British 
Columbia and Washington, 13310 

Pacific Coast basin, coastal tributaries— 


‘on, 18808 
Washington State, 13309 
riverine eae riverbank echo-rang- 
ing system, 1324 
sand channel stream, ep ceaes 
characteristics of weir, 127 
stream-aquifer systems, analog-digital 
models, 12754 
see aleo names of rivers or places where 
located. 
Roads and highways: 
entrance road, Great Smoky Mountains 
National Park, specify route, etc., 12167 
Federal-aid highways, multiple use and 
joint development, status report, 13388 
highway construction, sediment move- 
ment in area of Scott Run basin, Fair- 
fax County, Va., 12796 
highway-raliway grade crossing safety 


program, 1 

highway research and development news, 
plant ecology and esthetics, progress 
and implementation, 13386 

highway safety act of 1966, administra- 
tion, annual reports, 1213 37-1388 


improvement of oe a tage wr 
an a proceed 
seminar, 18887 

national traffic and motor vehicle safety 
act of 1966, administration, annual re- 
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Roads and bighwaye—Continued 
outdoor a mg, an amend U.S. 
Code, hearings, 332 
report on ,~ Bin, ‘a airport ground 
oe agg 2 mens 12627 
Roanoke, V. 
flood plain ‘information, 12471, 12474 
floods, how to avoid damage, 9 
Roanoke River and Valley flood plain infor- 
mation, 12474 
Robb, Roger, nomination, neosing, 12309 
Robbery, see Crime and criminals. 
Robertson, J. L., remarks, July 25, 1969, 


12638 

Robinson, David J.. NERVA control drum 
actuator irradiation test program, 13122 

ROCAP, see Regional Office for Central 
America and Panama, 

Rochester, —— floods, how to avoid 


Rock River : 
flood plain information, 12475 
flooding, Beloit, Wis., how to avoid dam- 
age, 12549 
Rocky Mount, N.C., floods, how to avoid 
damage, 12511 
Rocky River, Ohio: 
a in Lakewood and Rocky River, 
~areneme County, Ohio, stay dry by 
building high, 12 12 
Rocky River floods, stay dry by building 
high, 12512 


Rockets : 
ablative rocket engines, development of 
improved throat inserts, 1306 


deployed canard surfaces and rocket nose 
section of Apollo launch escape vehicle, 
aerodynamic loads, 13081 
engines, permoconnte technique for meas- 
uring hot-gas-side-wall temperatures, 
13095 
nozzles, use of energy thickness in pre- 
diction of throat heat transfer, 13131 
two nuclear-rocket cold-flow engine 8- 
tems, low-frequency flow namics, 
analog computer study, 13104 
Rodents, radiation tng | under hypo- 
baric-hypoxic conditions, 11902 
Rolls, L. Stewart, flight-determined aero- 
dynamic properties of jet-augmented, 
auxiliary-flap, direct-lift-control system 
including correlation with wind-tunnel 
results, corrected copy, 18070 
Ronk, Richard M., directo and totes of 
safety and hea!th laws an codes, 1 1 
Roofing 
fare buildin s, 11865 
nh a involved in saturation, 


Rooney, Richard F., taut wire buoy arra 
-< environmental monitoring in AUTEC, 
Roper, Clyde F. ,B: 
illustrated to families . order 
Teuthoidea Tcephalopoda 184 
——— and z00geo; hy of Po orld- 
wide bathy pelagic squi + me 
(Cephalopoda) : Oegopsida) , 18181 
Rosebud Indian Reservation, seametttonal 
housing experiment, report, 12817 
Rosen, Reuben, relief, 12102 
Ross, David, effect of monoamine oxidase 
and diamine oxidase on norepinephrine 
and histamine in rat heart, 11903 
Ross Sea, oceanographic cruise, 
13241 
Rotation 
collision comparison of numbers obtained 
from different definitions, 13108 
pump cavitation performance for various 
liquids, a temperatures, and rota- 
=. 2 method for predicting, 


Rothfarb + ail, desi 


summary, 


of economical offshore 





ports, 12187-1388 
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natural gas pipeline systems, 12443 
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Rotors: 
helicopters, downwash effects, 12680 
rigid, on flexible foundations, critical 
speed analysis, corrected copy, 13066 
rotary kinetic fluid motors or pumps, 
classification definitions, 13312 
Royall, Willis C., jr., trappin house spar- 
sows to protect experimental grain crops, 


RRB, see Railroad Retirement Board. 
Rubber, industry in Puerto Rico, data 
pertinent to review of minimum wage 
rates, 13528 
Rubella, see Measles. 
Ruggeri, Robert 8., method for prediction 
of aa eavitation performance for 
various liquids, —_ temperatures, and 
rotative speeds, 13096 
Ruggiero, Cosmina, relief, 12092 
Ruggles, Gilbert S., comparison of qneete 
temperature-depth observations in Tengue 
of Ocean, 1322 
Rules and Administration Committee, Sen- 
ate, reports, 12275—279 
Rules Committee, House, reports, 12158, 
12161-165, 12189 
Rumania, mineral industry, minerals year- 
book chapter, 13019 
Rund, Nadine H., demographic and soclo- 
cultural characteristics, off-reservation 
service a Sells Service Unit, 
Ariz., 1833 
Runoff: 
agricultural watersheds, improvements in 
automatic ay | equipment used to 
determine extent of pollution, 11787 

urban storm water runoff, selected ab- 
stracts, 12663 

Rural communities: 

building rural America through farmers 
home insured notes, 11 

rural gree. evaluating economic structure, 
124 


Rural Community Development Service, 
appropriations, 1970, report, 12254 

Rura evelopment programs, rural com- 
munity action through economic develop- 
ment, 12406 

Rural Electrification Administration, appro- 
priations, 1970, report, 12254 

Rural fire defense in wartime, mission. or- 
ganization, coordination, 11881 

Russellville, Ark., floods, how to avoid 
damage, 12513 

Russian literature, accessions in Atmos- 

heric Science Library and Geophysical 

Beiences Library, guide, 12575 


Sabatini, Omero, survey of agriculture in 
Ethiopia, 12417 
Sabin, Francene, exploring world around us, 
12431 
Sabine River, flood plain information, 12476 
Sacramento River and Valley, basin sub- 
region, Calif., ground-water data, 12773 
Safety, Division of Health and, see Health 
and Safety Division. 
Safety in the air, see Safety of life. 
Safety of life: 
and health laws and codes, directory and 
index, 12961 
and third-generation jets (address), 11925 
aviation safety programs (address), 13204 
building trades and construction industry 
in Federal and federally financed con- 
struction project, promote, report, 12269 
control hazardous substance, poisons, 
pesticides (remarks), 13365 
dangers of flammable clothing, 13336 
electronic products radiation hazards, re- 
view, hearing, 12233 
highway-railway grade crossing safety 
program, 13508 





Page 178 


InDEX 





Do not order from index; see indicated entry 





Safety of life—Continued 
Highway safety act of 1966, administra- 
tion, annual report, 12137-138 
midair collisions in U.S. civil aviation, 
ites special accident prevention study, 


mine safety, coal miners, improve working 
conditions, hearings, 12310, 12213 
national traffic and motor vehicle safety 
act of 196 
administration, annual reports, 12137- 
138, 13506 
amend definition of motor vehicle equip- 
ment, report, 12160 
natural gas pipeline safety act of 1968, 
administration, annual report of Secre- 
tary of Transportation, 13505 
occupational safety aid, 12962 
occupational safety and health problems 
(remarks), 13366 
recreational boat accidents, boating safety 
programs, and —* recommenda- 
tions, study, 13207 
safety inspecting for detection, analysis, 
correction, occupational safety aid, 
12962 
safety standards, ammunition and explo- 
sives, DoD manual, 12354 
ae + ved safety survey act, hearing, 


Safety officers, minerals industries, examina- 
tion announcement, amendment, 12037 
Saia, Joseph C., fuel considerations in U.S. 
supersonic transport program, 12587 
Sailing directions: 
Baltic Sea, change, 13262 
—_ ene Sea, western shores, change, 


St. Lawrence River and Valley, surface 
water — of basin, 1280 
St. Louis, Mo. : 
area wage survey, 12970 
harbor sedimentation problem, records, 
summary and analysis, 12789 
work experience and training project, ad- 
ministration and effectiveness, GAO re- 
port, 12730 
St. Louis County, Mo., work experience and 
training project, administration and ef- 
fectiveness, GAO report, 12730 
Salad dressing : 
and related products— 
current industrial reports, 12004 
industry report, 11978 
Salamanca, N.Y., floods, how to avoid dam- 
age, 12523 
Salaries : 
classified and postal salary systems com- 
pensation, hearings, 12243 
Government officials and employees, pay 
structure of Federal civil service, 12055 
higher education, 12434 
eee —y- | military pay, quadrennial re- 
view of military compensation, report, 
military estate program, 12374 
appendices, 12375 
National Zoological Park Police, revise 
pay structure, law, 12119 
Smithsonian Institution, additional super- 
grade positions, rates of compensation, 
establish, hearings, 12318 
see also Wages. 
Salem, Va. : 
flood plain information, 12464, 12474 
floods— 
how to avoid damage, 12509 
Salem Creek, how to avoid damage, 
12534 
Sales: 
and other dispositions of depreciable prop- 
erty, tax information, 12838 
installment and deferred-payment sales, 
tax information, 12834 
see also names of commodities, etc. 
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Saline County, Mo., work experience and 
training project, administration and effec- 
tiveness, GAO report, 12728 

Saline water, see Water. 

Saline Water Office, appropriations, 
report, 12171 
Sea vod Japan, 13220 

Salinit 
Yellow Sea, 13218 

Salmon, Columbia River basin, cost incurred 
to preserve as source of salmon, and steel- 
head trout, GAO reort, 12732 

Salt, response in 1M sodium chloride, lan- 
thanum fluoride electrode, 13303 

SAM, see School of Aerospace Medicine. 

Sampling (statistical) : 
charts for determining sampling rate and 

number in sample, 12701 
Sampling devices, improvements in automatic 


1970, 


sampling equipment used to determine ex- | 


tent of pollution in runoff from agricul- 
tural watersheds, 11787 

San Antonio, Tex., elderly Mexican-Ameri- 
cans, Federal programs and services, avail- 
ability and usefulness, hearings, 12282 

San Antonio River and Valley, Calaveras 
Creek, Tex., 1966, compilation of hydro- 
logic data of basin, 12761 

San Bernardino County, Calif., 


SerreMBer 1969 





| 





vicinity of | 


Victorville, flood plain information, 12467 | 


San Bernardino National Forest, annual re- 
port, 12717 

San Clemente Island, 
report of area, 13225 

Sandbars, buried sand and gravel deposits 
in shallow-water areas technique for lo- 
eation, 13246 

San Diego Bay, Calif., vessel pollution study, 
12661 


oceanographic data 


San Diego County, Calif., Sweetwater River 
floods, problems, solution, ete., 12543 

Sandwich construction, maximum load pre- 
diction for sandwich plates, 11951 

San Francisco Bay, estuary, water pollution, 
hearing, 12223 


San Francisco State College, shut it down! | 


college in crisis, 13327 
San Francisco State College Study Team, 
staff report to National Commission on 
Causes and Prevention of Violence, 13327 
San Joaquin River and Valley, basin sub- 
region, Calif., ground-water data, 12774 
San Luis National Wildlife Refuge, general 
information, 13460 
San Luis unit, see Central Valley project. 
Sanpoil River, river mile index, 13310 
Santa Barbara, Calif., oil spillage, hearings, 


ae. Barbara Syeats. floods, problem, solu- 
tion, ete., 122 
Santa’Clara ieee. Saticoy to Pacific Ocean, 


Soot. hazard in Ventura County, Calif., 
1244 
Santa Fe, N. Mex., Santa Fe River floods, how 


to av oid damage, 12514 

Santa Fe River, floods in Santa Fe, N. Mex., 
how to avoid damage, 12514 

Santa Ynez River, including Alamo Pintado 
Creek, from Cachuma Dam to Buellton, 
Santa Barbara County, Calif., floods, prob- 
lem, solution, etc., 12542 

Santee, Calif., Santee recreation project, fi- 
nal report, 12662 

Saptountzis, P., Greek, basic course, 13475 

Sardines, canned, Tariff Commission report, 


13498 
Sarsiella, see Crustaceans. 
Sassaman, Robert W., user’s manual for 
SORAC computer program, 12724 
Satellites : 
artificial, motion in earth’s gravitational 
field, 13145 
capable of oceanographic data acquisition, 
review, 13269 
continuously visible satellite constella- 


tions, 13298 
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Satellites—Continued 
design techniques for small scientific satel- 
lite structures, 130: 
soneembese propagation delay measurement 
niques using dual phase coherent 


— oy — and thin shell 
el, 13288 
meteorology, USSR study, 12929 


navigation, aid to ocean Mg ey 13239 
NRL SOLRAD 9 satellite, Solar Explorer 
B, 1968-17A program, 13283 
Pioneer 8, cosmic dust experiment, 13084 
positional uncertainty, analysis by statis- 
tical mechanics, 1308 
pulse-modulated, analysis of oscillations 
in attitude control systems, 13040 
weather, picture receiving stations, auto- 
matic picture transmission ground 
equipment inexpensive construction, re- 
port, 13063 
see also Spacecraft. 
,_ roofing felts, variables involved, 
3156 
Saturn (planet): 
direct trajectories to Jupiter, Saturn, etc., 
general discussion, contour charts, etc., 
planetary flight handbook, 13058 


Savannah, a., area wage survey, 12973 

Savings accounts, see Deposits (soldiers, 
ete.). 

Savings and loan associations: 


District of Columbia, installment loans, 
charge or deduct interest in advance— 
hearing, 1221 
report, 12183 
— Federal savings and loan associa- 
tions, 
Sawlogs, see Logs. 
Scajaquada Creek: 
flood plain information, 12477 
floods, how to avoid damage, 12537 
Seattering : 
backscattering of infrared radiation by 
ice fog and water fog, 11932 
sound-seattering, layers near Key West, 
Fla., some investigations, 13276 
thermal neutron scattering measurements 
in water, 12826 
Scharpf, Robert F., 
fir, infection and control in 
stands, 12715 


dwarf mistletoe on red 
understory 


Se notier. Spencer J., nomination, hearings, 
1 
Schetz, Joseph A., unified analysis of tur- 


bulent jet mixing 13046 
Scholarships, educational trust funds, 
ployer contributions, report, 12261 

School lunches: 
fish and shellfish type A quantity recipes, 
cost per portion, 12074 
national school lunch act, amend, meals 
for needy children, provide temporary 
emergency assistance, report, 12187 
School of Aerospace Medicine, technical re- 
ports, 11900—906 
Schools : 
allied health professions personnel train- 
ing act of 1966, amended, report, 13167 
school media programs, emphasis on ex- 
eellence, 12430 
Schroeter, Richard B., foreign competition 
in horticultural products, 12669 
Schuyler, William E., jr., address, Aug. 11, 
1969, 13317 
Science: 
Academies of Sciences, 
formation, 12887 
Academy of Sciences, Ukrainian SSR, pres- 
ident interviewed, 12906 
changes forecast for year 2000, USSR 
study, 12905 
in industry and production, USSR study, 
12885 
Panel on Science and Technology, 10th 
meeting, proceedings, 12148 


em- 


USSR, general in- 
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Science—Continued 
physical sciences, trainees in vacation 
work-study Peegrems, examination an- 
nouncement, 12053 
science & technology and the cities, Panel 
on Science and Technology, 10th meet- 
roceedings, 12148 
scientihe and technical progress, USSR 
long-range forecasting, 12938 
scientific cooperation with Iran, agree- 
ment, 13486 
USSR, ‘scientific 
predictions, 1294 
see vole Nuclear science. 
Science and Astronautics Committee, House, 


? a and sociological 


Panel on Science — saeees. 10th 
meeting, proceedings, 14 

Science and religion fUSSR periodical) : 
translations, 12933 

Science and Technology Office 
appropriations, 1970, hearings. 12285 


Deputy Director, eo of Hubert B. 
effner, hearing, 12313 
Scientific apparatus and instruments, porta- 
ble apparatus for estimating stomatal 
aperture in conifers, 12693 
Scientific research : 
national science research data processing 
and information retrieval system, estab- 
lish in National Science Foundation, 
hearings, 12214 
USSR, agriculture, 12900 
see also subjects. 
Scientific satellites, 
Scientists : 
evaluating the scientist’s work, USSR 
study, 12880 
scientist’s working day, USSR 


12902 
training, USSR study, 12903 
Seola, Francis P., clinical evaluation of 
stannous fluoride when used as constit- 
uent of prophylactic paste, topical solu- 
tion, and in dentifrice in Naval personnel, 


see Satellites. 


study, 


report, 13 
Scoops (air), see Air scoops. 
Scott Run, basin, sediment movement in 


area of suburban highway construction, 
Va., Fairfax County, Va., 12796 

Scrap, metals, temporary suspension of du- 
ties, continue, law, 12110 

SCS, see Soll Conservation Service. 

Sea Isle City, N. floods, how to avoid 
damage, 12487 

Sea of Japan, 
density, 13220 

Sea Spider site survey in support of Project 
Parka, 13252 

Sea water, conversion, appropriations, 1970, 
law, 12128 

etre Glenn T., remarks, July 31, 1969, 
119 


temperature, salinity, and 


Seas, see Ocean. 

Seasonal aspects of infectious diseases and 
their causes, USSR study, 12877 

=— see Securities and Exchange Commis- 
sion. 

Secondary education, elementa and sec- 
ondary education act title 2, school library 


resources, textbooks, and other instruc- 
tional materials, special-purpose ant 
programs, descriptive case studies, 12430 


Secretary of Interior, see Interior Depart- 
ment. 
Securities : 
credit by persons other than banks, bro- 
kers, or dealers, regulations, 12641 
foreign, interest equalization tax act, ex- 
tend, reports, 12191, 12198 
margin stocks, credit by banks for pur- 
chasing or carrying, regulations, 12646 
see also National securities exchanges. 
Securities and Exchange Commission : 
accounting — releases, compilation 
nos. 1—112, 13407 
egaseptiatindas “1970, hearings, 12285 
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are 5 exchanges 
act of 1934, as Smended to July 29, 1968, 
13408 
code of Federal regulations, 12630 
see also National securities exchanges. 
Security, see National — 
Sedimentation and deposition 
AUTEC sediment deposition/erosion study 
interim report, 13219 
buried sand and gravel deposits in shal- 
low-water areas, technique for location, 
13246 
organic extracts from JOIDBES cores off 
northeastern Florida, 12779 
sediment movement in area in suburban 
highway construction, Scott Run bavin 
Fairfax County, Va., 12796 
sediment records in relation to St. Louis 
harbor sedimentation problem, summary 
and analysis, 12789 
sediment transport in streams in Umpqua 
River basin, Oreg., 1 
United States and Canada, 1963-65, an- 
notated bibliography, 13534 
Seebold, bert E., short report of unclassi- 
— at Naval Research Laboratory, 


1 
Seedbeds, thermal i» rties and surface 
temperatures, guide for foresters, 12721 
Seedlings, see names of plants. 
Seeds: 
certifying, uniform standards and pro- 
cedures, hearing, 12284 
Federal seed act, amend, hearing, 12284 
see also names of plants. 


Seismology 
solsmetegien! ublications, list, 12058 
SH-type seismic shear waves, detection by 

means of angular accelerometers, 12780 
USNS Lynch (T-AGOR) seismic survey 
of Wilmington Canyon, oceanographic 
cruise summary, 13258 

Selective Service System, 
1970, hearings, 12285 

Self employment, see Employment. 

Selling, see Sales. 

Sells Service Unit, Ariz., demographic and 
socio-cultural characteristics, off-reserva- 
tion service Indian pepeentien, 13337 

Senate documents, 12246—47 

Senate reports, public bills, 12248—281 

Senior Citizens, Inc., Nashville, Tenn., proj- 
ect report on a centralized comprehensive 
program for older Americans, 11786 

Sensors: 

"Biological of remote sensing to hydro- 
ca research in South Florida, 


appropriations, 


remote, air pollutant detection, study, 

Serial set (congressional), 12080 

Serials, medicolegal serials, international 
biblio raphy, 1 1786-1967, “ist, 13180 

Series ISP 

Servicemen, see Mechanics (persons) 

Setzer, Henr , directions for preserving 
mammals a. museum study, 1341 

Sewage: 
control of sewage from vessels— 

——~_? a 


Shafer. rdoseph = Alaska’s economy in case 
of national economic pause, fiscal strength 
through oil and gas receipts, 12611 

Shapes, shape preserving — and con- 
traction of objects in B*, 1307 

Shapiro, Philip, FORTRAN + OE for 
1st order calculation of properties of beam 
transport systems, 18278 

Shaw, Dale L., costs of commercial drying, 
storing, and handling rough rice, 12410 

Shear (mechanics) : 
comparison of shear strentgh measure- 





Do not order from index; see indicated entry 


ments with laboratory vane shear and 
fall-cone devices, 13245 
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Shear (mechanics)—Continued 

SH-type seismic shear waves, detection 
by means of angular accelerometers, 
12780 

Sheep, see Lambs. 

Shellfish, buying guide and recipes for school 
lunches, quantity amounts, cost per por- 
tion, 12074 

Shells (structural) : 
conical, subjected } 4 antisymmetric load- 

ings, design, 1314 

Sherman, Texas: 
flood plain information, 12473 
Post Oak Creek and tributaries, floods, how 

to avoid damage, 12515 

Shielding, thermal and radiation shielding 
of reactor vessel, USSR study, 12952 

Shigella, shigellae changes in etiological 
structure of dysentery in countries of 
Central and Southern America, Africa, 
and Asia, characteristics of geographic 
distribution, USSR study, 12926 

os Structure Committee, serial no. SSC, 
13409 


Shipbuilding : 
American rr building for tomorrow (re- 
marks) 
a subsidies, extend 
55-percent maximum rate, law, 12125 
~~~ and conversion programs, 


Shipments, worldwide cargo transportation 
costs guide, Army Dept. pamphlet, 
change, 11940 

see also names of articles shipped. 


Shipping, code of Federal regulations, 
12632-633 
Ships: 
qnomometer heights above mean water 
level, 244 
cargo preference provision of Export ex- 
on and regulation act, hearing, 
12287 


Coast Guard, authorization for procure- 
ment, hearing, 12 

control of sewage a ships— 
hearings, 12319 
report, 12281 

electronic equipment on shipboard, 13272 

land bridge, fact or fiction? (remarks), 
12994 

merchant fleets of world, oceangoing steam 
and motor, 1,000 gross tons and over, 


12996 

military procurement appropriations, 1970, 
authorize, report, 12258 

oceanographic ship operating schedules, 
13164-165 

passenger vessels, reconstruction subsi- 
dies, extend 60-percent maximum rate, 
law, 12125 

structural response in waves, investiga- 
ay of utility of computer simulation 

redict, 13409 


mm pollution study, San Diego Bay, 
Calif., 12661 

see also Fishing vessels—also names of 
ships. 


Shock (mechanical) : 
hos and vibration bulletins, 12379-3883 
supolenee’, 2 123 
shock and vibration digest, 12385 
es f** vibration monograph series, 


shock shapes and pressure distributions 
for large-angle pointed cones in heilum 
at Mach numbers of 8 and 20, 13120 
use of perforated walls to control shock 
location and movement in internal- 
compression supersonic inlet numerical 
analysis, 13141 
Shock waves, N-wave focusing, laboratory 
isvestigation, 13100 
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Shoes, see Boots and shoes. 
Shomaker, John 
drilling’ and testing of well 340, Fort 
Wingate Army Depot, McKinley County, 
N. Mex., 12767 
site study for water well, Fort Wingate 
Army Ordnance Depot, McKinley, 
Mex., 12788 
pee T., endocarditis, bibliography, 


Shoot-out in Cleveland, black militants and 
police, 13326 

Shooting, shoot-out in Cleveland, black mili- 
tants and police, 13326 

Shotguns, see Firearms. 

— ~y western Atlantic, of genus Penaeus, 

Shrinkage, 


longitudinal, 
wood, 12697 


Shut it down! college in crisis, San Fran- 
ciseo State College, 13327 
Sick, smoking and illness, effects of tobacco, 
etc., 
Sick pay, see Pay, allowances, etc. 
Siegel, Robert, analysis of 2 dimensional 
inviscid model of jet impingement under 
vertical-takeoff airplane, 13 
Sight: 
atmospheric paths of sight, directional 
reflectance, 13306 

effect on vision of r pegeeees exposure to 
carbon dioxide, 129 

methods for predicting spacecraft-window- 
induced line-of-sight deviations, 13076 

Signal system, traffic signals, effects of 
alcohol on decisionmaking with respect 
to, 13350 

Signals: 
amplitudinal fluctuations of signal re- 

ected from flight vehicle, method for 

compensating, USSR study, 12935 
variability of bottom reflected signals 

using deep research vehicle Alvin, 13213 

Signs oe pete 
control on hi ze, amend U.S. Code, 

hearings, 1 

SIL series, tw BP 

Silen, Roy R., cooling Douglas-fir seed 
orchard to avoid pollen contamination, 
12705 

Silicon, N on P silicon solar cells, perform- 
ance, effects of nickel, 13136 

Silicon carbide, | of 2H silicon car- 
bide crystals, 131 

Silk, spun yarn, suspension of duty, con- 
tinue law, 12113 

Silsby, Norman S., simulation studies of 
some supersonic transport instrumenta- 
tion requirements and operating problems, 
13088 

Silver : 
production and consumption, 1967, report, 

13032 


in 7 species of 


small business concerns, sales limited to, 
Treasury Dept., GAO report, 12750 
Silver (mene) ; 
~~ ¢e old and Silver Operations 
ce, procedures and descriptions of 
forms, 13512 
Mint Bureau, report, 13032 
Silver City, N. Mex., area, water resources 
appraisal, 12790 
Simulation : 
in-flight, used to determine simultaneous 
usage of attitude control for VTOL 
maneuvering, 13119 
investigation of utility of computer simu- 
lation to predict ship structure response 
in waves, 13409 
Simulators, sonic boom, techniques and 
measurement devices, investigation, 12595 


Sinking of USS Guitarro, 12208 
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Sites: 
planning safe snow play sites, 12692 
veterans hospitals, need for acquiring of 
sites before developing working draw- 
ings and specifications, Veterans Admin- 
istration, GAO report, 12747 
water wells, Fort Wingate Army Ordnance 


Depot, McKinley County, N. Mex., 
study, 12788 
Sivier, Kenneth R., subsonic sphere drag 


measurements at intermediate Reynolds 
numbers, 13050 

Skolnick, Jerome H., politics of protest, 
violence, violent aspects of protest and 
confrontation, 13324 

Skookumchuck River, 
tion, 12452 

Skop, Richard A., static configuration of 
tri-moored, subsurface, buoy-cable array 
acted on by current-induced forces, 13297 

Skywater project, see Project Skywater 
(atmospheric water resources program). 

Slatick, Eugene R., mineral industry of 
Cyprus, 13014 

Slide films, see Filmslides. 

Slip laws, see Law. 

Slots, drag reduction due to gas injection 
through various discrete slots on 3- 
dimensional wing at Mach 2.01, 13101 

Small business, see Business. 

Small Business Administration : 
appropriations, 1970, report, 12192 
disaster loan programs, hearings, 12288 
publications, free management assistance 

publications, list, 13411 

SMI (supplementary medical insurance) 
see Medical care. 

Smith, Alphonsa, analysis of molecular beam 
system utilizing known pressure, source, 
13102 

Smith, John E., New York State economic 
development planning, status report on 
role of economic research, 12394 

Smith, John Ward, determination of daw- 
sonite and nahcolite in Green River forma- 
tion oil shales, 13028 

Smith, Paul F., underwater hearing in man, 
sensitivity, 13002 

Smithsonian Institution : 
bm gen gs 1970, report, 12171 
citizen regent of Board of Regents— 

appotntment of Thomas J. Watson, jr., 
law, 12115 

reappointment of Brown, John N., law, 
12112 


flood plain informa- 


contributions to botany, 13415 
contributions to zoology, 13416—430 
information leaflets, SIL series, 13413— 


414 
National Collection of Fine Arts, National 
Portrait Gallery, general information, 
13163 
rates of compensation for certain posi- 
tions, establish, hearings, 12318 
Smithsonian international exchange serv- 
ice, annual report, 13431 
Smokestacks, tall stacks, various atmospheric 
phenomena, and related aspects, 13356 
Smoking: 
and health bibliography, 13362 
and illness, effects of tobacco, etc., 13375 
health consequences, Public Health Service 
review, 13346 
if ee must smoke, 5 ways to reduce risk, 
3348 


tobacco, and health, information, 13376 
your smoking affects two lives, ask your 
doctor, 13384 
Snavely, David R., regulations, standards, 
and guides pertaining to medical and den- 
tal radiation protection, annotated bibli- 
ography, 13344 
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Snipes, Wilson’s, hunting, possession, trans- 
portation, importation, 1969-70, Federal 
regulations governing, 13461 


Snitko, Joseph A., conferring citizenship 
posthumously, 12099 
Snow: 
microspherules in snow and ice-fog crys- 
tals, 11930 


planning safe snow play sites, 12692 
Social and Rehabilitation Service, new di- 
rections in helping people help themselves, 
13433 
Social sciences, knowledge in action, im- 
proving Nation’s use of social sciences, 
report, 13202 
see also Sociology. 
Social security : 


act, State, public assistance plans under, 
characteristics, general provisions, eli- 
gibility, assistance, administration, 
13434 


research and statistics notes, 13436—437 
rights and benefits based on disability, 
regulations, 13441 
today, discussion of some current issues 
in social security, 13439 
see also Public assistance. 
Social Security Administration : 
actuarial notes, 13435 
research reports, 13438 
SSI series, 13440 
TIB series, 13441 
Sociology : 
demographic and socio-cultural character- 
istics, off-reservation service Indian pop- 
ulation, Sells Service Unit, Ariz., 13337 
problems of general and social prognosis, 
USSR ve 12941 
USSR, scientific progress and sociological 
predictions, 12945 
Socorro County, N. Mex., Bosque del Apache 
Grant, ground water explorations, 12775 
Sodium: 
and sodium compounds, minerals yearbook 
chapter, 2 
dawsonite and nahcolite in 
formation oil shales, 
13028 
Soil conservation, practices, engineering field 
manual, 13442 
Soil Conservation Service: 
appropriations, 1970, report, 12254 
national engineering handbook, 13448 
soil science career, 11875 
Pe scientists, career for you, SCS, 11875 
Soils: 
containing cotton plant residue, probabil- 
ities of obtaining uniform planting 
depths, 11790 
Crow Indian Reservation, Mont.— 
soil and range resources inventory 
Garvin Basin, 12822 
Pryor Mountains, 12821 
formation and microbiological succession, 
influence of Sitka alder on landslide of 
alpine origin at Mount Rainier, 12707 
gyratory compaction, 12558 
soil survey investigations reports, 13448 
soil survey laboratory data and descrip- 
tions, Alabama and Florida, 13448 
soil survey reports— 
Collin County, Tex., 13444 
Delaware County, Ohio, 13445 
Preble County, Ohio, 13446 
Washabaugh County, S. Dak., 13447 
Sokoto Province, Nigeria, western, expora- 
tory drilling for ground water, 12770 
Solar batteries, N on P silicon solar cells, 
effects of nickel on performance, 13136 
Solar cells, see Solar batteries. 
Solar energy, interplanetary probe missions 
bi J solar-electric propulsion systems, 
13097 


Solar flares, using solar X-rays as indicators 
of solar-flare activity, 13295 


Green River 
determination, 
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Solar radiation : 
RL SOLRAD 9 satellite, Solar Explorer 
B, 1968—17A program, 1328 
X-ray emission during flight ™ Apollo 8, 
13304 
Soldiers’ Home, District of Columbia, 
priations, 1970, report, 12197 
Solicitor, Interior Dept., appropriations, 
1970, report, 12171 
Solid wastes, see Waste products. 
Somerset township, Pa. : 
flood plain information, 12472 
floods, how to avoid damage, 12485 
Sonar, riverbank echo-ranging system 
riverine positioning, 13247 
Sondermayer, Roman YV., mineral industry 
of Bulgaria, 13013 
Sonic boom: 
aircraft, effects of operation, 
experiments, survey, 12600 
simulation device, research 
ment, 13043 
simulator, techniques and measurement de- 
vices, investigation, 12595 
theory, 12598 
SORAC, see Electronic computers. 
Soriano, Frank 
records of Dept. “of State on political rela- 
lations between Liberia and other States 
including U.S., pamphlet accompany- 
ing microcopy, 13152 
records of Dept. of State on political rela- 
lations between U.S. and Central Ameri- 
ca, and between Central 
other States, pamphlet 
microcopy, 13153 
records of Department of State relating 
to internal affairs— 
Asia, 1910-29, pamphlet, 13154 
Peru, 1910-29, pamphlet, 13155 
Sorrells, Russell B., III, drag reduction due 
to gas injection throngh various discrete 
slots on 3-dimensional wing at Mach. 2.01, 
13101 
Sound: 
circumferential waves on aluminum cylin 
ders in water, by means of pulses, ex- 
perimental examination, 13281 
dynamic response of liquid jet 
tion to acoustic osciltations, 
13117 
perception in the honeybee, experimental 
proof USSR study, 12916 
sound-seattering layers near Key 


appro- 


for 


12581 


and develop- 


America and 
accompanying 


atomiza- 
analysis, 


West, 


Fla., some investigations, 13276 
sound velocity cross sections of world’s 
oceans eastern North Pacific, 13236 


ultrasonic vibration, effect on precipita- 
tion hardening of steels and superalloys, 
errata, 13071 


underwater hearing in man, sensitivity, 
13002 
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Sound recordings, urban outlook, bibliog- 
raphy, 12816 
South (U.8.): 
12867- 


cost of transporting freight, 12865, 
868 


South Africa, plant quarantine import re- 
quirements, 11800 
South America: 
characteristics of geographic distribution 
of shigellae changes in etiological struc- 
ture of dysentery in countries of, USSR 
study. 12926 
UNITAS IX cruise, oceanographic cruise 
summary, 13255 
west coast. lights and fog signals, 
change, 13264 
South Asia, see Asia. 


list, 


South Atlantic slope basins, sce Atlantic 
States. 
South Carolina, Agricultural Stabilization 


and Conservation Service, annual report, 
11844—-845 
South Central States, see Central States. 


| 
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sailing 


South China Sea, western shores, 
directions, change, 13263 

South Dakota, Agricultural Stabilization and 
Conservation Service, annual activity sum- 
matty, 11846 

South Fork Eel River, near Weott and Myers 
Flat, floods, causes, possible solutions to 
prevent damage, etc., 12538 

South Fork Forked Deer River, flood plain 
information, 12457 

South Mesquite Creek : 
flood plain information, 12478 
floods in Mesquite, Tex., how to 

damage, 12539 

Southeast (U.S.) ; 
home fruit garden, 11869 

Southeastern Power Administration, appro- 
priations, 1970, hearings, 12204 

Southeastern States, see Southeast (U.S.). 

Southern region, see South (U.S8.). 

Southwestern Power Administration, 
priations, 1970, hearings, 12204 

Soviet literature, see Russian literature. 

Soviet Union, see Union of Soviet Socialist 
Republics. 

SP series, see MA series—National Aeronau- 
ties and Space Administration, NASA SP 
series. 

Space, see Outer space. 

Space biology, problems, adaptation to hy- 
poxia and resistance of organism, 15148 

Space cabins, see Spacecraft. 

Space environment, see Environment. 

Space flight, see Astronautics. 

Space photography, see Photography. 

Space stations, from spaceships to orbiting 
stations, USSR book, 12936 

Space technology, see Technology. 

Spacecraft : 
amplitudinal fluctuations of signal re- 

flected from flight vehicle, method for 
compensating, USSR study, 12935 
Apollo— 
Apollo——“In the 
color prints, 13056 
chronology through Nov. 7, 1962, 13060 
launch escape vehicle, aerodynamic 
loads on deployed canard surfaces and 
rocket nose section, 13081 
launch escape vehicle configuration, 
aerodynamic characteristics deter- 
mined during development, 13075 
brushless de torquer-driven reaction wheel 
for attitude control, 13083 
class of optimum orbit 
analytical solutions, 13044 
Explorer-size, test plan 
13090 
from Ne to orbiting stations USSR 
book, 12936 
launch vehicles for peaceful exploration 
of space, U.S., NASA facts, 13055 
log of Apollo 11, 13053 
materials, investigation of Bremestrah- 
lung production, 13042 


avoid 


appro- 


” 


beginning .. .”, 


modifications, 


optimization, 


methods for predicting window-induced 
line-of-sight deviations, 13076 
oceanography, 1964-67, report, 13232 


removal of acid gases and oxides of nitro- 
gen from spacecabin atmospheres, 13049 
see also Satellites. 


Spacecraft recovery, ram-air-inflated baloon 


recovery systems with peripheral air- 
scoops, low- speed deployment, inflation, 
and steady-descent characteristics, 13073 


Spaceship crews, men of Apollo crews 7 
through 11, color prints, 13057 

Spain: 
olives, tariff concessions, agreement, 13478 
tariff concessions, protocol and schedules, 

agreement, 13478 

Spalangia Latreille, see Pteromalidae. 

Sparrows, house, trapping, to protect ex- 
perimental grain crops, 13469 
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Spaulding, Willard M., Jr., effects of surface 
mining on fish and wildlife resources of 
United States, 13462 

Special Drawing Rights, see International 
= ga Fund. 

Special publication SP series, 13266 

Special Representative for Trade Negotia- 

tions, Office of: 
appropriations, 1970, report, 12192 
nomination of Carl J. Gilbert, hearing, 
12294 

Specifications, see Government supplies. 

Spectra: 
microwave spectral tables, polyatomic 

molecules with internal rotation, 13158 
spectral reflectances and solar absorp- 

tances of 12 metals for temperatures 

ranging from 300 to 500K, 13128 

a analysis, see Spectrochem- 
stry. 

Spectrochemistry, spectrochemical analyses 
of coal ash for trace elements, 13025 

Spectrometry, Mossbauer spectrometry for 
anaysis of iron compounds, 11959 

Speed 
hypersonle— 

earized theory of stagnation point 
heat and mass transfer, 13078 
upwash patterns on ablating and non- 
ablating cones, 13121 
maximum safe speed for motor vehicles, 
NHSB staff report, 13166 


windspeeds, digital indicator for maxi- 
mum, 12702 
see aleo Air speed. 
Spera, David A., calculation of elevated- 


temperature cyclic life considering low- 
cycle fatigue and creep, 13106 
Sperry, William C.: 
Federal Aviation Administration. aircraft 
noise abatement program, 12582 
governing equations for wave propagation 


in homogeneous isotopic continuous 
fluid, 12588 
Sphenoderes, see Kinorhyncha. 
Spheres: 
microspherules in snow and ice-fog crys- 
tals, 11930 


submerged, film boiling, 13069 
subsonic sphere drag measurements at 
intermediate Reynolds numbers, 13050 
Spin (aircraft) : 
supersonic jet aircraft stall and spin, criti- 
cal regimes, 13144 
Spinacopia, see Crustaceans. 
Spinner, S., some problems in measuring 
tread wear of tires, 13160 
Spisz, Ernie W., solar absorptances and 
spectral reflectances of 12 metals for 
Seegesatares ranging from 300 to 500 K, 
13128 
Spores, content of the air, determination 
we. stationary probes, USSR study, 


Sport Fisheries and Wildlife Bureau : 
ap ropriations, 1970, report, 121 71 
refuge leaflets, 13452460 
regulatory announcements, 13461 
resource publication (series), 13462—465 
one) scientific reports, wildlife series, 


6 
technical papers, 13467 
wildlife research, problems, programs, 
progress, 13464 

Sprague, Vacce G. jr., oceano 
summary, eastern Gulf of 
tinental margin, 1322 

Spring Creek, flood plain information, 12459 

Springfield, 0. floods, how to avoid 
damage, 12516 

Spur gears, see Gears. 

Squids, systematics and zoogeography of 
worldwide pathypelagte oqne Bathyteu- 
this (Cephalopoda egopsida), 13181 

SRDS, see Systems Research and Develop- 
ment Service 

SSC, see Ship Structure Committee. 


aphie cruise 
aine and con- 
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SSI series, 13440 
oes ity of aircraft, mechanical stability 
om ape > system for helicopters, re- 
lability evaluation, 11956 
Staff development, see Administrative man- 
agement. 
Stagnation point, heat and mass transfer at 
; rr speeds, linearized theory, 


7 

Stainless steel, AM 350 sheet and Ti-8A1- 
1Mo-IV titanium alloy, effect of outdoor 
exposure at elevated temperature on 
fatigue life, 13133 

Stall (aircraft) : 
supersonic jet aircraft stall and 

critical regimes, 13144 

Stamps, see Food stamps—Trading stamps. 

Stamulis, A., CO, pulse technique for deter- 
mining residual gas life of charcoal beds, 

Standard time, see Time. 

Standards and standardization : 

Federal test method etonderts, 12651-652 
military standards, 12362-3 
see also subjects. 

Stannous fluoride, clinical evaluation, when 
used as constituent of prophylactic paste, 
topical solution, and dentifrice in Naval 
personnel, report after 2 years, 13003 

Starsinic, nald E., estimates of popula- 
tion of counties and metropolitan areas, 

— 1, 1966, ew report, 12015 

Stass nopoulos, G., parametric angles of 
trajectory- v RF field line intersects 

redicting location of artificial auroras, 
3074 

State Department: 
appropriations, 1970, report, 12192 
biographic register, 13470 
department and foreign service series, 

13470471 
efforts to collect international postal debts 
and to ~ @ postal amounts owed in 
ory fore currencies, GAO repori, 
records, 


spin, 


microcopy, pammphlet to 


Turkey, 13151 
political relations of U.S. and— 
Central America and between Central 
America and other States, 13153 
Liberia and other States, 13152 
States: 
ambulance services, operation of emer- 
ency vehicles and Good Samaritan 
aws, compendium of State statutes on 
regulation, 13341 
doctor’s degrees conferred by U.S. institu- 
tions 1957-58 through 1966-67, 12426 
oo departments, state of, report, 


government, Federal disaster assistance by 
Office of Emergency Preparedness, 
report, 12744 

labor laws, weightlifting provisions con- 
cerning employed women, 13: 

public assistance plans under social se- 
curity act, characteristics, general pro- 
visions, eligibility, assistance, adminis- 
tration, 1 

mining laws, comparison, 12213 

State and _ loca government 
studies, 12019 

State licy planning for economic de- 
development of input-output 
analyen, aper, 12396 

State taxation of national banks, provide 
uniform rule, report, 12165 

State trees, list, 12719 

States and loca! government, equal em- 
maga opportunity, for all the people, 
y all the people, report, 12036 

unemployment insurance 
son, revised series, 1 


special 


aws, compari- 
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States — Continned 
youth camp laws and regulations, safety 
survey by HEW, provide, hearing, 12216 
Static and fatigue test praperties for woven 
and nonwoven S-glass fibers, 11953 
Statistical publications, see names of de- 
partments, etc., issuing publications. 
Statistical Reporting Service, appropria- 
tions, 1970, report, 12254 
Statistics, Federal statistical programs, re- 
view, h ngs, 12132 
see also subject: 
Statue of Liberty “National Monument, Ellis 
Island ferryboat, transport to hope, 13186 
Statutes, State, compendium on regulation 
of ambulance services, operation of 
emergency vehicles, and Good Samaritan 


laws, 13341 

see also Law. 

=r of limitations, see Limitations 
aw). 

Steady state, see Equilibrium. 

Steam, concentration, influence on coal- 


steam gasification reactions, 13027 

— -electric plants, see Electric power 
plants. 

Steam generators, steam generating equip- 
ment, corrosion products of iron and their 
relation to corrosion, 3 

Stearic acid, carbon-14-labeled, adsorption on 
soda-lime ‘glass, 13301 


teel : 

5N1-Cr-Mo-V, Spactene toughness char- 
acterization by ner -notch and 
dynamic tear ote, 132 


high-strength structural, corrosion-fatigue 
crack 4. gee studies, 13291 
9N1-4C steel, subcritical flaw 
pang fatigue and 
growth, etc., 13277 
steels and superalloys, effect of ultra- 
sonic vibration on precipitation harden- 
ing, errata, 13071 
structural, integration of metallurgical 
and fracture mechanics concepts of 
transition temperature factors relating 
to fracture-safe design, 13300 
see also Forgings—Stainless steel. 
Stelluto, George L., r apoct on imemngive pay 
in manufacturing industries, 12977 


fractographic 


Stenomidae, Bredin-Archbold-Smithsonian 
biological surve of Dominica, West 
Indian Stenomidae (Lepidoptera: Gele- 


chioidea), 13418 

Stevens, Richard F., jr., thorium, 13030 

Stewart, David A., shock shapes and pres- 
sure distributions for large-angle pointed 
cones in helium at Mach numbers of 8 and 
20, 13120 

Stillwater Creek and tributaries, floods in 
aa Okla., how to avoid damage, 


Stillwater, Okla., floods, Stillwater Creek 
and eee, how to avold damage, 


1251 

Stinson, Thomas F., revised estimates of 
taxes levied on farm real property, 1950— 
67, 11886 

Stipends, a aye me ne -mental health nursing, 
oo ous offering trainee stipends, list, 


335 
Stochl, * nobert J., gaseous- oe require- 
ments for discharge of liquid hydrogen 
from 1.52 meter (5 ft) diameter spherical 
tank, 13115 
Stocks : 
OTC margin stocks, list, 12637 
registered, credit by banks for = porchasing 
or carrying, regulations, 12 
see also Securities. 
Stockyards, packers and stockyards act, 
applicable to auction markets, 11878 
Stone, Alan, a ye 


biological survey of Dominica, 1342 
Stone, trade and tariff information, sum- 
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maries, 13500 
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Stone Harbor, N.J., floods, how to avoid 
damage, 12489 

Storage: 

Army technical manual, change, 11948 

need for —aeoenens in recei t and stor- 
age of military ss and equipment, 
Dept. of Defense, GAO report, 12746 

see also names or classes of articles 


stored, 

Storage batteries, positive plate of lead acid 
cell, review of recent literature, 13287 

Storm, Richard R., New Florencia, adminis- 
trative requirements and mapping, admin- 
istrative control system, 12018 

Stormfury project, see Project Stormfury. 

Storms, urban storm water runoff, selected 
abstracts, 12663 

Stotland, Jacob J., occupational differences 
eats rates for railroad workers, 


Strains and stresses : 

compressive and shear properties of poly- 
amide honeycomb core. 12696 

corrosion-fatigue crack propagation studies 
of high-strength structural steel, 13291 

dynamic strain aging in carbide strength- 
ened molybdenum alers 13130 

fatigue life of Ti-8A "TMo- IV titanium 
alloy and AM 350 iodiloas steel sheet, 
effect of og 4 \ need at elevated 
ers ge 1313 

feasibility of psanaling impending fatigue 
failure in metals by observation of sur- 
safe sneuten and physical phenomena, 


forces and bending moments generated 
Gartas NRL dynamic tear test, analysis, 


fracture mechanics as related to Neuber 
stress concentration factor and plastic 
particle, 13302 

static and fatigue test properties for woven 
and nonwoven S-glass fibers, 53 

steady-state stress relaxation analysis of 
turbine blade cooling designs, 13089 

subcritical flaw growth in 9Ni—4C0—-0,25C 
steel, fatigue and fractographic inves- 
tigation, etc., 13277 

tensile and cyclic fatigue properties of 
graphite filament-wound pressure ves- 
sels at ambient and cryogenic tempera- 
tures, 13129 

use of optical correlation techniques for 


detecting impending fatigue failure, 
feasibility, 11957 
Strathmere, N.J., floods, how to avoid dam- 
age, 12490 


Strauss, Klaus J., confer citizenship post- 
humously, 12091 

Streams, see Rivers. 

Strength of materials, controlled destruc- 

ve testing of pressure vessels, 13286 

see also names of materials and articles. 

Stress corrosion, see Corrosion and anticor- 
rosives. 


Stresses (mechanical), see Strains and 
stresses. 
Striae, striations in HE—NE laser, experi- 


mental and theoretical investigation, 13048 
Structural steel, see Steel. 
Student loan program, see Students. 
Students : 
allied health professions personnel train- 
ing act of 1966, amended, report, 13167 
college 
Federal career pr guide, 12041 
opportunities to participate as trainees 
n vacation work-study programs, 
engineering, physical sciences, mathe- 
matical sciences, examination an- 
nouncement, 12053 
emergency student loan act of 1969, hear- 
ing, 12311 
financial aid, 12433 
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Students—Continued 
high school, your first job—a key to 
your future, remember Uncle Sam when 
it comes to choosing an employer, 12054 
higher education act of 1965, as amended, 
eligible institutions, guaranteed student 
loan program, list, 12429 
Stumph, Terry L., paper, June 22-26, 1969, 
13378 
Sturiale, Glory, officer effectiveness report 
as performance measure, research review, 
1889 


118 
Style manual, Armed Forces new style guide, 
11926 


Submarine boats, submarines, damage control 
books, preparation and revision of, military 
standard, 12366 

Submarine Medical Center, see Naval Sub 
marine Medical Center. 

Submarine sandbars, see Sandbars. 

Submarines, see Submarine boats. 

Submaxillary glands, adrenal corticosteroids 
in submaxillary fluid, 11906 

Subsea mineral resources and problems re- 
lated to their development, 12760 

Subversive activities, see Un-American activ- 
ities. 

Subversive Activities Control Board, appro 
priations, 1970, report, 12192 

Sucking bugs, see Lygus. 

Sun: 

NRL SOLRAD 9 satellite, Solar Explorer 
B, 1968-17A program, 13283 
solar activity, collection of articles, 13149 
Superconductors, AC losses of high field su 
perconductor and implications for power 
applications, theoretical and experimental! 
study, 13285 
Supergrade positions, see Civil service. 
Supersonic aircraft, see Aircraft. 
Supersonie flow, see Flow. 
Supplies, see Military supplies. 
Supply facilities, Navy, design manual, 13208 
Surface chemistry : 
adsorption of carbon-14-labeled 
acid on soda-lime glass, 13301 

detecting impending fatigue failure in 
metals by observation of surface chem- 
ical and physical phenomena, feasi- 
bility, 11952 
Surface water, see Water. 
Surfaces : 
deployed canard surfaces and rocket nose 
sections of Apollo launch escape vehicle, 
aerodynamic loads, 13081 

semiempirical fracture analysis for small 
surface cracks, 13118 

sigma-t, in Indian Ocean, analysis, 13217 

Surveys, see subject of surveys. 

Survival, evasion and escape, skills, etc., 
Army Dept., field manual, 11934 

Survivors’ benefits veterans benefits, indem- 
nity compensation and insurance, increase 
hearing, 12296 

Svejda, George J., Castle Garden as immi- 
grant depot, 1955-1890, 13183 

Sweden: 
alien amateur radio operators, authoriza- 

tion to operate, agreement, 13483 
economic trends and their implications 
for United States, 12851 

Sweeney, John W., kyanite, 13012 

Sweetpotatoes, acreage, yield, etc., by States 
and seasonal groups, 13495 

Sweetwater River, San Diego County, Calif., 
floods, problems, solution, etc., 12543 

Symphony orchestras, bargaining in major 
symphony orchestras, 12976 

Symposiums: 
biology of alder, 12672 
CEMA symposium on atomic power sta- 

tions with fast reactors, USSR study, 

12912-913 
potato waste 

12660 


stearic 


treatment, proceedings, 
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Symposiums—Continued 
weather modification program of Atmo- 
spheric Physics and Chemistry Labora- 
tory, 12576 
Synoptic meterology, see Meteorology. 
Synthetic fibers, see Fibers. 
Systematics, see Biology. 
Systems, stream-aquifer 
digital models, 12754 
see also names or types of systems, e.g., 
Information storage and _ retrieval 
systems. 
Systems Research and Development Service, 
SRDS program, goals, achievements, 
trends, 13497 


systems, analog- 


Tables (compilation), see Mathematics— 
Technical, scientific, and economic sub- 
jects. 

Tags, see Automobile license plates. 

Takasaki, K. J., water in Kahuku area, 
Oahu, Hawaii, 12797 

Tanks (containers) : 

Bell 204B helicopter external helitank, 
evaluation, 12679 

spherical, gaseous-hydrogen requirements 
for discharge of liquid hydrogen, 13115 

Tappan, Donald V., maximum rate analysis 
of erythrocyte carbonic anhydrase in hy- 
percapnic guinea pigs, 13001 

fariff : 
schedules, annotated supplement, 13501 
summaries of trade and tariff information, 

3500 
zee also names or classes of articles im- 
ported or exported. 

lariff Commission, appropriations, 1970, re- 
port, 12192 

Tariffs and trade, general agreement on, see 
General agreement on tariffs and trade. 

Tarrant, Robert F., nitorgen enrichment of 
2 forest ecosystems by red alder, 12714 

Tarryall Creek, geology and ore deposits of 
southern Tarryall region, Park and Jef- 
ferson Counties, Colo. (series), 12781 

Task Force on Demonstrations, Protests, 
and Group Violence, staff report to Na- 
tional Commission on Causes and Preven- 
tion of Violence, 13324 

Task Force on Firearms, staff report to 
National Commission on Causes and Pre- 
vention of Violence, 13321 

Task Force on Historical and Comparative 
Perspectives on Violence in America, staff 
report to National Commission on Causes 
and Prevention of Violence, 13328 

Task Force on Law and Law Enforcement, 
special staff study to National Commission 
on Causes and Prevention of Violence, 
13325 

Tasmania, lights and fog signals, list change, 
1326 

laut wire buoy array for environmental mon- 
itoring in AUTEC, 13231 

Tax refunds, internal revenue taxes, refunds 
and credits, report, 12143 

Tax returns, see Income tax. 


Taxation : 


farm real property, 1950-67, revised esti- 
mates, 11886 

oil and gas industry, economic factors 
affecting level of domestic petroleum 
reserves, 12244 

property assessment ratio studies, 12019 

State taxation of national banks, provide 
uniform rule, report, 12165 

tax reform act of 1969 
report, 12200 
summary, 12295 
supplemental report, 12201 

tax reform studies and proposals, Treasury 
Department, 12244 

see also Employment taxes—Income tax— 
Internal Revenue— Withholding tax. 
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Taxes, see Taxation. 

Teachers, Job Corps, and guidance counselor, 
— announcement, amendment, 
1203 

Technical assistance, EDA program, what it 
is, how to apply, 12393 

nee bulletins, Agriculture Department, 


Technical information, technical information | 


for Congress, 12149 
Technical manuals, 
11947-948 
Technical notes: 
National Aeronautics and Space Adminis- 
tration, 13066-139 
National Bureau of Standards, 13159-161 
Technical papers: 
Census Bureau, 120 
Sport Fisheries and WV ildlife Bureau, 13467 
Technical reports : 
Air Force Human Resources Laboratory, 
11888-—891 
Army Aviation Materiel 
11950—957 
Environmental Science Services Adminis- 
tration, 12566—573 
National Aeronautics and Space Adminis- 
tration, 13140-141 
Naval Oceanographic Office, 13267—269 
School of Aerospace Medicine, 11900-—906 
Waterways Experiment Station, 12558 
Technical translations, National Aeronautics 
and Space Administration, 13142-13150 
Technique for location of buried sand and 
gravel deposits in shallow-water areas, 
13246 
Technological 
guide, 12072 
Technology : 
aerospace related technology for industry, 
conference proceedings, 13062 
clean rooms, contamination control, 13061 
instructional systems and technology, in- 
troduction to field and use in Federal 
training, 12056 


Army Department, 


Laboratories, 


Laboratory, Seattle, Wash., 


Panel on Science and Technology, 10th 
meeting, proceedings, 12148 
science & technology and the cities, 


Panel on Science and Technology, 10th 
meeting, proceedings, 12148 
scientific and technical progress, USSR 
long-range forecasting, 129% 
kT | systems and technology series, 


utilization (series), 13061 
see also subjects. 
Teenagers, see Youth. 
Teeth: 
panoramic survey of basic airmen, 11905 
see also Dentistry. 

Teichner, Warren H., predicting human per- 
formance in space environments, 13041 
Telecommunication, code of Federal regula- 

tions, 12634 
Telemetry, NRL SOLRAD 9 satellite, Solar 
Explorer B, 1968—-17A program, 13285 
Telephone, excise tax rates, continue, re- 
port, 12270 
Television : 
sets, current industrial reports, 12002 
survey of political broadcasting, 1966 pri- 
mary and general election campaigns, 
12605 
Temperature : 
effect of outdoor exposure at elevated 
temperature on fatigue life — Ti-SA1- 
1Mo-IV_ titanium aang and AM 350 
stainless steel sheet, 13133 


graphite filament-wound pressure vessels 
at ambient and cryogenic temperatures, 
tensile 
13129 


and cyclic fatigue properties, 
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Temperature—Continued 

influence on coal-steam gasification re- 
actions, 13027 

measurement, digital monitor for photo- 
recording, 

pump cavitation performance for various 
liquids, liquid temperatures, and rota- 
Ee, foes, method for prediction, 


superficial thermal gradients, effect of 
2-dimensional topography, 12759 
surface, and thermal properties, of seed- 
beds, guide for foresters, 12721 
the rmocouple technique for measuring hot- 
gas-side wall temperatures in rocket 
engines, 13095 
transition temperature factors relating to 
fracture-safe design for _ structural 
steels, integration of metallurgical and 
fracture mechanics concepts, 13300 
see also Heat—Ocean temperature. 
Tenmile Creek : 
flood plain information, 12479 
floods, how to avoid damages, 12540 
Tennessee : 
Agricultural Stabilization and Conserva- 
tion Service— 
activity summary, 11848 
annual report, 11847 
dealers in trout and pondfishes, list, 13449 
land conveyance to, report, 12265 
Tennessee Valley Authority : 
appropriations, 1970, hearings, 12204 
Heaith and Safety Division, annual re- 
port, 13502 
member, nomination of Aubrey J. Wagner, 
hearing, 12320 
press handbook, 13504 
Tepee Creek quadrangle, Mont.-Wyo., 
ogy, 12782 
Terrain : 
irregular— 
inhomogeneous, Loran-C, D phase correc- 
tions over, simplified computer meth- 
ods, 12570 
propagation measurements in 76-to 
9200-MHz range, analysis, 12569 
Terrestrial magnetism, grid values of total 
magnetic intensity, IGRF 1965, tables, 
ete., 12566 
Territories Office, appropriations, 1970, re- 
port, 12171 
Tertiary period, see Gwandu formation. 
Test plan optimization for lExplorer-size 
spacecraft, 1309 
Test wells, see Well drilling. 
Testimony, see Evidence. 
Testing : 
controlled destructive testing of pressure 
vessels, 13286 
open-air testing of lethal chemicals, en- 
vironmental dangers, hearings, 12221 
radium leak test, collection of articles, 
13: 353 
see also names of substances or objects 
tested. 

‘Tests, see types or names of tests. 
Teuthoidea, illustrated key to families of 
order Teuthoidea (Cephalopoda), 13425 

Texas: 
Agricultural 
tion Service, 
11849-850 
climate, 12560 
congeress muskmelon breeding program, 
ete., 118 
surface, --- stations, index, 12776 
water resources data, 12793—794 
Textiles : 
flammable clothing, dangers, 13336 
industry in Puerto Rico, data pertinent 
to review of minimum wage rates, 
13530 
man-made fiber broadwoven goods, current 
industrial reports, 12003 


geol- 


Stabilization and Conserva- 
annual statistical reports, 
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Textiles—Continued 
synthetic, 1965, employee compensation 
and payroll hours, 12963 
woven fabrics, current industrial reports, 
» 


Thailand : 
mineral industry, minerals yearbook chap- 
ter, 13020 
northeastern, mineral investigations, 
12784 


Thermacouples, technique for measuring hot- 
gas-side wall temperatures in rocket en- 
gines, 13095 

Thermal cycling, see also clin 

Thermal pollution, industrial waste guide, 
2659 

Thermal properties: 
and surface temperatures of seedbeds, 

guide for foresters, 12721 
thermo-oxidatively stable Pyrrone lami- 
nates, experimental feasibility study 
for preparation, 13052 
Ty Saws Nguyen, see Nguyen Thi Huong 


Thinning of forests, see Forest thinning. 
This is Cooperative Extension, 11879 
Themes David D., address, Aug. 20, 1968, 


Thomson, Robert G., analytical evaluation 
of denting of airplane surfaces by hail, 
13134 

Thorium, minerals yearbook chapter, 13030 

TIAS series, 13478—488 

TIB series, 13441 

Tides, tables, Burope, west coast of Africa 
and Mediterranean sea, 12059 

Tillage, pubications, list, 11788 

Timber: 

Douglas-fir supply, alternative programs 
for increasing timber supplies from 
national forests, 12676 

Federal, competition in Pacific Northwest, 
12710 


Time: 
ionosphere propagation delay measure- 
ment — using dual phase co- 
herent doppler frequencies and thin 
shell model, 13288 
residence time, influence on coal-steam 
gasification reactions, 13027 
— time zone chart of the world, 
265 
time for action, highlights of 4th national 
conference of commissions on status of 
women, 1282 
Tinamous, spotted tinamous and pale 
spotted tinamous of Argentina, study, 
13466 
Tinkers Creek, Cuyahoga County, Ohio, 
floods, keep damages low by building high: 
12496 
Tips (monetary), see Gratuities. 
Tires: 
defective, require notification to pur- 
chasers, report, 12160 
tread wear, some problems in measuring, 
13160 


Tissues, tissue typing antisera, catalog, 
13169 


Titanium, Ti-SA1-1Mo-IV alloy and AM 350 
stainless steel sheet, effect of outdoor 
exposure at elevated temperature on 
fatigue life, 13133 
Tobacco: 
industry in Puerto Rico data pertinent to 
review of minimum wage rates, 13531 

revenue rulings, etce., internal revenue 
bulletin, cumulative, index-digest sup- 
plement system, 12832 

sensitive monitor for photochemical air 
pollution, 13354 

smoking, and health, information, 13376 

Tocks Island Dam, Delaware River basin, 
hydroelectric power development, report, 
12274 
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Tolle, W. E., hypobaric storage of mature- 
green tomatoes, 11873 

Tee mature-green hypobaric storage, 

Tomboulian, Roger, research and develop- 
ment of sonic boom simulation device, 


3043 

Tongue of the Ocean, magnitude of tempera- 
ture variability at one location, 13212 

Tooma, Samuel G., Jr., Oceanography in 
Channel Islands area of southern Cali- 
fornia, Sept.—Oct. 1965, 13268 

Toothpaste and powder, see Dentrifrices. 

Topography, 2-dimensional, effect on super- 

cial thermal gradients, 12759 

Tourists, see Visitors. 

Towns, see Cities and towns. 

Toys: 
hazardous, protect children from, under 

Federal hazardous substances act, hear- 
ing, 12291 
safety act of 1969, hearing, 12291 

Traee elements, spectrochemical analyses of 
coal ash, 13025 

Tracheotaxy as generic criterion in Himan- 
tarlidae, with proporal of 2 new Bothrio- 
gastrine gen>ra (Chilopoda: Geophilomor- 
pha), 134.4 

Traction, publications, list, 11788 

Trade, see Commerce. 

Trade associations, Webb-Pomerene export 
trade associations and wood products in- 
dustries or can Webb-Pomerene act help 
LA Fay more processed wood to Japan? 
271; 

Trade marks, see Trademarks. 

Trade Negotiations, Office of Special Rep- 
resentative, see Special Representative 
for Trade Negotiations. 

Trademarks, index, 13315 

Trades, see Occupations. 

Trading stamps, use and economic signifi- 
cance, economic report, 12653 

Traffic, see Air traffic. 

Traffic control, improvement of transporta- 
tion graphics and communications, pro- 
ceedings of seminar, 13387 
see also Air trafific. 

Traffic safety, see Safety of life. 

Traftic signals, see Signal system. 

Trails, Wenatchee National Forest bike 
trips, general information, 12722 

Traineeships, allied health professions per- 
sonnel training act of 1966, amended, re- 
port, 13167 

Training : 
instructional systems and tocheoleny in- 

troduction to field and use in deral 
training, 12056 
training systems and technology series, 


veterans, special training allowance, in- 
crease rates, report, 12170 
ae > @. Mechanics (persons)—Military 
ucati 
Training devices, guide, Naval Training De- 
vice Center, 13305 
Trajectories : 
direct, to Jupiter, Saturn, Uranus, and 
Neptune, general discussion etc., plan- 
etary flight handbook, 13058 
parametric angles of trajectory-deter- 
mined field line intersects predicting 
location of artificial auroras, 13074 
Transformations (mathematics) : 
shape preserving expansion and contrac- 
tion of objects in E*, 13077 
Transistors, using transistors in avalanche 
mode, USSR study, 12947 
Translating machines, copyrights for ma- 
chine translations considered, USSR, 12954 
Translations, technical, National Aeronau- 
ties and Space Administration, 13142- 
13150 
Transmission lines, see Electric lines. 
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Transmission loss, see Transmissions. 
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Transmissions : 
high-reduction-ratio transmission in UH- 
1 helicopter, installation, 11950 
transmission loss atlas for select aero- 
nautical service bands from 0.125 to 
15.5 GHz, 12567 
Transpiration, portable apparatus for esti- 
= ang stomatal aperture in conifers, 


osama aircraft, see Aircraft. 
Transportation : 
and economic development in Alaska, policy 
analysis, 12612 
information, report to Committee on Ap- 
propriations, House, 13509 
migratory birds, 1969-70, Federal regu- 
lations governing, 13461 
moving expenses, tax information for em- 
ployees and employers, 12836 
National Capital transportation act of 
9 Federal contribution for transit 
development program, report, 12257 
urban commutation alternatives, 13511 
urbanized area planning programs, direc- 
tory, 18385 
worldwide cargo transportation costs 
guide, Army Dept. pamphlet, change, 
11940 
see also Roads and highways. 
Transportation Department : 
and marine sciences, report, 13507 
annual report on administration of natural 
gas pipeline safety act, 13505 
what, where, and how it buys, 13510 
Transports, supersonic, tentative airworthi- 
ness standards, 12665 
Trappe, J. M., biology of alder, 12672 
Travel, trail bike trips, Wenatchee National 
Forest, general information, 12722 
Treasury, United States independent sys- 
tem, background and evaluation study, 
18199 
Treasury Department : 
silver sales limited to small business con- 
cerns, GAO report, 12750 
tax reform studies ‘and proposals, 12244 
Treaties : 
multilateral, 1918-30, compilation, 13489 
treaties and other international acts series, 
13478-488 
treaties and other international agree- 
ments, 
1776-1949, compilation, 13489 
Trees 
edible fruit of forest trees, 12678 
State, list, 12719 
woody ornamentals, marketing, practices 
and trends of nurseries in Louisiana, 


12412 
Trent River, flood plain information, 12469 
Tribus, Myron, address, Aug. 12, 1969, 
12071 
Trichinosis, facts about, 11795 
Tri-Gas & Oil Co. Inc., motor carrier acci- 
dent, 13037 


Trigg, William M., summary and analysis of 
fire danger indexes for selected coastal 
Alaska stations, 12720 
Trips, see Travel. 
Troops, see Army. 
Trout: 
dealers— 
Tennessee, list, 13449 
Virginia, list, 13450 

steelhead, Columbia River basin, cost, in- 
curred to preserve as source of salmon 
and trout, GAO report, 12732 

Truck drivers, see Motortruck drivers. 

Trunk, G. V., median detector for nonco- 
herent distributions, 13299 

Trust funds, see Trusts and trustees. 

Trust Territory of Pacific Islands, appropri- 
ations, 1970, report, 12171 

Trust (industrial) : 
antitrust laws, antitrust and monopoly 


SEPTEMBER 1969 


Trusts and trustees, trust funds for educa- 
tional scholarships, etc., employer con- 
tributions ay 61 
Tubes, see Electron tubes. 

Tulare Lake Basin, botulism outbreak, hear- 
ings, 12238 

Tule Lake Irrigation District, durum wheat 
acreage allotments, hearing, 12283 

Tungsten, are-melted tungsten-rhenium- 
hafnium-carbon alloys, mechanical prop- 
erties, 13123 

Turbine blades, see Blades. 

Turbulence : 
in mixing reopen between ducted coaxial 

streams 
Me 4 optical methods, USSR 
study, 12881 

Turbulent flow, see Flow. 

Turkey 
ateuie energy; cooperation for civil uses, 

agreement, 
records of or of State, pamphlet ac- 
cempnaying microcopy internal affairs, 

Tussock moths, sequential sampling of Doug- 
las-fir tussock moth populations, 12706 

TVA, see Tennessee Valley Authority. 


U 


U.S. Diplomatic Courier Service, 50th anni- 
versary, commemorative medals, report, 


12268 

U.S. Information Agency, appropriations, 
1970, report, 12192 

UH-1A, see Helicopters. 

UHF, see Ultrahigh frequency. 

Ukrainian Soviet Socialist Republic, Acad- 
emy of Sciences, president interviewed, 


12906 
Ultrahigh frequency : 
frequency management engineering princi- 
ples, VHF/U 7 eware link facility 
handbook, 1 
UHF want. oy measurements over ir- 
regular terrain in 76- to 9200-MHz 
range, 12569 
Ultrasonics, see Sound. 
Umatilla National Forest, general informa- 
tion, 12723 
Umpqua River and Valley, basin, sediment 
transport in streams, 12787 

UN, see United Nations. 

Un-American activities, subversive involve- 
ment in disruption of 1968 Democratic 
Party National Convention, hearings, 
12230 

see also Communism 

Un-American ‘Activities Committee, House, 
hearings, 12230 

Underhill, Vt., Army Materiel Command Fir- 
ing Range, ‘adjust legislative jurisdiction, 
report, 8 

Understanding the 1970 census, 12022 

Underwater research, see Oceanography. 

Underwater sound, see Sound. 

Unemployment insurance : 

extend and improve system, gropesals, 
message from the President, 12147 

State laws, comparison, 12444 

tax rates by industry, 12445 

Unified analysis of turbulent jet mixing, 

Uniformed services, see Armed Forces. 

Union City, Tenn. 

flood plain information, 12470 

floods, how to avoid damage, 12518 

Union of Soviet Socialist Republics: 

Academy of Sciences, general information, 

12887 


atomic power stations, handling of radio- 
active wastes, 12895 

biomedical research conducted in USSR 
during 1968 and early 1969 under space 





activities, 1968, report, 12272 
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Union of Soviet Socialist Republics—Con. 
diplomatic and strategic impact of multi- 
le warhead missiles, hearings, 12217 
influenza A2 (Hong Kong) 1/68 virus and 
its implication in 1968 influenza out- 
breaks, 12940 
replenishment of fish stocks by acclima- 
tization, 12942 
scientific research in agriculture, 12900 
upper atmosphere and space _ research, 
12937 
Union Slough National Wildlife 
birds, list, 13455 
Union wages, see Wages. 
Unit heaters, shipments, 1958-67, patterns 
of industrial growth, 11976 
United Kingdom, see Great Britain. 
United Nations, action agency for peace and 
progress, 13476 
United States : 

Note.—For all subjects pertain- 
ing to the United States, except its 
government, general history, and 
description, see such subjects. 

United States Arms Control and Disarma- 
ment Agency, biographic register, 13470 

United States Code, see Codes of law. 

United States Information Agency, bio- 
graphic register, 123470 

United States-Mexico Commission for Border 
Development and Friendship, appropria- 
tions, 1970, report, 12192 

United States Mission to United Nations, 
biographie register, 13470 

United States Park Police, see Police. 

United States Travel Service, annual report, 
13513 

Upham Brook: 
flood plain information, 12480 

technical appendix, 12481 

Upper atmosphere, see Atmosphere. 

Upper Flint River, floods, Atlanta, Ga., how 
to avoid damage, 12541 

Upwash patterns on ablating and nonablat- 
ing cones at hypersonic speeds, 13121 

Uranus (planet) : 
direct trajectories to Jupiter, Saturn, 

Uranus, ete., general discussion, contour 


Refuge, 


charts, planetary flight handbook, 13058 | 


Urasek, Donald C., investigation of two- 
phase hydrogen flow in pump inlet line, 
13079 

Urban, Francis S., agricultural prospects in 
Central America, 12420 

Urban areas, see Cities and towns 

Urban renewal, see Redevelopment (city 
planning, etc.). 

Uremia, chronic, research program, oppor- 
tunities for participation, 13175 


Urethanes, polyurethane foams, technology, | 


properties and applications, 12376 
Urine, screening for bacteriuria, 13372 
USAAVLABS, see Army Aviation Materiel 
Laboratories 
USAP, see Air Force 
Useller, James W., 
13061 
User’s manual 
gram, 12724 
USSR, see Union of Soviet Socialist Repub- 
lies. 
USTS, see United States Travel Service. 
Utah: 
ASCS annual report, 11851 
Idaho-Utah power interruption, Dee. 22, 
1967, report, 12619 
southeast, BLM lands, recreation and wild- 
life, 12988 
a see Electric utilities—Public util- 
ties, 
‘tility companies, see Electric utilities. 
‘tility Consumers Counsel Office: 
establish, hearings, 12301 
print additional copies, report, 12275 
Tweinat, Gebel, Libyan Desert habitats, 
flora, mammals and wasps, 13423 


clean room technology, 


for SORAC compyger pro- 


— 


~~ 
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Vv 


Vacation pay, see Wages. 

Vacations, vacation work permits for 
minors in District of Columbia, report, 
12184 

see also Holidays. 

Vacuum, friction and contact resistance dur- 
ing sliding in vacuum of some low- 
eee gin metals lubricated with sput- 
tered molybdenum disulfide films, 13124 

Valves, fuel-control for use in airbreathing 
engine research, dynamic performance 
analysis, 13112 

Van Ligten, Raoul F., holographic miscros- 
copy for determination of failure mechan- 
isms in monolithic circuits, 13051 

Van Staveren, Theodore D., conferring 
citizenship posthumously, 12085 

Vanadium, minerals yearbook chapter, 13031 

Vanes, laboratory vane shear and fall-cone 
devices, comparison of shear strength 
measurements, 13245 

Vapor, see Water vapor. 

Vaporization, vapor-phase oxidation of hydo- 
earbons, 13284 

Variability of bottom reflected 
using deep research vehicle Alvin, 

Variation (biology) : 
intraspecific, variation of Spinacopia, 

new genus of myodocopid Ostracod 
(Sarsiellidae), 13421 
Vary, Alex, corrosion in cobalt alloy, two- 
phase mercury loop, 13109 
Vegetables : 
fresh, shipments by States, ete. 12324 
in family meals, guide for consumers, 
11868 

processed, and related products, regula- 
tions governing inspection and certifica- 
tion, 12329 

see also names of vegetables. 
Vegetation, control on roads and highways, 
highway research and development news, 
13386 
Vehicles : 
deep research vehicle Alvin, used to in- 
vestigate variability of bottom reflected 
signals, 13213 

high speed, use of surface waves in com- 
municating with, 12574 


signals, 
3213 


maintenance at non-personnel offices, 
13318 
see also Spacecraft. 
Velocity : 
detonation, of desensitized nitroglycerin 


in simulated underground fractures, 


sound velocity cross sections of world's 
oceans, eastern North Pacific, 13236 
Ventana Wilderness in Califronia, designate 
as wilderness area, proposal, report, 12196 
Ventura County, Calif., flood hazard along 


Santa Clara River, Saticoy to Pacific 
Ocean, 12447 

Vermillion, Charles H., weather satellite 
picture receiving stations, inexpensive 


construction of automatic picture trans- 
mission ground equipment, 13063 
Vermont: 

Agricultural Stabilization and Conserva- 
tion Service, annual report, 11852 
census of business, 1967, wholesale trade, 

area statistics, 11992 
Verrall, A. F., preservative treatments for 
protecting wood boxes, 12708 
Vertical takeoff aircraft, see Aircraft. 
Vertigo, modification of vestibular nystag- 
mus and vertigo by visual stimulation, 
11971 
Vessels, see Fishing vessels—-Ships. 
Vessels (utensils) : 
spherical vessel, 
13024 
thermal and radiation shielding of reactor 
vessel, USSR study, 12952 


explosion development, 
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Veterans : 
benefits for veterans with service since 
te 31, 1955, and their dependents, 
13517 
benefits, technical corrections in title 38, 
United States Code, law, 12109 
educational assistance allowances, in- 
crease rates, report, 12170 
survivor benefits, indemnity compensation 
and insurance, increase hearing, 12296 
see also Pensions. 
Veterans Administration: 
appropriations, peerage. 12285 
bibliography series, 13. 
hospital sites to be acquired before de- 
veloping working drawings and specifi- 
eations for construction of hospitals, 
GAO report, 12747 
librarian, examination announcement, 
12051 
psychologists, clinical or counseling, and 
psychology technicians and aids, gradu- 
ate student — professional op- 
portunities, 13516 
VA pamphlets, 13516-517 
Veterans’ Affairs Committee, House, report, 


170 
Veterans hospitals, sites to be —= pg be- 
fore developing working drawings and 
specifications for construction, need, GAO 
report, 12747 
Veterans of Foreign Wars of United States, 
partners in civil defense, 12028 
Veto, presidential, 1789-— 1968, list, 12245 
VHF, see Frequency band. 
Vibration : 
shock and vibration bulletins, 12379-383 
supplement, 12384 
shock and vibration digest, 12385 
shock and vibration monograph series, 


ultrasonic effect on, precipitation harden- 
ing of steels and superalloys, errata, 
3071 


1 
Vice, R. B., sediment movement in area of 
suburban "highway construction, Scott Run 
basin, Fairfax County, Va. 6 
Vicksburg, Miss., Mississippi and Yazoo 
Rivers, flood plain information, 12466 
Victoria, Tex. : 
flood plain information, 12459 
floods, how to avoid damage, 12520 
Victorville, Calif., flood hazard, Mojave 
River, San Bernardino County, Calif., 
12449 
Vietnam : 
dye dispersal study, oceanographic cruise 
summary, 13229 
government, legislative, judicial, execu- 
tive, etc., latest Gaveiegusents, public 
administration bulletin, ert: 
information notes (series), 13472 
pacification in Vietnam, 13472 
references, selected, 11909 
Vietnamese language, familiarization course, 
Foreign Service Institute basic course, 


13491 
Villas, N.J., floods, how to avoid damage, 
12489 


Vinh, Nguyen X., analytical solutions of 
class of optimum orbit modifications, 
13044 
Violence : 
firearms and violence in American life, 
13321 

in America, historical and comparative 
perspectives, 13328 

rights in concord, response to counter- 
inaugural protest activities in Washing- 
ton, D.C., 13325 

San Francisco State College, shut it 
down! college in crisis, 13327 

shoot-out in Cleveland, black militants 
and police, 13326 

violent aspects of protest and confronta- 
tion, politics of protest, 13324 
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Violence, Causes and Prevention, National 
Commission on, see National Commission 
on Causes and Prevention of Violence. 

Viral diseases, see Virus diseases. 

Virgin Islands: 
minimum wage rates, inGestzten, 13524 
nautical chart catalog, 12060 
water resources development by Army 

ag = of Engineers, 1255 

Virgin Islands Corporation, in liquidation, 
financial statements, fiscal years 1967-6 
GAO examination, 12139 

Virginia : 

Agricultural Stabilization and Conserva- 
tion Service— 
1967 annual report, 11853 
1968 annual report, 11854 
aT in trout and pondfishes, list, 


employment statistics, 1958-66, compila- 
tion, 12979 
Virus diseases : 
neurotropic viral diseases surveilance, 
National Communicable Diseases Cen- 
ter, annual encephalitis summary, 
13357 
viral quantitation by media supplements 
and buffers, enhancement, 11904 
Viruses : 
harmful effect of 6-azauridine on replica- 
tion of human cytomegalovirus, USSR 
study, 12943 
influenza A2 (Hong Kong) 1/68 virus and 
its implication in 1968 outbreaks in 
Soviet Union, 12940 
oncogenic virus research, biohazard con- 
trol and containment, 13168 
Vision, see Sight. 
Visitors : 
foreign visitor ig | creas sum- 
mary and analysis, 135 
HEW visitors in ak Sie 12804 
visitor services training series, 13200 
Vital statistics : 
Cote evaluation and methods research, 


‘ 
data from national health survey, 13380 
data on national health resources, 13381 
United States, 13382 
see also Birth. 
Vocational education : 
and occupations, 12442 
CINTERFOR, Inter-American seminar on 
manpower training and development, 


12959 

Vocational rehabilitation, see Rehabilitation 
of the disabled. 

Volunteer workers, mobilization of non-poor 
volunteers in ees action, AP 
mission guide, 12401 

Voprosy filosofi (USSR periodical) : 
translations, 12897 

Voting 
rights act of 1965, extend, hearings, 12234 
vote for farmers of your choice, 11877 

VTOL (vertical takeoff and landing), see 
Aircraft 


w 


Wacker, Paul F., microwave spectral tables, 
polyatomic molecules with internal rota- 
tion, 13158 

Wage and Hour and Public Contracts Divi- 
sions, directory of offices, 13532 

Wages: 
area surveys— 

Albuquerque, N. Mex., 12972 
Charlotte, N.C., 12967 
Cincinnati, Ohio, 12969 

Des Moines, Iowa, 12968 
Milwaukee, Wis., 12971 
Phoenix, Ariz., 12966 

St. Louis, Mo.-Ill., 12970 
Savannah, Ga., 12973 
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Wages—Continued 
employee compensation and payroll hours, 
cotton and synthetic textile, industry, 
12963 
major collective bargaining agreements, 
paid vacation and holiday provisions, 
12964 
minimum— 
District of Columbia act, amend, report, 
12179 


Puerto Rico— 

agriculture, 13518 

children’s Gress my related products 
industry, 1351 

fabric and leather industry, 13520 

hosiery industry, 13521 

hospital x institutions in- 
dustry, 1: 

hotel and motel industry, 13523 

local transit industry, 13525 

1966 coverage enterprises in wage 
order industries, 13526 

restaurant and food service industry, 
13527 

rubber products industry, 13528 

shoe and related products industry, 


13529 
textile and textile products industry, 
13530 


tobacco industry, 13531 
Virgin Islands, industries, 13524 
overtime basic rates for computing, 13533 
railroad employees, taxable compensation 
and service, 1967, statistical tables, 
13390 
union, motortruck drivers and helpers, 
12965 


withholding taxes from your employee's 
wages, 12841 
Wagener, Aubrey J., nomination, hearing, 


12320 
Wakes, wake of 120° cone at Mach num- 
ber 2.20, experimental flew properties, 


13135 
Walla Creek, Colorado River Basin, Tex., 
1966, compilation of hydrologic data, 


12765 

Walla Walla, Wash. : 
flood plain information, 12482 
floods, general information, 12519 

Walla Walla River and Valley, tributaries, 
flood plain information, 12482 

Wallowa-Whitman National Forest: 
Eagle pp Wilderness, general informa- 
tion, 12677 

facts, 12726 

general information, 12725 

Walls: 

data-reduction technique for determining 
rapidly rane heating rates to thermally 
thick walls, 13103 

hot-gas-side wall temperatures in rocket 
engines, thermocouple technique for 
measuring, 13095 

perforated, use, to control shock location 
and movement in internal-compression 
Sepqeate inlet, numerical analysis, 
1814 

Walnut River, El Dorado, Kans., floods, how 

to avoid damage, 12498 

Waseneicne, see Moths. 

War: 


art of war, selected references, 11913 
rural fire defense in wartime, mission, 
organization, coordination, 11881 

War in the Pacific National Historical Park, 
master plan, 13194 

Warfare, see Guerrilla warfare. 

Warhead missiles, see Missiles. 

Warm air furnaces, see Furnaces. 

Warm Springs Reservoir, evaporation study, 
12769 

Warner, Theodore B., lanthanum fluoride 
electrode response in water and in 1M 
sodium chloride, 13303 
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Washabaugh County, 8. Dak., soil survey 
report, 13447 
Washburn, Iowa, motor carrier accident, 


Washers (metal, etc.) : 
Federal item identification guide, 12360 
Washington, D.C., see Capital of United 
States—,District of Columbia. 
Washington National Airport, aviation fore- 
casts for 1969-80, 12601 
Washington State: 

Agricultural Stabilization and Conserva- 
tion Service, annual report, 11855 

coastal and estuarine waters, environ- 
mental factors, 12657 

coastal tributaries, Pacific Coast basin, 
river mile index, 13309 

Columbia River basin, Moses Coulee, Crab 

Foster Creeks, Okanogan, Sanpoil, 
Colville, & Kettle Rivers, river mile 
index, 13310 

electric rate book, 12622 

Federal careers in Northwest, 12042—43 

Wasps: 

Egyptian solitary wasps and bees and their 
associates (Hymenoptera: Aculeata), 
life history notes, 13430 

Gebel ’Uweinat, Libyan Desert, habitats, 
flora, mammals, and wasps, 13423 

Wasserbauer, Joseph F., dynamic response 
of Mach 2.5 axisymmetric inlet with en- 
gine or cold pipe and utilizing 60 percent 
supersonic internal area contraction, 


1311 
Waste disposal, see Radioactive waste dis- 
posal—Waste products. 
Waste products: 
advanced waste treatment research— 
rogram, summary report, 12664 
VP—AWTR series, 12662 
basic waste characteristics at winter rec- 
reation areas, progress report, 12654 
entrainment drying and carbonization of 
wood waste, 13026 
a waste guide on thermal pollu- 
tion, 
organic solid wastes, conversion into yeast, 
economic appraisal, 13335 
potato waste treatment, symposium pro- 
ceedings, 12660 
Water: 
atmospheric water resources program, 
Project Skywater, physics and chem- 
istry of nucleation, conference proceed- 


ings, 13401 
coastal and estuarine— 
environmental factors, bibliographic 


series, Washington State, 12657 
United States, index to research, 12658 
conservation practices, engineering field 
manual, 13442 
data, catalog of information, index, 12777 
demineralized water system for NRL 
cyclotron, 13274 
ground water— 
Arena, Luna County, N. Mex., avail- 
ability, 12758 
Bosque del fpache Grant, Socorro 
caenty, N. Mex. explorations, 12775 
California data— 
central coastal subregion, 12772 
Sacramento basin subregion, 12773 
San Joaquin basin subregion, 12774 
Chad Basin of Bornu and Dikwa Emir- 
som , Beethomn Nigeria, availability, 


exploratory drilling, in western Sokoto 
Province, Nigeria, 12770 

Kahuku area, Hawaii, 12797 

man under water, USSR study, 12949 

quality, Jensen project, evaluation of im- 
pact, 12656 

resource development proposals, Interior 
pe end to investigate feasibility, report, 
121 


Do not order from index; see indicated entry 











Water 
reso 





vey 


ent, 


0 
ited 


ore- 


'va- 


sin, 
rab 


oil, 
nile 


ieir 
a), 


ats, 
nse 


ent 
on, 


ir- 
ty, 


to 








Water—Continued 
resources— 
— Cleveland, and Dallas Counties, 
Ark., 12798 


development by Army Corps of Engineers 


Delaware, 12552 
New Jersey, 12553 
Puerto Rico and Virgin 
12554 
Nevada, 12791 
New Mexico, 12792 
research catalog, 12827 
Silver City —_ Grant County, N. Mex., 
appraisal, 790 
Texas, 12783794 
Wyoming, 12795 
response in water, lanthanum fluoride elec- 
trode, 13303 
saline water appropriations, law, 12128 
saline water research and development 
progress report, 12825-826 
shallow-water areas, buried sand and 
gravel deposits, technique for location, 
13246 
ship anemometer heights above mean water 
level, 13244 
surface water 
quality, United States, 12801-—802 
stations, index, 12777 
Texas, 12776 
supply, 1961-65, United States, 12800 
thermal neutron scattering measurements 
in water, 12826 
urban storm water runoff, selected ab- 
stracts, 12663 
water-oriented outdoor recreation, econ- 
ometric model for predicting demand, 
12409 
water spectrum, issues, choices, actions 
(periodical), 12555 
water supply papers, 12796-12802 
well site study, Fort Wingate Army Ord- 
mauee Depot, McKinley County, N. Mex., 
Water birds, hunting, possession, pen oe aml 
tation, importation, Federal regulations 
governing, Alaska, 13461 
Water pollution: 
clean water for nation’s estuaries, proceed- 
ings, public meeting on water quality 
management for estuaries, 12655 
control, cooperation by all Federal agen- 


Islands, 


cles for— 
hearings, 12319 
report, 12281 


control act, amend— 
a a 12319 
report, 12281 

control _ oil discharge in navigable 

waters— 

hearings, 12319 
report, 12281 

control of eovegs from vessels— 
hearings, 12319 
report, 12281 

improvements in automatic sampling 
equipment used to determine extent of 
pollution in runoff from agricultural 
watersheds, 11787 

Nation’s estuaries, San Francisco Bay and 
Delta, Calif., hearing, 12223 

= mw Bont Santa Barbara, Calif., hear- 
n, 

veal — study, San Diego Bay, 
Calif., 12661 . 

water pollution control research series, 
1266: 


64 
advances waste treatment research. 
662 


1 
water quality improvement act of 1969— 
hearings, 12319 
report, 12281 
Water quality act of 1965, see Water 
pollution. 
Water quality improvement act of 1969, ece 
Water pollution. 
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Water Resources Council, 
hearings, 12204 
Water Resources Research Office, appropri- 
ations, report, 12171 
Water vapor, vertical ae ia sf water 
vapor over Washington, D.C., 296 
Waterborne commerce, see oy 
Waterfowl, see Water birds. 
Waters, William J., nickel base alloy, WAZ— 
20, with improved strength in 2000° to 
2200°F range, 13127 
Watersheds : 
agricultural improvements in automatic 
sampling equipment used to determine 
extent of pollution in runoff, 11787 

management program in Wind River basin, 
Wyo., appraisal, 12756 

Waterways, see Inland waterways. 

Waterways Experiment Station: 
publications available for purchase, 12547 
technical reports, 12558 

Waterwood, crayfish, use for control of 
aquatic weeds in trout lakes, corrected 
copy, 13467 

Watson, E. R., operation of 50,000 gpd por- 
table reverse osmosis pilot plant, 12825 

Watson, Thomas J., jr., appointment as citi- 
zen regent, law, 12115 

Wave Propagation Laboratory, _— tech- 

wis —_ report ERL—WPL series, 12571-—572 
cuemntupential, and aluminum cylinders 

in water, by means of pulses, experi- 
mental examination, 13281 

governing equations for wave propagation 
in rm isotropic continuous 
fluid, 12588 

SH- -type seismic waves, detection by means 
of angular accelerometers, 12780 

ship structural response in waves, investi- 
gation of utility of computer simula- 
tion to predict, 13409 

surface, use in communicating with high 
speed vehicles, 12574 

see also Shock waves. 

Wayne County, Mich., work experience and 
training project, administration and effec- 
tiveness, GAO report, 12731 

Wayne County, N.Y., Canandaigua Outlet 
rood. keep damages low by building high, 
1252 

Ways and Means Committee, House: 
committee print, 12244 
reports, 12191, 12198—201 

WB/TA series, 12575 

We hold these truths, 13515 

Weapons: 
atomic, design of structure to resist ef- 

fects, multistory frame buildings, 11947 
multiple warhead missiles, diplomatic and 
strategic impact, hearings, 12217 
system procurement, evaluation of 2 pro- 
posed methods for enhancing competi: 
tion, Defense Dept., GAO report, 12742 

Weather, service C sc hedules, 12592 

Weather Bureau, ESSA technical report, 
WB series, 12573 

Weather control : 

Project Skywater conference, proceedings, 
physics and chemistry of nucleation, 
13401 

weather modification program of Atmos- 
pheric Physics and Chemistry Labora- 
tory, symposium, 12576 

Weather modification, see Weather control. 

Weather satellites, see Satellites. 

Weather stations, Northern Boring Sea, Ber- 
ing Strait, Chuckchi Sea, USCGC North- 
wind oceanographic cruise, report, 12063 

Webb-Pomerene act, see Commerce. 

Weed, George T., relief, 12096 

Weeks, see names of special wee 

Wegener, James F., conferring a 
posthumously, 12098 

Weidenhamer, Margaret, homemakers’ opin- 
ions about selected meats, nationwide sur- 
vey, 11874 


appropriations, 
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Weightlessness, coordination of voluntary 
movements of man in a zero gravitational 
field (under weightlessness), 13 

Weightlifting provisions for women by State, 

owe 

Weirs, see Dams. 

Weitzman, Donald O., 
repeated exposure to 
12999 

Welded joints, see Joints. 

Welding, repair to hydraulic equipment, 
13398 

Well drilling: 
and testing of well 340, Fort Wingate 

Army Depot, McKinley County, N. Mex., 
12767 


phase 1, White Sands Missile 


effect on vision of 
carbon dioxide. 


test wells, 


Range, Dona Ana County, N. Mex., 
12778 
Wellfleet Job Corps Civilian Conservation 
Center, South Wellfleet, Mass., effective- 
ness and administration, GAO report, 
27 
Wells, William L., description of high-en- 


thalpy are tunnel at Langley Research 
Center including test-stream conditions at 


selected operating points, 13098 
Wells: 
classification definitions, 13311 


evaluation and control of corrosion 
Indus Plain, West 


tube, 
and encrustation, 
Pakistan, 12768 


water, Fort Wingate Army Ordnance 
Depot, McKinley County, N. Mex., site 
study, 12788 


Wenatchee Nz tiene l Forest, 
general information, 12722 


grail bike trips, 


Weott, Calif., floods, South Fork Eel River, 
causes, possible solutions to prevent dam- 
age, etc., 12538 

West, J. M., diatomite, 13010 


West Central Regional Advisory Committee, 
West Central Region power survey, 1970—- 
90, report, 12624 

West Pakistan, see Pakistan. 

West Virginia, employment statistics, 1958- 
66, compilation, 12979 

Western Europe, see Europe. 

Western Greenland Sea, see Greenland Sea. 


Western Utilization Research & Develop- 

ment division, laboratories and functions, 
797 
Wheat: 

durum, acreage allotments in Tulelake 


area, hearing, 12283 
program 1967, summary, 11815 
utilization research, 5th national con- 
ference, 11792 

Whiskeytown Shasta-Trinity National Rec- 
reation Area, general information, 13201 

Whitcomb, James H., detection of SH-type 
seismic shear waves by means of angular 
acclerometers, 12780 

White, James A., forestry 
West Pakistan, 12859 

White, Kenneth C., methods for pre- 
dicting spacecraft-window-induced line-of- 
sight deviations, 13076. 

White Earth, Minn., community action pro- 
gram, effectiveness and administration, 
GAO report, 12736 

White House Fellows, program, 13329 

White River National Forest, Maroon Bells- 
Snowmass Wilderness, general informa- 
tion, 12686 

White Sands Missile Range, N. Mex., test 
wells, phase 1, 12778 

White-winged doves, see Pigeons. 

Wholesale trade, census of business, 1967, 

area statistics, 11991-—9 
see also names of pe and 
industries, 

Wilbarger Creek, Colorado River Basin, Tex., 
i906, compilation of hydrologic data, 
«(So 

Wild animals, see Wildlife. 

Wild life, see Wildlife. 


management in 
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Wilder, Charles S., family use of health 
a. July 1963—June 1964, U.S., 
1338 


Wilderness areas: 
designate, proposal, Ventana Wilderness 
in California, report, 12196 

Maroon Bells-Snowmass Wilderness, White 

River National Forest, general informa- 

tion, 12686 
Wildlife : 

conservation in United 
3468 


States today, 


endangered species, prevent importation 


and interstate shipment of— 
hearings, 1229 
report, 12190 
exploring world around us, birds, ete. 
12431 


fish and wildlife coordination act, amend— 
hearings, 12236 
report, 12185 
supplemental report, 12186 

habitat research, Pacific Southwest, 12691 


recreation and weeaiee, BLM _siands, 
southeast Utah, 12988 
programs, progress, 


remere> problems, 
resources, surface mining effects, 13462 
right to exist, report, 13463 

a a reports, wildlife series, 


wildlife leaflets, 13469 

Wildlife refuges, refuge leaflets, 13452—460 
see also names of refuges. 

weewers. N.J., floods, how to avoid damage, 
249 


Wiley, Llewellyn N., comparing prediction of 
job performance ratings from trait ratings 
for aircraft mechanics and administrative 
airmen, 11888 

Willamette River and _ tributaries, flood 
plain information, 12483 

Willett, Joseph W., impact of new grain 
varieties in Asia, 12421 

Williamsburg, Ky., floods, how to avoid dam- 


age, 12521 
Wilmington Canyon, USNS Lynch (T- 
AGOR) seismic survey, oceanographic 
cruise summary, 13258 
Wilson, . some investigations of 
sound- scattering layers near Key West, 
Fla., 13276 
Wilson, 
13266 
Wind River, 
agement, program, 
Wind tunnels: 
——S are tunnel at Langley Re- 
search enter including test-stream 
conditions at selected operating points, 
description, 13098 
results, correlation with flight-determined 
aerodynamic properties of jet-aug 
mented auxillary-flap, direct- lift-control 
system, 13070 
Windows, methods for predicting spacecraft- 
window-induced line-of-sight deviations, 
13076 
Winds, windspeeds, 
maximum, 12702 
Windward Islands: 
Dominica 
Bredin- ‘Archbold- Smithsonian biological 
survey of Dominica, 13417-418, 
13428 
mosquitoes (Diptera: Culicidae), 13428 
West Indian Stenomidae (Lepidoptera : 
"ye. 13418 
Winger, Ray J. Pa Mong project, lower 
Mekong ere” basta, report on drainage 
investigations and requirements, 13397 
Wings (aircraft) : 
drag reduction due to gas injection 
through various discrete slots, at Mach 
2.01, on 3-dimensional wing, 13101 


Lloyd W., oceanographic surveys, 


watershed, man- 
12756 


basin, Wryo., 
appraisal, 


digital indicator for 
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Wings (aircraft)—Continued 
symmetrical and cembered delta wing 
ee at Mach numbers from 
2.0 to 10.7, experimental and theoreti- 
cal oul ation, 13086 
Winter, Jerry . development of improved 
throat inserts for ablative rocket engines, 
13067 
Winter, recreation areas, basic waste char- 
acteristics, progress report, 12654 
Wisconsin : 
Agricultural Stabilization and Conserva- 
tion Service, annual report, 11856—857 
y Congressional districts, 11858 
Withholding tax, see Income tax. 
Witkind, Irving J., geology or of a Creek 
quadrangle, Mont. 
Women: 
commissions on status of women, national 
conference report, 12824 
message about cancer screening, 13345 
hers a ea yah mer by State, 13536 
Wood, Valorie collection of radium leak 
test articles, 13353 
Wood: 
longitudinal shrinkage in 7 species, 12697 
processed, can Webb-Pomerene act help 
U.S. sell more to Japan? 12713 
stake tests, comparison of wood preserva- 
tives, 1969 progress report, 12695 
waste, entrainment drying and carboniza- 
tion, 13026 
see also names of articles manufactured 
from wood. 
Wood preservatives : 
comparison, stake tests, 1969 progress 
report, 12695 
preservative treatments for protecting 
wood boxes, 12708 
Wood pulp, red alder pulpwood and saw logs, 
marketing, 12700 
Woodcocks, hunting, possession, transpor- 
tation, importation, 1969— Federal 
regulations governing, 13461 
Woodlands, see Forests and forestry. 
Woodmansee, Walter C., mineral industry 
of Libya, 13016 
Woods, F. J., vapor-phase oxidation of 
hydrocarbons, effect of oxygen concen- 
tration on platinum: -catalyzed combustion 
and ionization, 13284 
Woody plants, see Plants. 
Wool: 
domestic, marketing system, 12408 
program. 1967 marketing year report, 
9 


Woolens, machinery activity, current indus- 
trial reports, 12 
Work: 
experience and training, administration 
and effectiveness of project under title 
5 of ~~ ¢ opportunity act of 1964, 
GAO r nopert 
Carroll, C ariton, Lafayette, and Saline 
Counties, Mo., 12728 
Jackson County, Mo., 12729 
St. a City and St. Louis County, 
Mo. 12730 
Wapne’ ae Mich., 12731 
job performance ratings, comparing pre- 
diction, from trait ratings for aircraft 
mechanics and administrative airmen, 
11888 


performance measure, officer effectiveness 
report, research review, 11889 

see also Occupations. 

Work permits, see Child labor. 

Workers, see Labor. 

Working Committee on Utilities, 
13330 

World, see Earth. 

World War, 1939-45, liberation of Guam, 
12991 

Worms, see Kinorhyncha. 


report, 
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Worrel, Stephen W., basic data on economy 
of Chad, 12069 

Worsted, eeerey previty, current indus- 
trial reports, 1 

Woven goods, see Textiles. 

WPL, see Wave Propagation Laboratory. 

Writing : 
Air Force writing, 

munications, 11893 

biomechanics of writing, USSR study, 


administrative com- 


1 
Wyoming 

ASCS Saneal report, 11860 

National Park Service Wyoming Gov- 
ernor’s book, 13196 

Tepee Creek quadrangle, geology, 12782 

upper Niobrara River compact. congres- 
sional consent, report, 12169 

water resources data, 12795 


x 


X-rays: 
NRL SOLRAD 9 satellite, Solar Explorer 
B, 1968-17A program, 13283 

solar X-ray emission during flight of Apollo 
8, 13304 

using solar X-rays as indicators of solar- 
flare activity, 13295 

Xenon, xenon-130 populated by beta decay, 

excited states, 13110 


Y 


Yap-Diangco, Ana M., 
relief, 12082 

Yarn, spun silk, papa of duty, con- 
tinue, law, 1211 

Yazoo River a | ‘Valley, Vicksburg, Miss., 
flood plain information, 12466 

Yearbooks, Intermountain region, 
Service, 12689 

Yeast, conversion of organic solid wastes, 
economic evaluation, 13335 

Yellow Sea, temperature, salinity, and den- 
sity, 13218 

Yergen, Walter E. : 
free field input data formatting scheme, 


Forest 


free “held rapid access format for BT 
profiles, 13261 
guide to formatting of oceanographic data, 
Yoho, James G., marketing of red alder pulp- 
wood and saw logs, 12 
Yoshikawa, Kenneth K., linearized theory 
of stagnation point heat and mass trans- 
fer at hypersonic speeds, 13078 
Young, Richard E.: 
monograph of Cephalopoda of North At- 
lantic, family Cycloteuthidae, 13419 
monograph of Cephalopoda of North At- 
lantic, family Joubiniteuthidae, 13427 
Young workers, see Youth. 
Your first job ...a key to your future, 
12054 
Yours to preserve, 13200 
Youth : 
comp safety survey act, hearing, 12216 
employment of minors in D.C., amend act 
rel. to vacation work permits, report, 
12184 
interstate compact on juveniles, adoption 
by District of Columbia, report, 12182 


Z 


Zambeli, Aleksander, relief, 12103 

Zeleznik, Frank J., comparison of rotational 
collision numbers obtained from different 
definitions, 13108 

Zero gravity, coordination of voluntary 
movements of man in a zero gravitional 
field (under weightlessness), 13147 
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LIST OF DEPOSITORY LIBRARIES AS OF SEPTEMBER 1, 1969 


Under provisions of Title 44 of the United States Code, certain libraries are 
designated depositories for Government publications. Through them Federal 
Government documents are made available to residents of every State, District of 
Columbia, Guam, Puerto Rico, and the Virgin Islands. Distribution to the 
libraries is made by the Office of the Superintendent of Documents. 

It is sometimes impossible to obtain desired publications by purchase from the 
Superintendent of Documents. Stocks may have been exhausted or the document 
may be permanently out of print. In these instances the a ayecee render an 
invaluable service by keeping such publications permanently available. Every 
Government publication cannot be consulted at all depository libraries. Designated 
Regional Depositories are required to receive and retain one copy of all Govern- 
ment publications made available to depository libraries either in printed or micro- 
facsimile form. All other libraries are allowed to select the classes of publications 
best suited to the interests of their particular clientele. 

The following list shows the location, the name of the library, the year the 
library became a depository, and the administrative control number assigned to 
each. 


ALABAMA Deposi- 
tory No. 
Alexander City Alexander City State Junior College Library 
RE er (2 < 5 See 9A 
Auburn Auburn University, Ralph Brown Draughon Li- 
Us I sk SE ee es 2 
Birmingham Birmingham Public Library (1895) -.-....----- 15 
Birmingham-Southern College, M. Paul Phillips 
BAY CiOeee oo 2c SUGUEE Lh. cincnccestnwd 6 
Samford University, Harwell G. Davis Library 
Ge ae See, SE ns ad ccndncn dene 5 
Enterprise Enterprise State Junior College Library (1967) _- 9B 
Florence Florence State College, Collier Library (1932) -_-_- 14 
Gadsden Gadsden Public Library (1963)_............--- 7A 
Huntsville University of Alabama, Huntsville Campus Li- 
REY Sc cucndisdle aneeteds aiadiinwdenkbs 8A 
Jacksonville Jacksonville State University, Ramona Wood 
og Rt ERE 10 
Maxwell A. F. Base Air University Library (1963)............-..-.- DGI13 
Mobile Mobile Public Library (1963) .-.......----.---- 6A 
Spring Hill College, Thomas Byrne Memorial 
SE CR once ncintitedsinctunaaswnesen 7 
University of South Alabama Library (1968) ---. 7B 
Montgomery Alabama State Department of Archives and 
SEE SHOE LU coneedsccaecocccns 8 
Alabama Supreme Court Library (1884)-____---- 1 
Normal Alabama Agricultural and Mechanical College, 
Drake Memorial Library (1963)_.......-.--- 9 
St. Bernard St. Bernard College Library (1962)_....._..--- 13 
Troy Troy State College Library (1963).........---- 5A 
Tuskegee Institute Tween. Institute, Hollis Burke Frissell Library 
aaa ie ld eet NTO 3 
University University of Alabama Law Library (1967) -_---- 12A 
Universit of Alabama Library (1860)— 
Pe Et ad le. ea 12 
ALASKA 
Anchorage Anchorage Community College Library (1961) - - 19 
Anchorage Methodist University Library (1963) - 20 
College University of Alaska Library (1922)_--.....--- 17 


Juneau Alaska State Library (1964) .........--------- 16 








Flagstaff 
Phoenix 


Prescott 
Tempe 


Thatcher 
Tucson 


Yuma 


Arkadelphia 


Batesville 
Clarksville 
College Heights 


Conway 
Fayetteville 
Little Rock 


Magnolia 
Russellville 
Searcy 

State College 
Walnut Ridge 


Anaheim 
Arcata 
Bakersfield 
Berkeley 


Chico 
Claremont 


Culver City 
Davis 
Downey 
Fresno 


Fullerton 


Gardena 
Hayward 


Inglewood 
Irvine 


La Jolla 


Lancaster 
Long Beach 





Last oF Deposrrory LipraRiEes 


ARIZONA Deposi- 
tory No 
Northern Arizona University Library (1937) ---- 24 
Department of Library and Archives (unknown)— 
| EEE ES ne eee ee 22 
Phoenix Public Library (1917) -...-..--------- 26 
Prescott College Library (1968) -......-..----- 21A 
Arizona State University, Matthews Library 
ST ik dak dance nema ekids 25 
Eastern Arizona Junior College Library (1963) - -- 21 
University of Arizona Library (1907)—RE- 
I icicaihl cindeast hides eniiedidadadh nicedinigdann eneiaa 23 
Yuma City-County Library (1963) _..--..---- 27 
ARKANSAS 
—_ Baptist University, Riley Library 
BARS a ae ee alt ESS BE, 32A 
Arkansas College ee Se 37A 
College of the Gentes Savery (i986).......-.... 31 
Arkansas Agricultural and Mechanical College 
pe mt I ORE LE hs 38 
Hendrix College, O. C. Bailey Library (1903) - -- 37 
University of Arkansas Library (1907) _..-._--- 29 
Arkansas Supreme Court Library (1962) _--_--- 28 
Little Rock Public Leeery (1968)............. 35 
Southern State College, J. M. Peace Library 
SE oct ni dating. a binkeibetmniubewens 36 
Arkansas Polytechnic College, Tomlinson Li- 
en 32 
Harding College, Beaumont Memorial Library 
CDs ttinciscri-tb ee chONAt Hons cena cmewses 35A 
Arkansas State University, Dean B. Ellis Library 
GRRE bls ethiicnictint bahia Nediwswnsctsanecune 33 
Southern Baptist College, Felix Goodson Library 
| Sa - ener eee 33A 
CALIFORNIA 
Anaheim Public Library (1963) _..---.---- <->. ae 
Humboldt State College Library (1963) _-___-_-- 44A 
Kern County Library (1943)............-.---- 53 
University of California, General Library (1907) - 41 
University of California, Law Library, Earl 
Warren Legal Center (1963) .........--_---- 50A 
Chico State College Library (1962)__...._......  45B 
Pomona College Documents Collection, Honnold 
| la canada ee ee 55 
Culver City Library (1066)................... 40A 
University of California paeeey \ eee 45A 
Downey City Library (1963)_-..._.....---.--. 41A 
Fresno County Free Library (1920)_.._.___--_--- 52 
Fresno State College Library (1962) _--___----- 52A 
California State College at Fullerton Library 
RE ttn tern Ee inndmaeneird 65A 
Gardena Public Library (1966) -......-------- 52B 
California State College at Hayward Library 
ete cee ates conta = = is Sai RN UPAR 51B 
Inglewood Public Library (1963) -.-.....------ 59B 
University of California at Irvine Library (1963). 65D 
University of California, San Diego, University 
ET SE ies accnhsneeneunansdmuaan 66B 
Lancaster Regional Library (1967) ------------ 58B 
California State College at Long Beach Library 
Ce A stanek hates ndicntieimidee «cocecsseesae 61A 


Long Beach Public Library (1933) --.-..-------- 
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Ora 
Pas: 


Ples 
Red 
Red 
Red 


Riel 
Riv 


Sac 


San 
San 


San 
San 
Sant 
Sant 


Sant 


Sant 





osi- 
No 
24 Los Angeles 
22 
26 
21A 
25 
21 
23 
27 
Lynwood 
Marysville 
352A Menlo Park 
37 A 
31 Montebello 
Monterey 
38 Monterey Park 
37 Newhall 
29 
28 Northridge 
35 
Oakland 
36 
Orange 
32 Pasadena 
5A 
Pleasant Hill 
33 Redding 
Redlands 
ISA Redwood City 
Reseda 
Richmond 
” Riverside 
5C 
4A 
53 Ss 
41 acramento 
OA 
5B San Bernardino 
55 San Diego 
OA 
5A 
1A San Francisco 
2A 
5A 
2B 
San Jose 
1B San Leandro 
9B Santa Ana 
»D Santa Barbara 
6B 
2B Santa Clara 
1A Santa Cruz 
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CALIFORNIA—Continued ‘ 


California State College at Los Angeles, John F. 
Kennedy Memorial Library (1956) __...------ 
Los Angeles County Law Library (1963)_...----- 
Los Angeles Public Library (1891)_.....------- 
Loyola University of Los Angeles Library (1933) - 
Occidental College, Mary Norton Clapp Library 
CANOE itentweban4s ths den enew~+ ice as 
Pepperdine College Library (1963)__._.._------ 
Ue ioea) of California at Los Angeles Library 
i ancl ates adhe s <ondsneaatnneenen 
University of California, School of Law Library 
CE etreglids kdidil ie satan nnmecnnnegereeS 
University of Southern California Library (1933) - 
ee 6 4) ee 
Yuba College Library (1963) -......---------- 
Department of the Interior, Geological Survey 
Ft RENE PREG ee Feist Saar 
Montebello Library (1966)-_.......-.---------- 
Naval Postgraduate School Library (1963) ____-- 
Bruggemeyer Memorial Library (i1964)_-.__---- 
Newhall Library of Los Angeles County Public 
Livery Gyretem (1900). ..=....55---.-----«. 
San ye Valley State College Library 
ERA gta Ase eB CL 
Mills College Library (1966)........-.-------- 
Oakland Public Library (1923)_..-.-...------- 
Orange County Public Library (1963)_.._------ 
Oaioaa). Institute of Technology Library 
ey es ae ee 
Pasadena Public Library (1963)_-.-....------. 
Contra Costa County Library (1964)_......_-- 
Shasta County Library (1956)_.....------.---- 
University of Redlands Library (1933)_-..--.-- 
Redwood City Public Library (1966) -.----.---- 
West ew | Regional Branch Library (1966) --- 
Richmond Public Library (1943)_..-.-..------ 
Riverside Public Library (1947)_....-.._------ 
ar al of California at Riverside Library 
RN OU eS: 
California State Library (1895)—REGIONAL--. 
Sacramento City Library (1880).........--.--- 
Sacramento County Law Library (1963)_.-__--- 
Sacramento State College Library (1963) ___--_-- 
San Bernardino County Free Library (1964) -___- 
San Diego County Library (1966) _-...-.------ 
San Diego Public Library (1895) -._.....------ 
San Diego State College Library (1962)_-__.-.-- 
University of San Diego Law Library (1967) -_--- 
Mechanics’ Institute Library (1889) .......--.-- 
San Francisco Public Library (1889) __......--- 
San Francisco State College, Social Science and 
Business Library (1955)_..........-..--.... 
University of San Francisco, Richard A. Gleeson 
RI ST chin. csinsncmeeininnnth dhaaite nen én 
San Jose State College Library (1962)_.....___- 
San Leandro Community Library Center (1961) - 
Santa Ana Public Library (1959) _........--.-- 
University of California at Santa Barbara Library 
ic Adi lan dalisdenbadthascoccnncansnnenh 
University of Santa Clara, Orradre Library 
CORN cdcclnven dad aGulhenesscbsebdcsbelew 
University of California at Santa Cruz Library 





Deposi- 
ory No. 


62 
57A 
57 
59 


63A 
60A 

50 
64B 








Santa Rosa 
Stanford 
Stockton 
Thousand Oaks 
Torrance 
Turlock 

Visalia 

Walnut 


West Covina 
Whittier 


Balboa Heights 


Alamosa 
Boulder 


Colorado Springs 


Denver 


Fort Collins 
Golden 


Greeley 
Gunnison 


La Junta 
Pueblo 


U.S. Air Force 
Academy 


Bridgeport 
Danbury 


Hartford 


Middletown 
Mystic 
New Haven 


New London 


Pomfret 
Storrs 


Thompsonville 
Waterbury 
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CALIFORNIA—Continued ag 
Santa Rosa-Sonoma County Public Library 
ER SREGES SUE 02 See eee ees 44B 
Stanford University Libraries (1895)_......-.-- 51 
Public Library of Stockton and San Joaquin 
Se BA Ee ee oe 46 
California Lutheran College Library (1964) ----- 54B 
Torrance Public Library (1969) ....-_..------- 52C 
Stanislaus State College Library (1964) -------- 46A 
Tulare County Free Library (1967)_.-..------- 53C 
Mount San Antonio College Library (1966) ----- 56B 
West Covina Library (1966) .........-.---.---- 56C 
Whittier College, Wardman Library (1963) -_--- 53A 
CANAL ZONE 
Canal Zone Library-Museum (1963) .....-.---- DG4 
COLORADO 
Adams State College Library (1963) ........--- 73A 
University of Colorado Libraries (1879)— 
nisin. nent inh a kdied waneemeinic 69 
Colorado College, Charles Leaming Tutt Library 
RE Relea ery eee ee ee 70 
Colorado State Library (unknown) - --__.------ 67 
Denver Public Library (1884)—REGIONAL--- 71 
Department of Interior, Bureau of Reclamation 
8 Pen ee DG2 


Regis College, Dayton Memorial Library (1915). 71B 
University of Denver, Mary Reed Library (1909). 71A 


Colorado State University Library (1907) ------ 68 
Colorado School of Mines, Arthur Lakes Library 

th htt atti fiat nnaewnnnaibnman 72 
Jefferson County Public Library (1968) ---.---- 72A 
Colorado State College Library (1966) -.-_----- 70A 
Western State College, Leslie J. Savage Library 

Ratatat ene > eae 74 
Otero Junior College, Wheeler Library (1963)... 69A 
McClelland Public Library (1893) .........---- 73 
Southern Colorado State College Library (1965). 74A 
Rentemy LARTEEG (IGG 6 ncn ncnsncceseees-- 67A 

CONNECTICUT 

Bridgeport Public Library (1884)_.........---- 83 
Western Connecticut State College Library 

Sn: cht dachintidedsit atetinneb st idknanatindenees 84B 
Connecticut State Library (unknown)—RE- 

a eae 75 
Hartford Public Library (1945)_....-...------ 85 
Trinity College Library (1895).........-.----- 80 
Wesleyan University, Olin Library (1906) ~~~ -- 78 
Mystic Seaport Library (1964)_.........------ 81A 
Southern Connecticut State College Library 

nile ate Matt Rt RO A 82A 
Yale University Library (1859) ..........----- 82 
Connecticut College Library (1926)_.....------ 81 
U.S. Coast Guard Academy Library (1939) __--- 76 
Pomfret School Library (1968) -.....---------- 79A 
University of Connecticut, Wilbur Cross Library 

we ee) Tk re Leer ey ree 77 
Enfield Public Library (1967).........-.------ 84 
Silas Bronson Library (1869)............--.---- 79 
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sit- 
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73A 
69 
70 
71 
G2 
71B 
71A 
68 
72 
72A 
70A 


74 
69A 


74A 
67A 





Dover 


Georgetown 


Newark 
Wilmington 


Washington 


Boca Raton 


Coral Gables 
Daytona Beach 


De Land 


Fort Lauderdale 


Gainesville 
Jacksonville 


Lakeland 
Leesburg 
Melbourne 
Miami 


Milton 
Opa Locka 
Orlando 
Palatka 
Pensacola 
St. Petersburg 
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DELAWARE Pe 
Delaware State College, William C. Jason Library 
REDE EAE TS) ot er ras 88 
State Law Library in Kent County (unknown) -- 86 
Delaware Technical and Community College, 
Southern Branch Library (1968)_.......-_-- 89A 
University of Delaware, Morris Library (1907) _- 87 
Wilmington Institute Free Library (1861) ___-- 89 


DISTRICT OF COLUMBIA 
Bureau of the Budget Library, Executive Office 


Oe SS ere DGI15 
Civil Service Commission Library (1963) -_----- DG5 
Department of Commerce Library (1955) ___-_-_- 101A 
Department of Health, Education, and Welfare 

gee ih lA BE EES 101 
Department of the Interior Central Library 
41895) Bie a eiGs cian a eteee ae tien daeinnrenreennniie 93 
Department of the Interior, Geological Survey 
PERG ¢ 5 ae DG8 
Department of Justice Main Library (1895) - --- 94 
Department of State Library (1895) ___....__-- 97 
Department of State, Office of Legal Advisor, 
Re leit) RE a Page eer Rre we DGI16 
Department of Transportation, National High- 

way Safety Bureau Library (1968) _....._--- DG19 
District of Columbia Public Library (1943) _-__- 100 
Georgetown University Library (1969) -_._----- 100A 
Indian Claims Commission Library (1968) ------ DG20 
National ge er Library (1895)_......---- 92 
National War College Library (1895) _____.-_-_-- 99 
Navy Department Library (1895) ---.-.__-.---- 95 
Navy Department, Office of Judge Advocate 

General Library (1963)................----- DG9 
Post Office Department Library (1895)_...._--- 96 
Treasury Department Library (1895) _____----- 98 
Veterans Administration, Medical and General 

Reference Library (1967).........---------- DGI17 

FLORIDA 

Florida Atlantic University Library (1963)._.... 107B 
University of Miami Library (1939) _.....-___- 110 
Volusia County Public Libraries (1963)_.__-_-_- 104B 
Stetson University, DuPont-Ball Library (1887) - 105 
Fort Lauderdale Public Library (1967)_...----- 107D 
Nova University Library (1967).........------ 107C 
University of Florida Libraries (1907)—RE- 

a RRS ETT ee en eel 103 

Haydon Burns Library (1914)-.._..-....------ 106 
Jacksonville University, Swisher Library (1962). 106A 
Lakeland Public Library (1928).........------ 107 
Lake-Sumter Junior College Library (1963) __--- 104A 


Florida Institute of Technology Library (1963).. 111A 
Miami-Dade Junior College, North Campus 


(ey | SE EET 106C 
Miami Public Library (1952)_.......-.------- 108 
Aeronautical Systems Library (1969)_......---- DG22 
Biscayne College Library (1966)_........------ 106B 
Florida Technological University Library (1966). 105A 
St. Johns River on College Library (1963) -.- 112 
University of West Florida Library (1966) ------ 103A 
St. Petersburg Public Library (1965)......---.-- 102A 


Page 201 








Tallahassee 


Tampa 


Winter Park 


Albany 
Americus 


Athens 
Atlanta 


Augusta 
Brunswick 
Carrollton 
Dahlonega 
Gainesville 
Macon 
Marietta 
Milledgeville 


Savannah 
Statesboro 


Valdosta 


Agana 


Hilo 


Honolulu 


Laie 

Lihue 
Pearl City 
Wailuku 


Boise 





Last or Deposrrory Lisraries 


FLORIDA—Continued Rm 
Florida Agricultural and Mechanical University, 

Coleman Memorial Library (1936) -.-.------ 104 
Florida State Library (1929)..........-.------ 102 
Florida State Univeristy, R. M. Strozier Library 

CNN neh. ciel pein cnadadmun acemsind 109 
Tampa Public Library (1965)........--------- 108C 
University of South Florida Library (1962) ----- 108B 
University of Tampa Library (1953)_...__.---- 108A 
Rollins College, Mills Memorial Library (1909)-. 111 

GEORGIA 

Albany Public Library (1964). ........-------- 119 
Georgia Southwestern College, Wade Lott Me- 

cide inananeden 120 
University of Georgia Libraries (1907) _-------- 114 
Atlanta Public Library (1880)_...........------ 122 
Atlanta University, tseect Arnett Library 

ERT Es tes Rona SPP ee 122A 
Emory University, Asa Griggs Candler Library 

ER aT, Sar irecn dl a 116 


Emory University, School of Law Library (1968). 121A 
Georgia Institute of Technology, Price Gilbert 


Memorial Library (1963)_..........-.------- 122B 
Georgia State Library (unknown) ------------- 113 
Augusta College Library (1962)__.......------ 127 
Brunswick Public Library (1965)_......------- 125A 
West Georgia College, Sanford Library (1962)... 121 
North Georgia — Library (1939).......... 126 
Chestatee Regional Library (1968)_....------- 126A 
Mercer University Library (1964)_....-.------ 123A 
Kennesaw Junior College Library (1968) - - - ---- 124 
Georgia College at Milledgeville, Ina Dillard 

Be EE SE licanccndncedamcnens 123 
Savannah Public and Chatham-Effingham-Lib- 

erty Regional Library (1857) -....-.-..------- 118 
Georgia Southern College, Rosenwald Library 

aati et ea ee 117 
Valdosta State College, Richard Holmes Powell 

EE 125 

GUAM 

Nieves M. Flores Memorial Library (1962) - - --- 132 
HAWAII 

University of Hawaii, Hilo Campus Library 

Sn a iid NEE oon tucncteendent 130 
Chaminade College of Honolulu Library (1965)... 130A 
Hawaii Medical Library, Inc. (1968)_.-..------- 128A 
Hawaii State Library (1929).......-...---_--- 128 
Municipal Reference Library of the City and 

County of Honolulu (1965)_..........-..... 131A 
University of Hawaii Library (1907)_..-------- 129 
Church College of Hawaii Library (1964)_------ 133 
Kauai Public Library (1967)_......-.--------- 133A 
Leeward Community College Library (1967)_._.._ 130B 
Maui Public Library (1962)_...........-------- 131 

IDAHO 
Boise State College Library (1966)__-..-------- 136A 
Boise Public Library (1929)_..........-------- 139 


Idaho State Law Library (unknown)----------- 134 
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Me 
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Ro 
Spr 
Ur 
Wh 
Wo 








0Si- 
No. 


10 
102 


109 
08C 
08B 
08A 

111 


a 
_ 
— 
So 


132 


130 
0A 
SA 
128 


1A 
129 
133 
0B 
(31 


6A 
139 
(34 





Caldwell 
Moscow 


Pocatello 
Rexburg 


Bloomington 
Carbondale 
Carlinville 
Champaign 


Charleston 


Chicago 


Decatur 
De Kalb 


Edwardsville 
Elsah 


Evanston 
Freeport 
Galesburg 
Jacksonville 


Kankakee 


Lake Forest 
Lebanon 
Lisle 
Lockport 


Macomb 


Monmouth 
Normal 
Oak Park 
Peoria 


River Forest 
Rock Island 
Rockford 
Springfield 
Urbana 
Wheaton 
Woodstock 
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IDAHO—Continued Deposi- 
tory No. 
College of Idaho, Terteling Library (1930)-- ---- 138 
University of Idaho ibrary (1907)—RE- 
A BUA Le hd SC EER, | 55) 135 
Idaho State University Library (1908) --------- 137 
Ricks College, David O. McKay Library (1946). 136 
ILLINOIS 
Illinois Wesleyan University Libraries (1964)... 161A 
Southern Illinois University Library (1932)-_---- 168 
Blackburn College Library (1954)_..-_-.------ 164 
University of Illinois Law Library, College of 
PE 0 REO at Sea eee 165A 
Eastern [Illinois University, Booth Library 
SST (Oe 166 
Chicago Natural History Museum Library 
ee 142A 
Chicago Public Library (1876) -..--.----------- 144 
ee State College Library (1954)---....---- 146 
John Crerar Library (1909)_.....-.....-.------- 144A 
Loyola University, E. M. Cudahy Memorial 
De CE hh oes enanawdvenneeee 152A 
Newberry Library (1890)..........----------- 152 
Northeastern Illinois State College Library 
hill SATS SS Te TS: OT aaa | Fela 163A 
University of Chicago Law Library (1964) - ----- 145A 
University of Chicago Library (1897) -~.-.-..-.---- 145 
University of Illinois, Chicago Circle Campus 
EO RE 150 
Decatur Public Library (1954)_......--------- 165 
Northern Illinois University, Swen Franklin 
Passen Libeaty (OG s J. J ...........6ss 154A 
Southern Illinois University, Lovejoy Memorial 
RT CR ph liebe daconnanccenendee 167 
Principia College, Marshall Brooks Library 
EEE | ae 169A 
Northwestern University Library (1876) ------- 153 
Freeport Public Library (1905)-....-.--------- 156 
Galesburg Public Library (1896) - - ----- nnstbbdill 158 
MacMurry College, Henry Pfeiffer Library 
CS Re aE Ea ee Ey een oe 169 
Olivet Nazarene College, Memorial Library 
1 TR RE Pe Sear Yee 161 
Lake Forest College, Donnelley Library (1962)... 153A 
McKendree College, Holman Library (1968).... 167A 
St. Procopius College Library (1911)-..-.------- 154 
Lewis College of Science and Technology Li- 
RAR CLS Ee aie 142 
Western Illinois University Memorial Library 
ON i eg el ictcs mn neinianin’ 169B 
Monmouth College Library (1860)_--.--.------ 157 
Illinois State University, Milner Library (1877) - 143 
Oak Park Public Library (1963)........-.----- 163 
Bradley University Library (1963)_.........--- 159A 
Peoria Public Library (1883)_........-.------- 159 
Rosary College Library (1966) _....-.--------- 163B 
Rock Island Public Library (1950) ----....---- 162 
Rockford Public Library (unknown) - - --------- 155 
Illinois State Library (unknown)—REGIONAL. 140 
University of Illinois Library (1907) -....------ 141 
Wheaton College Library (1964)............--- 154B 
Woodstock Public Library (1963)-......-.----- 153B 








Anderson 
Bloomington 


Crawfordsville 
Evansville 


Fort Wayne 


Gary 


Greencastle 
Hammond 
Hanover 


Huntington 
Indianapolis 


Jeffersonville 
Kokomo 


Lafayette 
Muncie 


Notre Dame 


Rensselaer 
Richmond 


South Bend 
Terre Haute 
Valparaiso 


Ames 

Cedar Falls 
Council Bluffs 
Denison 

Des Moines 
Dubuque 
Fairfield 


Grinnell 
Iowa City 


Lamoni 


Mount Vernon 
Sioux City 
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Last or Dzposrrory Lipraries 


INDIANA ong 
wit College, Charles E. Wilson Library . 
NN Sc ee ee 178 
Indiana University Library (1881)_..........-- 173 
Wabash College, Lilly Library (1906) _......--- 179 
Evansville and Vanderburgh County Public 
a A 181 
Indiana State University, Evansville Campus 
—— ee 182A 
Indiana-Purdue Universities, Regional Campus 
RON CPi ni itibdsiidncacaccscesnduéu 177A 
Public Livery of Fort Wayne and Allen County 
Re inte tid nid anoncanacianduae 177 
Gary Public Library (1943)..................- 174 
Indiana University, Northwest Campus Library 
TS EC OT 5 a re 172A 
De Pauw University, Roy O. West Library 
SRR h Ts eer oan 172 
Hammond Public Library (1964)_.........--_- 174A 
Hanover College Library (1892)_............-- 182 
Huntington College Library (1964)_......._._- 178A 
Butler University, Irwin Library (1965) _._.-._- 184A 
Indiana State Library (unknown)—-REGIONAL. 170 
Indiana University, Law Library (1967)_...._-_- 184B 
Indianapolis Public Library (1906) ...-....---- 184 
Indiana University, Southeastern Campus Li- 
i idadbsducudbbrnnaccsccseenconn 181A 
Indiana University, Kokomo Regional Campus 
RN ive tibitdith dn amssnnoccacance 173A 
Purdue University Library (1907)_.........--.- 171 
Ball State University Library (1959)_......_._- 180 
Muncie Public Library (1906)_............_-_- 183A 
University of Notre Dame, Memorial Library 
SR edtiidedittibndilidslinwanaccesnn dani 176 
St. Joseph’s College Library (1964) ._......_.-- 175A 
Earlham College, silly Library (1964)_......... 180A 
Morrison-Reeves Library (1906)...........---- 183 
Indiana University, South Bend-Mishawaka 
Campus ifiwaty (1066)... o......426..2.<62--5 176A 
Indiana State University, Cunningham Memorial 
Library I Di cn Sh EAE Aa Ln ce ttscw enters ed cnt 179A 
Valparaiso L vatean ata Moellering Memorial Li- 
—— PRS. A En cdddibdcaniscosnnnawda 175 
IOWA 
Iowa State Coon of Science and Technology 
eer 186 
University ty of heer fe _ Library (1946).... 191 
Free Public Library (1885) ......-......------ 195 
Midwestern College Libr. brary (1867 Se 195A 
Drake University, Cowles Library (1966) -....-- 194 
Iowa State Traveling Library (unknown)....... 185 
— Library of Des Moines (1888)........--- 193 
arnegeens Public Library (unknown) -----_- 188 
Lora ollege Wahlert Memorial Library (1967)... 194A 
Parsons College Library Branch of Fairfield 
Ee BE tee ndcnnnnecccencces 189 
Grinnell College Library (1874) .......--.------ 192 
University of aay f oak eer 188A 
University of Iowa Library (1 IONAL.. 189A 
Graceland College, Frederick Madison Smith 
Lib Sb sad laa AF a 192A 
Cornell College, Russell D. Cole Library (1896).. 190 
Sioux City Public Library (1894)_..........--- 196 





Ba 








rrwe FPOW CP 


—F 





Atchison 
Baldwin City 
Colby 
Emporia 
Hays 
Hutchinson 
Lawrence 
Manhattan 
Pittsburg 


Salina 
Topeka 


Wichita 


Ashland 
Barbourville 


Bowling Green 


Danville 
Frankfort 


Lexington 


Louisville 
Morehead 
Murray 
Owensboro 


Pikeville 
Richmond 


Baton Rouge 


Eunice 
Hammond 
Lafayette 
Lake Charles 
Monroe 


Natchitoches 


New Orleans 
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KANSAS Deposi- 
tory No; 
St. Benedict’s College, the Abbey Library (1965). 201 
Baker University Library (1908)_.........--_-- 202 
Colby Community Junior College Library (1968). 199A 
Kansas State Teachers College, William Allen 
Weeee, Eirany Cts 6 oe icicsccvcnense 204 
Fort Hays Kansas State College, Forsyth Library 
i: SERS OTS EY) ees 206A 
Hutchinson Public Library (1963).........---- 200A 
University of Kansas, Watson Library (1869)... 199 
Kansas State University, Farrell Library (1907) -- 198 
Kansas State College o Pittsburg, Porter Library 
Rd deca lh sO a dnmasineenniles 203 
Kansas Wesleyan University Library (1930)_._.. 206 
Kansas State Historical Society Library (1877) _ 200 
State Libraries of Kansas (unknown) ---_------ 197 
Wichita State University Library (1901) _------ 204A 
KENTUCKY 
Ashland Public Library (1946)_.........------ 219 
Union College, Abigail E. Weeks Memorial Li- 
RSS ig ee Ps yee 220 
Western Kentucky University, Margie Helm Li- 
BN EE ee 213 
Centre College, Grace Doherty Library (1884). 217A 
Kentucky Department of Libraries (1967) - ----- 211A 
State Law Library (unknown)-_-.--...--------- 207 
University of Kentucky, Law Library (1968)... 210A 
University of Kentucky, Margaret I. King Li- 
brary (1907)—REGIONAL- -___-_---------- 208 
Louisville Free Public Library (1904)__-------- 214 
University of Louisville Library (1925)_.._.--.. 211 
Morehead State University, Johnson Camden 
I a cian as 210 
Murray State University Library (1924) ---_---- 212 
Kentucky Wesleyan College Library (1966)----- 213A 
Pikeville College Library (1947)_.......-------- 218 
Eastern Kentucky University, John Grant Crabbe 
pl ei ce 8 a. SG LS SEE 217 
LOUISIANA 
Louisiana State University Law Library (1929).. 231 
Louisiana State University Library (1907)— 
Cs ER UE ey >| 222 
Southern University Library (1952).......----- 223 
Louisiana State University at Eunice, LeDoux 
Ot FA ea a eee Peo) eS 232A 
Southeastern Louisiana College, Sims Memorial 
Se) ee 231A 
University of Southwestern Louisiana Library 
Ciao Heats ett ck Te 228 
McNeese State College, Frazar Memorial Library 
i. SENSE» pla ofc P eee en rey sere ener amen 232 
Northeast Louisiana State College, Sandel Li- 
brary (1963)-_-_---- NESS 2° 5 230A 
Northwestern State College of Louisiana, Russell 
I SE ee iha Rtatnaininibhencinnenenninimanind 233 
Isaac Delgado College, Moss Technical Library 
SD cca ih ccihncas oh RAND icleartalenidlishh Sted alee baton 226A 
Law Library of Louisiana (unknown) - - -------- 221 
Louisiana State University in New Orleans Li- ath 


SN Ce intinktikcimbbhdonns+abdecsens 
Loyola University Library (1942).....-..----- 








Last or Deposrrory LiprARIES 







































LOUISIANA—Continued Ro 5 
New Orleans New Orleans Public Library (1883) ---...---- 224 Bre 
Southern University in New Orleans Library Ca 
REPRE Cae eT 226 
Tulane University, Howard-Tilton Memorial Li- 
IG Milli s Sei iis ances tne sudden 225 Ch 
Pineville Louisiana College, Richard W. Norton Memorial Lov 
FN ee ee eee 233A Ly’ 
Ruston Louisiana Polytechnic Institute Library (1896) — Me 
Pe i hsNEE LL ocncdmetnnnante 230 Ne 
Shreveport Louisiana State University at Shreveport Library No 
Ee SESS one) Se ene 229A 
Shreve Memorial Library (1923)__----..------ 229 No 
Thibodaux Francis T. Nicholls State College, Leonidas Polk Spi 
fo”. ee ei anauphte 228A Wa 
We 
MAINE La. 
Augusta Maine State Library (unknown) -------------- 234 ha, 
Bangor Bangor Public Library (1884)__---_---- 240 
Brunswick Bowdoin College, atemetaahiive Libr: ary 
ttn chibihind cidade wenden oon s0U 237 
Lewiston Bates College Library a a 239 
Orono University of Maine, Raymond H. sina Library Alt 
(1907) —REG IONAI 3). aa Ath ta 235 
Portland Portland Public Library (1884)__......_.------ 238 All 
University of Maine Law Library beads asawela) Al 
Springvale Nasson College Library (1961).-_....._.------ 236 yo 
Waterville Colby College Library (1884)_........-..------ 239A Ba’ 
MARYLAND o 
Annapolis Maryland State Library (unknown) ---------- 241 De: 
U.S. Naval Academy Library (1895)_---_------ 244 De 
Baltimore Enoch Pratt Free Library (1887) ----....------ 246 
Johns Hopkins University, Milton S. Eisenhower 
Mirae? a ree ot 245 
Morgan State College Library (1940)____.____- 249 
Bel Air Harford Junior College Library (1967)_._._...... 248B 
Bethesda Montgomery County Department of Public Li- as 
ee, eRe SEE ad <2 SE ae ee 252 Esc 
Chestertown Washington College, George Avery Bunting 
SB PRR RE Bee ee ae 247 Far 
College Park University of Maryland, McKeldin Library 
(1925) —REGIONAL--~--_-_.------- 242 Flit 
Frostburg Frostburg State College, Jerome Framptom 
oo) ae .. 248C Grs 
Germantown Atomic Ene rgy Commission Library (1963) Te oa DG14 
Patuxent River Naval Air Station Library (1968)__...___-_---- DG2l Hor 
Salisbury Salisbury State College, Blackwell Library 
0 RR ee ee eee 247A Jac 
Towson Groucher College, Julia Rogers Library (1966)_. 248A Kal 
Westminster Western Maryland College Library (1896) --- - -- 248 
MASSACH USETTS Lan 
Amherst Amherst College Library (1884) __.........---- 260 Tie 
University of Massachusetts, Goodell Library Ma 
RNR Be a SS ee oe 
Belmont Belmont Memorial Library (1968) -_-____-.----- 264 Mt. 
Boston Boston Athenaeum Library (unknown) --------- 269 Mt. 
Boston College, Bapst Library (1963)_....--.-- 257A M 
Boston Public Library (1859)........-.------- 268A - 
Northeastern University, Dodge Library (1962) . 268B Pet: 
State Library of Massachusetts (unknown)— Por 
ee nn 253 Roc 
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Brookline 
Cambridge 


Chicopee 
Lowell 

Lynn 
Medford 
New Bedford 


North Dartmouth 


North Easton 
Springfield 
Waltham 
Wellesley 
Wenham 
Williamstown 
Worcester 


Albion 


Allendale 

Alma 

Ann Arbor 
Battle Creek 
Benton Harbor 
Bloomfield Hills 
Dearborn 
Detroit 


East Lansing 
Escanaba 


Farmington 
Flint 

Grand Rapids 
Houghton 
Jackson 
Kalamazoo 
Lansing 


Livonia 
Marquette 


Mt. Clemens 
Mt. Pleasant 
Muskegon 
Petoskey 
Port Huron 


Rochester 
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MASSACHUSETTS—Continued Dew. 
Public Library of Brookline (1925)______-__-_-_- 268 
Harvard College Library (1860)_....____-__--- 257 
Massachusetts Institute of Technology Libraries 

CP aa i tbentcet be nehtnmiowsetadlicseGns 255 
Our Lady of the Elms College Library (1969)-.__ 261 
Lowell Technological Institute Library (1952)... 263 
Lynn Public Library (1953)-_..-.....--.------- 265 
Tufts University Library (1899)...........__-- 258 
New Bedford Free Public Library (1858) _-__--- 267 
Southeastern Massachusetts Technological Insti- 

I ee 267A 
Stonehill College, Cushing-Martin Library (1962) 272A 
Springfield City Library (1966) __......------- 258A 
Brandeis University, Goldfarb Library (1965)_.._ 262A 
Wellesley College Library (1943)__......_._--- 272 
Gordon College, Winn Library (1963)__.____-_-_- 265A 
Williams College Library (unknown) -_--_---_--- 259 
American Antiquarian Society Library (1814)_.. 256 
Worcester Public Library (1859)........------ 262 

MICHIGAN 
Albion College, Stockwell Memorial Library 

SRE RE ae ES eee ee eee 279B 
Grand Valley State College Library (1963) ____- 281A 
Alma College, Monteith Library (1963) ---_----- 284A 
University of Michigan, General Library (1884) - 278 
EE HN CE tid bnnadawedeccscccag 279 
Benton Harbor Public Library (1907)-_----_--_--- 280 
Cranbrook Institute of Science Library (1940)._._ 293 
Henry Ford Community College Library (1957). 292 
Detroit Public Library (1868)—REGIONAL__. 275 
Marygrove College Library (1965)_........---- 277 
Mercy College of Detroit Library (1965) - ---_--- 277A 
University of Detroit Library (1884)_......_.... 291 
Wayne County Public Library (1957)_----.---- 292A 
Wayne State University Library (1937) _------- 289 
Michigan State University Library (1907) ------ 274 
Michigan State Library, Upper Peninsula Branch 

SRR Ss Ens eee eee 287A 
Martin Luther King Learning Resources Center, 

Oakland Community College (1968) -_---.--- 283A 
Charles Stewart Mott Library (1959)___-.-..--- 282 
Flint Public Library (1967).............-.---- 282A 
Grand Rapids Public Library (1876)_....----_- 281 
Knollcrest Calvin Library (1967)_.......------ 281B 
Michigan Technological University Library 

fo ee ff tS a ene 288 
Jackson Public Library (1965) ___.....-------- 273A 
Kalamazoo Library System (1907)_......._---- 276 
Western Michigan University, Dwight B. Waldo 

NE RINGS Sain ncccceccenenakiht 279A 
Michigan State Library (unknown)—RE- 

SN cet iceeNaRE anninnie berrcinnmecininn 273 
Schoolcraft College Library (1962)_.....___---- 292B 
Northern Michigan University, Olsen Library 

as iecg ey Oss ee EE ee 288A 
Macomb County Library (1968)........------- 274A 
Central Michigan University Library (1958)_... 286 
Hackley Public Library (1894)_.......---.---- 285 
North Central Michigan College Library (1962). 287 
Saint Clair County Library System (1876)------ 283 
Oakland University, Kresge Library (1964)__--- 293A 





Saginaw 
Traverse City 


University Center 


Ypsilanti 


Bemidji 
Collegeville 
Duluth 
Mankato 
Minneapolis 


Moorhead 
Morris 
Northfield 


St. Cloud 
St. Paul 


Saint Peter 
Stillwater 
Willmar 
Winona 


Columbus 


Hattiesburg 
Jackson 


State College 


University 


Cape Girardeau 


Columbia 
Fayette 
Fulton 


Hannibal 
Jefferson City 


Joplin 
Kansas City 





Last or Deposrrory Lisraries 


MICHIGAN—Continued Pan A 
Hoyt Public Library (1890)_.........-..----.- 284 
Northwestern Michigan College, Mark Osterlin 

Ta 
Delta College Library (1963)_...........------- 286A 
Eastern Michigan University Library (1965).... 278A 

MINNESOTA 
Bemidji State College Library (1963) --.......-- 306A 
St. John’s University, Alcuin Library (1954)_.._. 303 
Duluth Public Library (1909)__.....-..------- 305 
Mankato State College Library (1962)____.___- 299A 
Minneapolis Public my Ear 302 
University of Minnesota, Wilson Library (1907)— 

= ee i EAL A RR. 295 
Moorhead State College Library (1956) --_---_- 306 
University of Minnesota at Morris Library 

i ntl aa ctl i ase tna evict ind 304A 
Carleton College Library (1930)_..-.-.-.------ 296 
St. Olaf College, Rolvaag Memorial Library 

a eee 298 
St. Cloud State ne ibrary (1962)_.....--- 303A 
Minnesota Historical iety Library (1867)_-.. 301 
Minnesota State Law Library (unknown)------- 294 
St. Paul Public Library (1914) _..._-_-.------- 297 
Gustavus Adolphus College Library (1941) ----_- 299 
Stillwater Public Library (1893)_...._...------ 300 
Kandiyohi County-Willmar Library (1958) ----- 304 


Winona State College, Maxwell Library (1969)... 298A 


MISSISSIPPI 

Mississippi State College for Women, J. C. Fant 

Memorial Library (1929)...........-------- 313 
University of Southern Mississippi 7 (1935) 318 
Jackson State College Library (1968) _..-.------ 314 
Millsaps College, coy nt ae og Library (1963). 310 
Mississippi —_ ommission (1947)_._._..... 311 
Mississippi State Law Library (unknown) - - ---- 307 


Mississippi a University, Mitchell Memorial 


ih EEE Rima ncmunnadneaden 308 
University of Mississippi Library (1883)-......- 312 
University of Mississippi, School of Law Library 

RR EESTI 309 

MISSOURI 
Southeast Missouri State College, Kent Library 

sah iA ide RA od aia clita dh mncmsagiiiom 334 
University of Missouri Library (1862)-_.....---- 321 
Central Methodist College Library (1962) ------ 334A 
Westminster College, Reeves Library (1875)-... 333 
Hannibal Free Public Library (1909).........-- 325 
Lincoln University, Inman E. Page Library 

ESE 0 322 
Missouri State Library (1963).........----.---- 334B 
Missouri Supreme Court Library (unknown)..-. 320 
Missouri Southern State College Library (1966). 330C 
Kansas City Public Library (1881)..-.-.------ 328 
Rockhurst College Library (1917)...-----.----- 324 


University of Missouri at Kansas City, General 
RE in tt cheek tthoondndcancessunnt 





Sp 
W. 








313 
318 
314 
310 
311 
307 


308 
312 


309 





Kirksville 
Liberty 
Rolla 


St. Joseph 
St. Louis 


Springfield 


Warrensburg 


Billings 
Bozeman 
Butte 
Helena 


Missoula 


Blair 
Crete 
Fremont 
Kearney 


Lincoln 


Omaha 


Scottsbluff 


Carson City 
Las Vegas 


Reno 


Concord 
Durham 
Hanover 
Henniker 
Manchester 
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MISSOURI—Continued 
Northeast Missouri State Teachers College, 


Pickler Memorial Library (1966)_.-....-.--- 323 


William Jewell College Libr Re 
University of Missouri at Rolla Library (1907) - 
St. Joseph Public Library (1891)........--_-_- 
St. Louis Public Library (1866)_.........----- 
St. Louis University, Law Libr: a 
a —_ University, Pius XII Memorial Library 
Usiventy “of Missouri at St. Louis Library 
veo “University, John M. Olin Library 
a RR A Se A A SE 
Drury College Library (1874).....-.-...------ 
Southwest Missouri State College Library (1963) _ 
Central Missouri State College, Ward Edwards 
SE TI ee tet enannamanee soi 


MONTANA 


Eastern Montana College Library (1924)__.--_- 
Montana State University Library (1907) -_----_- 
Montana College 6f Mineral Science and Tech- 

SS ee _ | ees 
Montana Historical Society Library (unknown) - 
Montana State Library (1966)_......._.--_--- 
University of Montana Library (1909)—RE- 

itt tba diheidhancnnanniesmead 


NEBRASKA 


Dana College Library (1924)_...........-..---- 
Doane College, Whitin Library (1944)__...___- 
Midland Lutheran a Library (1924)_____- 
ar State College, Calvin T. Ryan Library 
Nebraska State Library (unknown)-.-.--.-..--- 
University of Nebraska, Don L. Love Memorial 

RS arene 
Creighton University, Alumni Library (1964) - -- 
Omaha Public Library (1880)...........------ 
bar Ya of Omaha, Gene Eppley Library 
Scottsbluff Public Library (1925)_._......----- 


NEVADA 


Nevada State Library (unknown) ----.-.------ 
Nevada Southern University, James R. Dickin- 
all a il EE ED 
University of Nevada Library (1907)—RE- 
i cnetiralnennt atataseaaii ds dovalsacpueoenionsiaatas 


NEW HAMPSHIRE 


New Hampshire State Library (unknown) ------ 
University of New Hampshire Library (1907) _-- 
Dartmouth College, Baker Library (1884) --_---- 
New England College Library (1966) _......--- 
Manchester City Library (1884)_..........---- 
St. Anselm’s College, Geisel Library (1963) ----- 








De) 
onic. 


323 


343 
339 


340 
342 
341 


349 
350 


351A 
344 


345 
349A 
346 


347 
351 


352 
355 
353 





Atlantic City 
Bayonne 
Bloomfield 
Bridgeton 
Camden 
Convent Station 


East Orange 
Elizabeth 
Glassboro 
Hackensack 
Irvington 
Jersey City 


Madison 

Mount Holly 
New Brunswick 
Newark 

Passaic 
Princeton 
Rutherford 
Shrewsbury 
South Orange 
Teaneck 

Toms River 
Trenton 

Upper Montclair 
West Long Branch 


West New York 
Woodbridge 


Albuquerque 
Hobbs 


Las Cruces 
Las Vegas 


Portales 
Sante Fe 


Albany 


Binghamton 


Brockport 
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Last oF Deposrrory LIBRARIES 


NEW JERSEY Pe 5 
Atlantic City Free Public Library (1908) --_---_-- 368 
Bayonne Free Public Library (1909)__....___-- 379 
Free Public Library of Bloomfield (1965) ------- 376A 
Cumberland County Library (1966) _-_-.------ 368A 
Rutgers Library in South Jersey (1966) -_------ 367 
College of St. Elizabeth, Santa Maria Library 

RE eer snetey <r Pa aE ee one 365 
East Orange Public Library (1966) - ~~ -------- 377A 
Free Public Library of Elizabeth (1895) - ------- 372 
Glassboro State College, Savitz Sai (1963)_. 367A 
Johnson Free Public Library (1966)_...-------- 374 
Free Public Library of Irvington (1966) -------- 380 
Jersey City Free Public Library (1879)_..----_-- 379A 
Jersey City State College, Forrest A. Irwin Li- 

brary (1963) CO END, a ED TRL 365A 
Drew University, Rose Memorial Library (1939). 371 
Burlington County Area Library ae... 370A 
Free Public Library (1908) _.............----- 369 
Rutgers University Library (1907) _----------- 364 
Newark Public Library (1906)—-REGIONAL__- 376 
Rutgers-The State University, John Cotton Dana 

ER MEE a lt 366A 
Passaic Public Library (1964)_............---- 364A 
Princeton University Library (1884) -_--.-------- 370 
Fairleigh Dickinson University, Periodicals Li- 

I icine ela Tae 375 
Monmouth County Library (1968) -_---------- 363A 
Seton Hall University Library (1947) __-_------ 377 
Fairleigh Dickinson University, Teaneck Campus 

| RR asa ieee a a ip emer 375A 
Ocean County College Library (1966)___------- 373A 
New Jersey State Library, Law and Reference 

Bureau, Department of Education (unknown) - 363 
Trenton Free Public Library (1902)_..._...._._.. 366 
Montclair State College, Harry A. Sprague Li- 

BN GL Ahad. SACRA Bi dccacewccqenasd 380A 
Monmouth College, Guggenheim Memorial Li- 

See ee 373 
West New York Free Public Library (1963) -_-- -- 378 
Free Public Library of Woodbridge (1965) ------ 369A 

NEWS MEXICO 
University of New Mexico, Zimmerman Library 

pre 383 
New Mexico Junior College, Pannell Library 

Ens eRe Re Een eee 385 
New Mexico State University Library (1907) - - 382 
New Mexico Highlands University, Donnelly Li- 

I a a i al a wh cel 384 
Eastern New Mexico Univ ersity Library (1962). 383A 
New Mexico State Library (1960)—-REGIONAL. 386 
Supreme Court Law Library (unknown) ---- ---- 381 

NEW YORK 

~— York State Library (unknown)—REGION- om 
pane of New York at Albany Library a's 
State Univeristy of New York at Binghamton 

I Ce en iccmmamemanete 425A 

State University of New York, Drake Memorial py 


fk | ee er 





. Bron 


~- labe 


Bron 
Broo 


Jama 


Kings 
Mour 
New 
New 


Newb 
Oakds 
Oneor 


Osweg 
Platts 


Potsd: 


Pough 








383 


85 
382 


384 


386 
81 


387 
1A 
5A 
OA 





nal 


Bronx 
Bronxville 
Brooklyn 


Buffalo 


Canton 
Corning 
Cortland 


Elmira 
Farmingdale 


Flushing 
Garden City 


Geneseo 
Greenvale 
Hamilton 
Hempstead 
Huntington 
Ithaca 


Jamaica 


Kings Point 


Mount Vernon 


New Paltz 


New York City 


Newburgh 
Oakdale 
Oneonta 


Oswego 
Plattsburgh 


Potsdam 


Poughkeepsie 


361-239—69—-No. 896——15 
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NEW YORK—Continued Pam 5 
Herbert H. Lehman College Library (1967)-... 390C 
Sarah Lawrence College Library (1969) - ---~---- 415A 
Brooklyn College Library (1936) -__------------ 397 
Brooklyn Public Library (1908) -.-..--.------- 398 
Polytechnic Institute of Brooklyn, Spicer Li- 

CS gs See a eee 396A 
Pratt Institute Library (1891)_.-.---..------- 396 
State University of New York, Downstate Medi- 

cal Center Library (1958) _.......-------.--- 404 
Buffalo and Erie County Public Library (1895).. 432 
State University of New York at Buffalo, Lock- 

wood Memorial Library (1963)__.-...------- 433 
St. Lawrence University, Owen D. Young Li- 

I IN neck i, b clita otal <nncnanancnsce 391 
Corning Community College, Arthur A. Hough- 

ton, % At SS eee 434A 
State "University of New York, College at Cort- 

land, Memorial Library (1964)__.__..------- 399 
Elmira College, Hamilton Library (1956) - - ----- 425 


State University of New York at Farmingdale 


0 | MET TS OTe 392 
Queens College, Paul Klapper Library (1939)... 435 
Adelphi University, Swirbul Library (1966)_.._.. 390A 
Nassau Library System (1965) __.-.....------- 427A 
State University College, Milne Library (1967). 430 
C. W. Post College Library (1964)_.......-_--- 395 
Colgate University Library (1902)_...___.----- 423 
Hofstra University Library (1964)___...-___--- 427 
Huntington Public Library (1966) --.._--.----- 392A 
Cornell University Library (1907) _.-.---._---- 388 
New York State Colleges of Agriculture and 

Home Economics, Albert R. Mann Library 

ERE ETT SRST ce Ce 428 
Queens Borough Public Library (1926) --------- 393 
St. John’s University Library (1956)___-___- 401 
U.S. Merchant Marine Academy a (196: 2) _ 400 
Mount Vernon Public Library (1962) ---------- 419 
State University College Library (1965) __._-_-- 436A 
City University of New York, City College 

Library ( Fi ae 412 
College of seme Ecker Library ( 1965) ____- 402A 
Columbia University Libraries eR 410 
Cooper Union Library 0 TE FS 405 
Fordham University Library eres: 414 
New York Law Institute Library (1909) - 402 
New York Public Library (Astor Branch) (1907 ). 408 
New York Public Library (Lenox Branch) (1884). 408A 
New York University Libraries (1967) - 390B 
New York University, University Heights ¢ Gould 

Memorial Library (1902) ere 390 
State University of New York, Maritime Colle ge 

Library TMS lt <a 416 
Newburgh Free Library (1909)_...__...._----- 417 
Dowling College Library (1965) -_-._..-------- 394A 
State University College, James M. Milne Library 

CR a6 a ee Ba nn ce mecence 399A 
State University College, Penfield Library (1966). 391A 
State University College, Benjamin F. Feinberg 

NR AON a tinct enliiia«concess 420B 
Clarkson College of Technology, Harriet Call 

Burnap Memorial Library (1938) _-------.--- 422 
State University College Library (1964)-_._----- 422A 
Vassar College Library (1943)._...........---- 436 
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Purchase 

Rochester 

St. Bonaventure 

Saratoga Springs 

Schenectady 

Staten Island 
(Grymes Hill) 

Stony Brook 

Syracuse 

Troy 

Utica 

West Point 

Yonkers 


Asheville 
Boone 

Buies Creek 
Chapel Hill 


Charlotte 


Cullowhee 
Davidson 


Durham 
Greensboro 


Greenville 
Laurinburg 


Mars Hill 
Murfreesboro 
Pembroke 
Raleigh 


Rocky Mount 
Salisbury 
Wilmington 
Wilson 


Winston-Salem 
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List or Deposrrory LipraRIEs 


NEW YORK—Continued me Ne 
State University of New York, College at 
Purchase Library (1969) _.-.......-.-------- 419A 
Rochester Public Library (1963) --...-..------- 429A 
University of Rochester Library (1880) - - ------ 429 
St. Bonaventure College, Friedsam Memorial Li- 
RET ea Oe 434 
Skidmore College Library (1964)........------ 420 
Union College, Schaffer Library (1901)_.-.-.---- 421 
Wagner College, Horrmann Library (1953) - - --- 409 
State University of New York at Stony Brook 
nD Ge ee ee oi sscccseause 394 
Syracuse University Library (1878) -.......----- 426 
Troy Public Library (1869)_............-.------ 420A 
Utica Public Library (1885) ---.-...---------- 424 
U.S. Military Academy Library (unknown) ----- 389 
Yonkers Public Library (1910)_.......-------- 415 


NORTH CAROLINA 
University of North Carolinafat Asheville, D. 


Hiden Ramsey Library (1965) -_...-..-...---- 453A 

{Quas State University, Dauphin Disco 
ougherty Library (1963) ..........-.------ 450A 
Campbell College, Carrie Rich Memorial Library 

ens Gh tele.) 300). Memdecanccacensces 449 
University of North Carolina Library (1884)— 

pe ES SEES es eee 6 447 
Public Library of Charlotte and Mecklenburg 

SN NS hbk Lae Bidecccncececccce 451A 
Queens College, Everett Library (1927) -------- 451 
University of North Carolina at Charlotte, Atkins 

a eee 451B 
Western Carolina University, Hunter Library 

COR) Li re ie cine won 453 
Davidson College, Hugh A. & Jane Grey Me- 

gg ee ee 441 
Duke University Library (1890).........--.---- 440 
North Carolina Agricultural and Technical State 

University, F. D. Bluford Library (1937)-.-. 439 
University of North Carolina at Greensboro, 

Walter Clinton Jackson Library (1963) ---.-.-- 447A 
East Carolina University, J. Y. Joyner Library 

OES SENET TE RT SPOS ae 442 
St. Andrews Presbyterian College, DeTamble 

eS SN an ee ee 452 
Mars Hill College, Memorial Library (1967).... 441A 
Chowan College Library (1963) .......-.------ 442A 
Pembroke State College Library (1956)_-..----- 448 
North Carolina State Library (unknown) ------- 437 
North Carolina State University, D. H. Hill Li- 

ST CE inn dtint enihentlsncceccassncce 438 
North Carolina Wesleyan College Library (1969). 443A 
Catawba College Library (1925).........------ 450 
University of North Carolina at Wilmington, 

William M. Randall Library (1965) ---..----- 448A 
Atlantic Christian College, Clarence L. Hardy 

ae RR re 443 
Forsyth County Public Library a (1954)... 446 
Wake Forest University, Z. Smith Reynolds Li- 

Re ei let tlidebiitideccancasnecséi 445 









































Bisn 


Dick 
Farg 


Gral 


Min 
Rich 
Valle 


Ada 
Akrc 


Allia 
Ashl. 
Athe 
Blufl 
Bow 
Chill 
Cine 


Clev 


Colu 


Dayt 


Dela’ 


Elyri 
Find! 
Gam 
Gran 
Hira 


Kent 
Mans 


Mari 


New 

Ober] 
Oxfor 
Ports 
Rio ¢ 








osi- 
No. 


9A 
9A 
429 


134 
120 
21 
109 


394 
126 
OA 
124 
389 
L115 


3A 
OA 
449 
447 


1A 
451 


1B 
453 


441 
140 





g 
4 


a ibe 





all aes 


Sate te al 





el hate sa OE 


Bismarck 


Dickinson 
Fargo 


Grand Forks 


Minot 
Richardton 
Valley City 


Ada 
Akron 


Alliance 
Ashland 
Athens 
Bluffton 
Bowling Green 
Chillicothe 
Cincinnati 


Cleveland 


Columbus 


Dayton 


Delaware 


Elyria 
Findlay 
Gambier 
Granville 
Hiram 


Kent 
Mansfield 


Marietta 


New Concord 
Oberlin 
Oxford 
Portsmouth 
Rio Grande 


SEPTEMBER 1969 


NORTH DAKOTA 
North Dakota State Historical Society Library 





Deposi- 
tory No. 










Ces & od hone eee tance tantuaetacéadee 457 
North Dakota State Law Library (unknown)... 454 
Veterans Memorial Public Library (1967) ------ 456A 
Dickinson State College Library (1968) -------- 459A 
Fargo Public Library (1964) ____-_.-.--------- 458A 
North Dakota State University Library (1907)— 

REGIONAL, in cooperation with University 

of North Dakota, Chester Fritz Library at 

| RAR ee A ee ee 455 
University of North Dakota, Chester Fritz Li- 

el eee 456 
Minot State College, Memorial Library (1925)... 459 
Assumption College, Abbey Library (1965) - - - -- 457A 
State ¢ ROONOE Ci Oes 6 da cke<enwasnha 458 

OHIO 
Ohio Northern University, J. P. Taggart Law 

Sébeney CIOGG 2 = a vtecsdiccd..-<..-26--.- 485B 
Akron Public Library (1952)__..--------- scceu 14000 
University of Akron Library (1963) -_--.-.------- 477C 
Mount Union College Library (1888) -_.--------- 479 
Ashland College Library (1938) ---..-.-------- 486 
Ohio University Library (1886) - ----.-.-.------- 473 
Bluffton College, Musselman Library (1951) - - 467 
Bowling Green State University Library (1933) - 476 
Ohio University at Chillicothe Library (1968)... 469A 
Public Library of Cincinnati and Hamilton 

Coptiiey Ghee escuela ss ose isasccsccs 464 
University of Cincinnati Library (1929) -------- 465 
Case Western Reserve University, Freiberger 

gi a ee eee 485A 
Cleveland Public Library (1886) -_-------------- 463 
Cleveland State Unive rsity Library (1966) - 471 
John Carroll University, Grasselli Library (196: 3). 460A 
Capital University Library aE eee ls 474A 

Columbus Public Library (1885) - ---------- 475 
Obie State Library (unknown) —REGIONAL 460 
Ohio State University Library (1907) ---------- 461 
Dayton and Montgomery County Public Library 

‘¢  PRRP RE i Ree be ee 466 
University of Dayton, Albert Emanuel Library 

PRR aE a? ee eh 467A 
Wright State University Library (1965) - ~~ ----- 462A 
Ohio Wesleyan University, L. A. Beeghly Library 

(1845) OS ee eet pa ssadadeban aed 480A 
Elyria Public Library (1966) ----------------- 476A 
Findlay College, Shafer Library (1969) Sete 483A 
Kenyon College Library (1873)_.-------------- 462 
Denison University Library (1884) - - --- ------ 480 
Hiram College, Teachout-Price Memorial Library 

RY Bo ee 477A 
Kent State University Library (1962) _--.------ 483 
Ohio State University, Mansfield Campus Library 

rt ERAN ee Se eee ne 461A 
Marietta College, Dawes Memorial Library 

ar eet Lae ttt Tt OE De 478 
Muskingum College Library (1966) ------------ 478A 
Oberlin College Library (1858) ---------------- 477 
Miami University, Alumni Library (1909) - -- --- 466A 
Portsmouth Public Library (unknown) -- - - -- --- 469 
Rio Grande College, Jeanette Albiez Davis Li- 

oy Be UE es eS 473A 

Do not order from index; see indicated entry Page 213 











Springfield 
Steubenville 


Tiffin 
Toledo 


Van Wert 
Westerville 
Wooster 
Youngstown 


Ada 


Alva 
Bartlesville 


Durant 
Edmond 
Enid 


Langston 


Norman 
Oklahoma City 


Shawnee 
Stillwater 
Tahlequah 


Tulsa 
Weatherford 


Ashland 
Corvallis 
Eugene 
Forest Grove 
La Grande 
MeMinnville 
Monmouth 
Portland 


Salem 


Allentown 
Bethlehem 
Bradford 
Carlisle 
Cheyney 


Collegeville 
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List or Deposrrory LisraRIes 


OHIO—Continued Deposi- 


tory No 
Warder Public Library (1884) _...._-._-_----- 470 
Public Library of Steubenville and Jefferson 
SN CER abd d ab bat neiGunnnecusnnaces 481 
Heidelberg College, Beeghly Library (1964) _---_- 485 
Toledo Public Library (1884) -_............-.- 472 
University of Toledo Library (1963)_.....----- 472A 
Brumback Library of Van Wert County (1900)... 468 
Otterbein College, Centennial Library (1967)_.... 474 


College of Wooster, the Andrews Library (1966). 479A 
Public Library of Youngstown and Mahoning 


ST RIES Shee algerie da accescdessaniow 482 
OKLAHOMA 
East Central State College, Linscheid Library 
SEER ap eRe Spee Ns le EE eee 490 
Northwestern State College Library (1907) ----- 499 
Bureau of Mines, Petroleum Research Center 
pi SS es DG3 
Southeastern State College Library (1929)_.---. 494 
Central State College Library (1934)... _...---- 496A 
Public Library of Enid and Garfield County 
ETERS BEAYRTS tT 150 RPS eee 499A 
Langston University, G. Lamar Harrison Library 
SEA We baG ists Cu LURE cock sé cccncdce 489 
University of Oklahoma Libraries (1893) - ------ 496 
Oklahoma City University Library (1963) _.---- 496B 
Oklahoma Department of Libraries (1893)— 
EER ET AST ges eee 487 
Oklahoma Baptist University Library (1933).... 495 
Oklahoma State University Library (1907) - ---- 488 
Northeastern State College, John Vaughan Li- 
at Eh eee 491 
Tulsa City-County Library Commission (1963)... 491A 
University of Tulsa, McFarlin Library (1929)... 492 
Southwestern State College Library (1958)....-. 497 
OREGON 
Southern Oregon College Library (1953) ....---- 507 
Oregon State University Library (1907) --.------ 501 
University of Oregon Library (1883)......----- 502 
Pacific University Library (1897)-.......------ 504 
Eastern Oregon College Library (1954)_-.-.--.-- 505 
Linfield College, Northup Library (1965) - ------ 502A 
Oregon College of Education Library (1967).... 503A 
Department of the Interior, Bonneville Power 
dministration Library (1962)_-.......----- DG7 
Lewis and Clark College Library (1967) -------- 504A 
Library Association of Portland (1884) .....---- 506 
Portland State College oe aa 506A 
Reed College Library (1912)..........-.------ 503 
Oregon State Library (unknown) -----.----.---- 500 
Willamette University Library (1969) _...._--- 505A 
PENNSYLVANIA 
Muhlenberg College Library (1939)_.....--.---- 520 
Lehigh University Library (1876) ..-.-.----.---- 532 
Carnegie Public Library (1909)_........-.------ 531 
Dickinson College Library (1947)_.--------.---- 530 
Cheyney State College, Leslie Pinckney Hill 
BEET CRE tr dtarabyonngdesbodaccteames 521B 
Ursinus College Library (1963) ...--...-------- 519A 


ene ee on 








Pit 


Po 
Re 
Ser 
Sli 
Sw 


Vill 
Wa 
Wa 
Wil 
Wil 
Yor 
May 


Pon 








482 


490 
499 














East Stroudsburg 


Erie 
Greenville 


Harrisburg 


Haverford 
Hazleton 
Indiana 


Johnstown 
Lancaster 


Lewisburg 


Mansfield 
Meadville 
Millersville 
Monessen 
New Castle 
Newtown 


Norristown 


Philadelphia 


Pittsburgh 


Pottsville 
Reading 
Scranton 
Slippery Rock 


Swarthmore 


University Park 


Villanova 
Warren 
Washington 


Waynesburg 
West Chester 


Wilkes-Barre 
Williamsport 


York 


Mayaguez 


Ponce 
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PENNSYLVANIA—Continued pm 
East Stroudsburg State College, Kemp Library 

Ra Saints sacadeeiiecccsucacehecelosen 532A 
Erie Public Library (1897)..............-.----- 540A 
Thiel College, Langenheim Memorial Library 

t)6 6 eS ee ee 510A 
Pennsylvania State Library (unknown)—RE- 

GIONAL So BR DRE hee) ES re be 508 
Haverford College Library (1897).......------- 519 
Hazleton Area Public Library (1964)_._...__-_- 522B 
Indiana University of Pennsylvania, Rhodes R. 

ee RN CRI oo i necccnssnssccns 533 
Cambria Public Library (1965).........--.---- 533A 
Franklin and Mars ollege, Fackenthal Li- 

ad RARE TS at A Se anh 521 
Bucknell University, Ellen Clarke Bertrand Li- 

NE Co ccintiginitdtiaedsithnenbblowne 526A 
Mansfield State College Library (1968) ...-.---- 515A 
Allegheny College, Reis Library (1907) --...---- 540 
Millersville State College ,Ganser Library (1966). 521A 
Monessen Public Library (1969)_...-......---- 535 
New Castle Free Public Library (1963) ......-.-- 534 
Bucks County Community College Library 

0h sas: Ot Reta eetetel dina inhi eae hetaiacia 518 
Montgomery County-Norristown Public Library 

(1 lil tere Ne Alt ES ENE LIE I A 519B 
Drexel Institute of Technology Library (1693)... 511A 
Free Library of Philadelphia (1897)......-.---- 515 
Temple University Library, Serials Records Unit 

| Nil oR naedte 3% CORRE ES ae 516 
University of Pennsylvania Library (1886) ---- -- 513B 
Bureau of Mines, Pittsburgh Research Center 

NEE LE dnth annetbiciaceiadaagemion DG1 
Carnegie Library of Pittsburgh, Allegheny Re- 

SE DE Ein aitndidns cbbonancadne 527 
Carnegie Library of Pittsburgh (1895) -.------- 542 
University of Pittsburgh, Hillman Library (1910). 511 
Pottsville Free Public Library (1967) .-..------ 525A 
Reading Public Library (1901)_......-.-------- 525 
Scranton Public Library (1895)_......--------- 522 
Slippery Rock State College, Maltby Library 
(RG sth d ankieed cutibh ddedlincens colwase<usinks 534A 
Swarthmore College Library (1923).....------- 510 
Pennsylvania State University Library (1907)... 509 
Villanova University, School of Law Library 

RE a ee eee eee 524 
Warren Library Association, Warren Public Li- 

IT LPG tel Mdntnaliiasdenencancdsa =the 531A 
Washington and Jefferson College, Memorial Li- 

SORT CE in eed DU bencems 4edesenennsan 536 
Waynesburg College Library (1964) .....-.---.- 536A 
West Chester State College, Francis Harvey 

Ce a | enn 521C 
King’s College Library (1949)...-...---------- 522A 
James V. Brown Library of Williamsport and 

Lycoming County (1922)_....-.....-.------- 526 
York Junior College Library (1963)........---- 530A 

PUERTO RICO 
University of Puerto Rico, Mayaguez Campus 
Die AGI. Li isd Sods n cnn cence ci 550 


Catholic University of Puerto Rico Library 
CR ee donceseataekadseeakan 








Rio Piedras 


Kingston 
Newport 
Providence 


Warwick 
Westerly 


Charleston 


Clemson 
Columbia 


Due West 
Florence 
Greenville 
Greenwood 
Orangeburg 
Rock Hill 
Spartanburg 


Aberdeen 
Brookings 


Rapid City 


Sioux Falls 


Spearfish 
Vermillion 


Yankton 


Chattanooga 
Clarksville 
Jackson 


Jefferson City 


Johnson City 


Knoxville 
Martin 
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List or Deposrrory Lipraries 


PUERTO RICO—Continued Deposi- 


tory No. 
University of Puerto Rico General Library 
CEacdatdancmoadees Slactepaa te edisrerergoarnarararel 549 
RHODE ISLAND 
University of Rhode Island Library (1907)-_----. 554 
Naval War College Library (1963)-....-------- DG10 
Brown University, John D. Rockefeller, Jr. 
SEE CAEN. iclnchpencecuacececectns 555 
Providence College Library (1969) _------ suena 558A 
Providence Public Library (1884)_.......-..---- 556 
Rhode Island College Library (1965)__-..-.---- 555A 
Rhode Island State Library (before 1895) -__-_--- 553 
Warwick Public Library (1966)_...........---- 556A 
Westerly Public Library (1909)_.........-.-... 558 
SOUTH CAROLINA 
Baptist College at Charleston Library (1967)... 564A 
College of Charleston Library (1869)_......-.-- 564 
The Citadel Memorial Library (1962)_.....-.-- 562A 
Clemson University Library (1893) -...-..---- -. 560 
Benedict College, Starks Library (1969) -....-.-- 565A 
Columbia College Library (1966)........-.---- 565 
South Carolina State Library (before 1895) -- - - 559 
University of South Carolina, McKissick Me- 
morial Library (1884)__..........---------- 562 
Erskine College, McCain Library (1968). iukaon Ge 
Florence County Library (1967)_........------ 563A 
Furman University Library (1962)__._.....-.-- 567 
Greenville County Library (1966) _ —__- ilicccteianteis 567A 
Lander College Library (1967)-__-.-.---------- 566 
South Carolina State College Library o-. adee Tae 
Winthrop College Library (1896) - a« Oe 
Spartanburg County Public Library (1967) - - 563 
SOUTH DAKOTA 
Northern State College Library (1963) ---.----- 574B 
South Dakota State University, Lincoln Me- 
a a gk eae See 571 
tapid City Public Library (1963) _-._...------ 575A 
South Dakota School of Mines and Technology 
a eee Pee ee 572A 
Augustana College, Mikkelsen Library and 
Learning Resources Center ee 573A 
Carnegie Free Public Library (1903) ---~-------- 573 
Black Hills State College Library (1942)_._...... 575 
University of South Dakota, I.D. Weeks Library 
po aa a! ol ee 574A 
Yankton College, Corliss Lay Library (1904)-.... 572 
TENNESSEE 
Chattanooga Public Library (1907) -...-------- 583 
Austin Peay State University Library (194: | CO 
Lambuth College, Luther L. Gobbel Library 
GE .. datucaeadebeth Widntidawssasenees 584 


Carson-Newman College, Maples Library (1964). 581A 
East Tennessee State University, Sherrod te 


University of Tennessee Library to ) 
Univ ersity of Tennessee at Martin Library 
(AGB P ness < ahold Slatted O_o eee 588 





ou! Gad 


rn 


»posi- 
vy No. 


549 
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ee 





Memphis 


Murfreesboro 


Nashville 


Sewanee 


Abilene 
Arlington 
Austin 


Beaumont 
Brownwood 


Canyon 
College Station 
Commerce 


Corsicana 
Dallas 


Denton 
Edinburg 
El Paso 
Fort Worth 
Freeport 


Galveston 
Houston 


Huntsville 
Kingsville 


Longview 
Lubbock 


Marshall 
Nacogdoches 


Plainview 


San Angelo 
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TEN NESSEE—Copntinued Deposi- 
tory No. 
Cossitt Reference Library (1896) -._-..-.------ 590 
Memphis State University, John W. Brister Li- 
ke a eek © Ee 590A 
Middle Tennessee State University Library 
I Sk EEE an 0 SE crs dh at-w pean 585 
Fisk University Library (196: 5). eae 586A 
Joint University Libraries (1884)____...._.---- 580 
Public Library of Nashville and Davidson County 
aplasia =e Ree, 7, 586 
Tennessee State Library and Archives, State 
Library Division ES Ee 576 
University of the South, Jesse Ball duPont 
Ripon ATER J oiseiibidihns on ons <enecn=tied< 579 
TEXAS 
Hardin-Simmons University Library (1940)-_---- 612 
University of Texas at Arlington Library (1963). 607B 
Texas State Library (unknown)—REGIONAL.. 591 
University of Texas Library (1884)-_...--.----- 605 
University of Texas, Lyndon B. Johnson School 
of Public Affairs Library (1966) -_-.....------ 593 
University of Texas, School of Law Library 
| REGRET TE ey Pe 605A 
Lamar State College of Technology Library 
RS eR Sr ae py SES 597 
Howard Payne College, Walker Memorial Library 
SE ies daceietss tedsimatnminh dates OP sx-on:dh. 0h tn shi thakeh te eminereia te 616 
West Texas State U niversity Library (1928)---. 613 
Texas Agricultural and Mechanical University 
EN el eeniritetge  a  e 592 
East Texas State University Library (1937)..-.. 599 
Navarro Junior College Library (1965)---~------ 601 
Bishop College, Zale Library (1966)_----------- 600A 
Dallas Baptist College Library (1967)__-------- 594A 
Dallas Public Library (1900)_-.-.-...-------- 594 
Southern Methodist University, Fondren Library 
CIE cial cocemeg b+ lemeemh 2 kk ins dn ig aiadem es 600 
North Texas State University Library (1948)... 608A 
Pan American College Library (1959)---------- 610 
El Paso Public Library (1906) -_-------------- 611 
University of Texas at El Paso Library (1966).. 611A 
Fort Worth Public Library (1905)_------------ 607 
Texas Christian University, Mary Couts Burnett 
DE 1h. tices lanacocvssadi@eeise 607A 
Brazosport Junior College Library (1969)....... 591A 
Rosenberg Library (1909) _.......-..--..------ 604 
Houston Public Library (1884).........------- 603 
Rice University, Fondren Library (1967)------- 608C 
University of Houston Library (1957)_--------- 608 
Sam Houston State College, Estill Library (1949). 602 
Texas Arts and Industries University Library 
| MB ae pe ey ae ee ee .- 609 
Nicholson Memorial Public Library (1961) ----- 598 
Texas Technological College Library (1935)— 
PE a I ncn needdsndcnd 614 
Wiley College, Cole Library (1962)---..-.------ 596 
Stephen F. Austin State College, Paul L. Boynton 
Bieery (Iolite elk. 2c cn ncccscccscese 602A 
Wayland Baptist College, Van Howeling Me- 
mocial Labrary (1905)......-...-.---....... 614A 
Angelo State University Library (1964) - ------- 616A 
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San Antonio 


San Marcos 
Sherman 
Texarkana 
Waco 
Wichita Falls 


Cedar City 
Ephraim 
Logan 
Ogden 


Provo 
Salt Lake City 


Burlington 
Johnson 


Middlebury 
Montpelier 


Northfield 
Putney 


Charlotte Amalie 
(St. Thomas) 

Blacksburg 

Bridgewater 

Charlottesville 

Danville 

Emory 

Fairfax 

Fredericksburg 

Hampden-Sydney 


Hollins College 
Lexington 


Norfolk 
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List or Deposrrory Lisrakies 


TEXAS—Continued Deposi- 


tory No. 
San Antonio Public Library, Business and Science 
De ont Di. tech hibi nasa baasboe 615 
St. s University Library (1964) ---...---. 615A 
Trinity. ai verelty Libeary (1964)............. 615B 
Southwest Texas State College Library (1955)... 595 
Austin College, Arthur Hopkins Library (1963).. 599A 
Texarkana College Library (1963) .........---- 596A 
Baylor University Library (1905)_-......-.---- 606 
Midwestern University, Moffett Library (1963).. 608B 
UTAH 
Southern Utah State College Library (1964)._... 620A 
Snow College Library (1963)-........--..------ 621 
Utah a University Library (1907)—RE- 
EE SS Saks a eaeemmnae e 618 
Weber tere College Library (1962)........-_-- 620 
Brigham Young University Library (1908) ----- 619 
University of Utah, Law Library (1966)_-..---- 622A 
University of Utah Library (1893)-_........-.--- 622 
Utah State Library Commission, Documents Li- 
DE Sa ve niiga has necancdaancnnns 617 
VERMONT 
University of Vermont, Bailey Library (1907)... 624 
Johnson State College, John Dewey Library 
Po AEST AGA? fel) Ce se Oe 625 
Middlebury College, Egbert Starr Library (1884). 627 
Vermont State Library (before 1895)........--- 623 
Norwich University Library (1908)_......----- 627A 
Windham College, Dorothy Culbertson Marvin 
Memorial Library (1965) ..................- 626 


VIRGIN ISLANDS 


St. Thomas Public Library (1968) --.....------ 627B 
VIRGINIA 

Virginia Polytechnic Institute, Newman Library 

oo EAR, AR it MT En 629 
Bridgewater College, Alexander Mack Memorial 

gt Ee Sa ee 639 
University of Virginia, Alderman Library (1910) 

a aa RA RIES 640 
University of Virginia Law Library (1964)------ 632A 
Danville Communit ity College on (1969)_... 637 
Emory and Henry College (1884)_-.....--_-.-- 641 
George Mason “90 of the University of Vir- 

ST EE TE oe io ance on eceakcnans 641A 
Mary Washington College of the University of 

Virginia, E. Lee Trinkle Library (1940) - ----- 633 
Hampden-Sydney College, Eggleston Library 

it MANTA, Cl RE 2 9 ag 67 636 
Hollins College, Fishburn Library (1967) ------- 628A 
Virginia Military Institute, Preston Library 

leone ys ie a ee AO AN 639A 
Washington and Lee University, Cyrus Hall 

McCormick ey el nt octane aide’ 632 
Armed Forces Staff oleae. Library (1963)... DG12 
Norfolk Public Library (1895) -----.---------- 634 
Old Dominion College, Hughes Memorial Library 

Scar eramach earn devcaitdasrn dain ddbathscae 634A 
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Petersburg 
Quantico 


Richmond 


Roanoke 
Salem 
Williamsburg 


Bellingham 
Cheney 


Ellensburg 
Everett 
Olympia 


Port Angeles 
Pullman 
Seattle 


Spokane 
Tacoma 


Vancouver 
Walla Walla 


Athens 
Charleston 


Elkins 
Fairmont 
Glenville 


Huntington 
Institute 
Morgantown 


Salem 
Weirton 


Appleton 


Beloit 
Eau Claire 


Fond du Lac 
Green Bay 
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VIRGINIA—Continued Fn 5 
Virginia State College, Johnston Memorial Li- 
ELEM ALLER RL LE TE 630 
Marine Corps Schools, James Carson Breckin- 
See BRO CR en codandincabdanneas DGI18 
University of Richmond, Boatwright Memorial 
Recalled aetna 635 
Virginia State Library (unknown)-_-._._...___- 628 
Roanoke Public Library (1964)...........---- 638A 
Roanoke College Library (1886)............-_- 638 
William and Mary College Library (1936) ---_-- 631 
WASHINGTON 
Western Washington State College, Wilson Li- 
an el hit hk UES, I PS Re 647A 
Eastern Washington State College Library 
Pus saa hachannuaimatran dk anaes oe 650A 
Central Washington State College Library (1962). 649A 
Everett Public Library (1914)_............---- 647 
Washington State Library (unknown)—RE- 
Cn ET nee tc ce cnsewnwmte 642 
Port Angeles Public Library (1965)_......----- 647B 
Washington State University Library (1907)... 643 
Seattle Public Library (1908) .............-.-- 646 
University of Washington Library (1890)_...._. 644 
University of Washington, School of Law Li- 
ape er tah ht ER I 645A 
Spokane Public Library (1910).............--- 650 
acoma Public Library (1894)__........------ 651 
University of Pugent Sound, Collins Memorial 
EE CE eceniiiintd acich ini a-eilickith dich wusin-aiees 645 
Fort Vancouver Regional Library (1962) ------- 648 
Whitman College, Penrose Memorial Library 
ch Ry be AE inn Beet A ONION ORE, 649 


WEST VIRGINIA 


Concord College Library (1924)___......------ 656 
Kanawha County Public Library (1952) ___----- 655 
West Virginia Department of Archives and 
History Library (unknown)-...------------- 652 
Davis and Elkins College Library (1913) ------- 658 
Fairmont State College Library (1884) __-.__--- 657 
Glenville State College, Robert F. Kidd Library 
ans sinh nein nt cen Male Stee 656A 
Marshall University Library (1925)_...___.___- 660 
West Virginia State College Library (1907) --__- 654 
West Virginia University Library (1907)—RE- 
ee | RS Ee I Eee 653 
Salem College Library (1921)__.........------ 659 
Mary H. Weir Public Library (1963)........... 655 
WISCONSIN 
Lawrence University, Samuel Appleton Library 
CREED oo oo nemccncecancsccnndl aah 674 
Beloit College Libraries (1888)............_--- 666 
Wisconsin State University, William D. McIntyre 
SE A icsin vu geihtietiinkitan tadiiumicts 675 
Fond du Lac Public Library (1966).........__- 672A 


University of Wisconsin at Green Bay Library 
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Madison 


Milwaukee 


Oshkosh 
Platteville 


Racine 
River Falls 


Stevens Point 


Superior 


Waukesha 
Whitewater 


Casper 
Cheyenne 
Laramie 
Powell 
Riverton 
Rock Springs 
Sheridan 
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WISCONSIN—Continued 


Deposi- 


tory No. 
La Crosse Public Library (1883)_.........._-_- 669 
Wisconsin State University, Florence Wing Li- 

EG 0 nits oto rtescete EE ein on onc nn cnnh 666A 
Department of Public Instruction, Division for 

Library Services, Reference and Loan Library 

ST 6 db aE aneeeth ann wns onndonaa 665A 
Madison Public Library (1965)_........_.____- 668A 
State Historical Society Library (1870) —RE- 

GIONAL, in cooperation with University of 

Wisconsin, Memorial Library_-.._..._.__-_- 668 
University of Wisconsin, Memorial Library 

Sisk dcbin nd endian bien ceeds Uc cene 664 
Wisconsin State Library (unknown) - -_-_____~- 663 
Milwaukee County Law Library (1934)_______- 671 
Milwaukee Public Library (1861)—REGIONAL. 670 
Mount Mary College Library (1964)___...____. 671B 
Oklahoma Neighborhood Library (1965)_....... 661 
University of Wisconsin-Milwaukee Library 

SERRE etek ART Se am dh ey 671A 
Wisconsin State University, Forrest R. Polk 

SE ts annette macenennuasaaae 672 
Wisconsin State University, Elton 8S. Karrmann 

A ee Ci ewe accannnate 669A 
Racine Public Library (1898) _..........._-__- 667 
Wisconsin State University, Chalmer Davee Li- 

I i eS eee wuee 675A 
Wisconsin State University Library (1951) ----- 673 
Superior Public Library (1908) __-.__.---.----- 676 
Wisconsin State University, Jim Dan Hill Li- 

ge Fc Mya a ge Ea ‘ 665 
Waukesha Public Library (1966) _____________- 670A 
Wisconsin State University, Harold Andersen 

Uc re ih cs cid Shireen an’ 667A 

WYOMING 

Natrona County Public Library (1929) ___--- 680 
Wyoming State Library (unknown)__-________- 677 
University of Wyoming, Coe Library (1907)__._._ 678 
Northwest Community College Library (1967)_. 681A 
Central Wyoming College Library (1969) - . 679 
Western Wyoming College Library (1969) ._ 680A 
Sheridan College, Mary Brown Kooi Library 

WOU Sho ated pot wieewekbe hubudede 681 
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GOVERNMENT PRINTING OFFICE BOOKSTORES 


In addition to the mail-order service provided by the office of the Superin- 
tendent of Documents, Government Printing Office, for the sale of those publica- 
tions listed in the Monthly Catalog with an asterisk (*) and price, there are 
also seven retail bookstores which constitute a part of the operations of that 
office. ‘The lucations uf these stores are shown below: 


Government Printiag Office 
710 North Capitol Street 
Washington, D.C. 20402 
Telephone: Area code 202—783-3238 


Department of Commerce, Lobby 
14th and Constitution Avenue NW 
Washington, D.C. 20230 
Telephone: Area code 202—WOrth 7- 


3527 


USIA Building, 1st floor 

1776 Pennsylvania Avenue NW 

Washington, D.C. 20547 

Telephone: Area code 202—DUpont 
3-2898 


Department of State Building, 1st floor 

2ist and C Streets NW 

Washington, D.C. 20520 

Telephone: Area code 202—DUpont 
384004 

(Public access to building controlled 

by security regulations. ) 


Chicago Branch 

Room 1463—14th floor 

Federal Office Building 

219 South Dearborn Street 

Chicago, Illinois 60604 

Telephone: Area code 312—353-5133 


Kansas City Branch 

Room 135, Federal Office Building 
601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: Area code 816—374-2160 


San Francisco Branch 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: Area code 415—556-6657 











UNIV MICROFIUMS [NC 

ATT MR H HOMES LIBRARIAN 
300 NORTH ZEEB RD 

ANN ARBOR MIC 48106 


Gi ~ - cC.—— 


DIVISION OF PUBLIC DOCUMENTS 


WASHINGTON, D.C. 20402 


OFFICIAL BUSINESS 


POSTAGE AND FEES PAID 
U.S. GOVERNMENT PRINTING OFFICE 








